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FOUNDATIONS  OF  THE  NEW  BUILDINGS  OF  THE 

MASSACHUSETTS   INSTITUTE   OF  TECHNOLOGY, 

CAMBRIDGE,   MASS. 

By  Charles  T.  Main*  and  H.  E.  Sawtell,!  Members  Boston  Society  of 

Civil  Engineers. 

(Presented  December  19,  1917.) 

The  purpose  of  this  paper  is  to  describe  — 

1st.  The  geological  conditions  found  at  the  new  site  of  the 
Massachusetts  Institute  of  Technology  and  the  methods  used 
in  determining  the  conditions. 

2.d.  The  foundations  as  built,  and  the  reasons  governing 
the  types  used. 

3d.  The  pile  tests,  load  tests  and  designs  of  portions  of  the 
foundations. 

Our  work  on  the  foundations  for  these  buildings  was  of  a 
consulting  nature,  and  all  preliminary  work  up  to  and  including 
the  determination  of  total  live  and  dead  loads  of  superstructures 
going  to  the  piles  was  performed  by  others. 

The  Stone  &  Webster  Engineering  Corporation's  designs 
and  construction  work  for  all  piling,  footings,  piers  and  walls, 
up  to  the  underside  of  the  first  floor  beams,  were  subject  to  our 
examination,  supervision  and  approval. 


*  Consulting  Engineer,  201  Devonshire  St.,  Boston. 

t  Structural  Engineer,  with  Charles  T.  Main. 

Note.  Discussion  of  this  paper  is  invited,  to  be  received  by  W.  L.  Butcher,  Editor, 
715  Tremont  Temple,  Boston,  before  March  10,  1918,  for  publication  in  a  subsequent  issue  of 
the  Journal. 
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FOUNDATIONS  OF  M.  I.  T.  NEW  BUILDINGS.  5 

In  order  to  design  foundations  for  the  new  buildings,  it 
was  necessary  to  make  an  unusual  amount  of  study  of  the  soil 
and  rock  underlying  the  site  and  the  supporting  capacity  of 
the  same. 

In  July,  1913,  Prof.  W.  O.  Crosby  submitted  a  report  on  the 
site.  This  report  was  based  chiefly  on  the  results  obtained  from 
borings  in  and  just  outside  the  limits  of  the  new  site. 

This  report  shows  that  the  bed  rock  is  found  at  a  depth  of 
120  ft.  to  135  ft.  from  the  surface,  and  appears  to  be  quite  level. 
The  materials  overlying  the  bed  rock  include,  in  succession, 
bowlder  clay  varying  in  thickness  from  a  few  feet  to  25  or  30  ft.; 
blue  clay  with  a  normal  thickness  of  60  to  100  ft.;  glacial  gravel 
ranging  from  nothing  to  35  ft.  in  thickness;  silt  from  0.0  ft. 
to  18  ft.  in  thickness;  peat,  very  thin  and  showing  in  a  few  places 
only,  and  the  artificial  filling  at  the  surface  varying  in  thickness 
from  a  few  to  15  or  20  ft. 

The  twenty-one  borings  made  by  Professor  Crosby  were 
rather  widely  separated,  and  it  was  found,  soon  after  actual 
w^ork  was  begun,  that  the  character  and  surface  levels  of  the 
glacial  deposit  changed  frequently  so  that  it  was  thought  neces- 
sary to  make  additional  borings  one  hundred  and  six  in  number, 
on  or  near  the  sites  of  the  different  buildings. 

The  locations  of  both  sets  of  borings  are  shown  on  the 
accompanying  Fig.  i,  together  with  some  of  the  cross  sections. 
Figs.  2,  3,  4,  5  and  6,  which  show  the  varying  character  of  the 
upper  soil  which  is  located  under  some  of  the  buildings. 

The  top  of  the  glacial  gravel  was  found  to  be  at  all  levels 
varying  from  6  ft.  to  26  ft.  below  the  cut-off  grade  of  piles,  and 
the  thickness  varied  from  nothing  to  35  ft.  In  a  considerable 
part  of  one  or  two  buildings,  no  glacial  gravel  was  found. 

Three  test  pits  were  dug  to  a  depth  of  about  22  ft.,  in  order 
to  check  up  the  wash  borings.  Eleven  concrete  piles  and  eighty- 
one  wooden  test  piles  were  driven,  while  twenty-five  piles  of  all 
kinds  were  load  tested  for  the  purpose  of  further  determining 
the  character,  resistance  and  bearing  power  of  the  substrata. 

A  considerable  part  of  Professor  Crosby's  report  is  devoted 
to  the  cause  of  the  observed  settlements  of  structures  which 
surround  the  new  site.     He  states  that  it  is  his  opinion  that  the 
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Fig.  6 


settlements  are  only  such  as  would  be  expected  from  a  study  of 
their  foundations  and  the  underlying  earth  conditions,  and  that 
it  is  his  belief  that  had  the  foundations  of  these  structures  been 
carried  down  to  or  supported  on  the  glacial  gravel,  they  would 
not  have  settled  to  any  appreciable  extent. 

The  term  "  glacial  gravel  "  is  understood  to  mean  that  de- 
posit immediately  found  above  the  clay,  which  varies  in  charac- 
ter from  fine  sand  to  coarse  gravel.  As  it  is  found  generally 
to  be  well  compacted  and  comparatively  near  the  surface,  it 
was  decided  to  support  the  foundations  upon  it  wherever  prac- 
ticable. 

The  clay  found  under  the  glacial  gravel  is  of  remarkably 
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uniform  character,  of  little  plasticity,  and  —  to  use  Professor 
Crosby's  words- —  "  It  is  probable  that  in  its  normal  condition  in 
the  groiind  all  of  the  clay  is  devoid  of  excess  moisture  and  fairly 
to  be  described  as  stiff." 

It  has  been  assumed,  however,  that  if  settlement  occurs, 
it  will  be  in  the  clay,  and  in  order  to  reduce  this  settlement  to  a 
minimum  it  was  decided  to  spread  the  building  loads  over  the 
glacial  gravel  as  much  as  practicable,  which  in  turn  would  still 
further  distribute  the  loads  over  the  clay  bed. 

In  order  to  provide  for  a  wide  distribution  of  load  on  the 
gravel  in  the  most  uniform  manner,  with  a  resulting  low  pres- 
sure per  square  foot,  it  was  decided  to  use  a  large  number  of 
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wood  piles,  each  sustaining  a  relatively  small  load,  rather  than 
a  few  heavily  loaded  piles.     See  Fig.  7. 

This  shows  the  piling  under  a  footing  resting  in  12  ft.  of 
gravel  or  sand,  and  the  assumed  spreading  of  the  load  accom- 
plished by  means  of  60  degree  angles  of  distribution,  with  the 
horizontal.  The  building  loads  in  this  case  were  reduced  to 
about  three  fourths  of  a  ton,  on  the  surface  of  the  clay,  which 
would  be  in  addition  to  the  load  of  the  overburden  already  found 
on  the  site  in  place. 

The  decision  that  heavy,  concentrated  loads  were  to  be 
avoided  precluded  the  use  of  concrete  piles  for  this  particular 
work. 

It  was  also  found  that  wood  piling  would  be  considerably 
less  expensive  than  concrete  piling,  due  to  the  fact  that  the  per- 
manent water  level  was  high,  making  it  unnecessary  to  place 
any  concrete  in  addition  to  that  required  for  the  foundations  to 
meet  the  heads  of  the  wood  piling,  also  to  the  fact  that  large 
piles  do  not  prove  economical  where  flexibility  is  required  for 
light  as  well  as  heavy  loads. 

Interesting  tests  were  made,  however,  on  concrete  piles  of 
both  the  Simplex  and  Raymond  types. 

Fig.  8  is  a  plan  of  the  site,  with  the  buildings  in  outline, 
showing  the  location  of  most  of  the  important  test  piles;  and 
near  the  location  of  each  pile  has  been  placed  a  letter,  in  addi- 
tion to  its  number,  to  designate  its  kind, —  "S"  meaning 
spruce,  "  O  "  for  oak,  "  P  "  for  southern  pine,  etc. 

Spruce  piles  from  Nos.  i  to  30,  inclusive,  were  driven  from 
September  8,  1913,  to  September  25,  1913;  spruce  piles  Nos.  31, 
32,  33  and  34  were  driven  on  December  2,  191 3;  oak  piles  i  to 
16  inclusive  were  driven  on  December  2,  3,  4  and  5,  191 3;  and 
piles  in  Building  No.  17  were  driven  in  September  and  October 
of  1914. 

Other  piles  were  driven  and  tested  as  noted  in  Tables  i,  2 
and  3. 

The  factor  of  safety  at  j-in.  settlement  was  arrived  at  by 
dividing  the  load  carried  at  J-in.  settlement  by  the  load  carried 
at  i^-in.  settlement. 

If  the  safety  factor  was  not  as  high  as  2|,  then  the  tonnage 
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TABLE  I. 

Test  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 
Group  A.    Spruce. 


S5 

m 

•u 

■4-1 

^ 

Identity. 

"0 

Embedment. 

Surface  Grades. 

^-Zu 

)-l  to 

C3 
0 

0^  c 

|2 

CUM 

> 

< 

■*-*      ill 

Bldg. 
No. 

Pile 
No. 

Sand. 

Clay. 

Sand. 

Clay. 

T 

I 

31'  7" 

> 

0 

+3-0 
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0 
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3 

d 

3 
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0 
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TABLE  I.  —  Continued. 
Test  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 


Group  A.    Spruce. 
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OK 
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TABLE  2. 

Test  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 

Group  B.     Oak  Piles. 


Identity. 
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No. 
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TABLE  2.  —  Continued. 
Test  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 

Group  B.     Oak  Piles. 


a! 
> 


Character. 


Sand. 


Clay. 


Formula  Values 

at  Other 

Embedments. 


Reported 

Condition  when 

Driven. 


Actual 

Condition 

when 

Pulled. 


Remarks. 


7.6  tons  @  3'  o' 

9.1  tons  @  2'  o' 
7.9  tons  @  2'  o' 
7.0  tons  @  2'  6' 

6.2  tons  @  2'  o' 
9.2  tons  @  8'  6' 


ii.o  tons@5'  o' 


II. 5  tons@2'  9' 

10.2  tons@3'  o' 
12.7  tons@3'  o' 

1 1.5  tons@2'  o' 

12.3  tons@4'  o' 
10.5  tons@2'  o' 


Pulled  OK 


ablv 


Point  prob- 


in  clav 


Easy  driving 
Easy  driving 
Easy  driving 
Easy  driving 
Easy  driving 


Easy  driving 
Easy  driving 
Easy  driving 


H 
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Test  Piles 
Group  C. 


TABLE  3. 
Loaded  in  New  Site  of  Massachusetts  Institute  of  Technology. 


Identity. 

■So 

Embedment. 

Surface 
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Pile 
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5-5 
tons* 

6.5 

8 

2a  4 

30'  0" 

13'  2" 

o'6" 

-1-5 

-14.7 

2150 
@  10' 

21" 

6.14 

7 
tons 

1-75 

8 

I2d6 

42'  6" 

11' 6" 

15'  4" 

-1-5 

-13.0 

2600 
@    10' 

3" 

6.50 

9 
tons* 

4-0  + 

8 

2a  2a 

35'  9" 

12'  6" 

6' 2" 

-1-5 

-14-5 

2150 
@  10' 

2" 

7.16 

10 

tons 

2.3 

6 

I2g  12 

45'  0" 

i'  6" 

18'  5" 

2600 
@  10' 

~3" 
38 

5-90 

1543 
tons 

2.0 

4 

iia  6 

50'  0" 

0 

21' 3" 

0 

-13.2 

2580 
@  10' 

.3// 

4* 

4-50 

12.80 
tons 

1.63 

15 

loa  18 

42'  b" 

0 

23'  0" 

0 

-6.6 

2300 
@   10' 

3" 

5.80 

12.88 
tons 

1.60 

7 

I3g  13 

14'  9" 

5'  10" 

0 

+  5.60 

0 

2300 
@  10' 

2V 

7.40 

8.0 
tons* 

1-75 

7 

iid  2 

15'  6" 

5' 7" 

0 

+  5-60 

0 

2300 
@  10' 

If" 

8.80 

9.0 

tons* 

1.56 

Near  15 

12 

30'  0" 

12'  0" 

0 

-0.7 

—  12.6 

2300 
@  90' 

2" 

6.9 

3-75^ 
tons 

3.0  ± 

Near  13 

17 

36'  0" 

15'  6" 

1.5b' 

-1-5 

-17.0 

2300 
@  lO.O' 

2" 

7-7 

9.0 

tons* 

3-0  ± 

Near  11 

21 

44'  0" 

14'  6" 

12.60' 

—  I.O 

-15-5 

2300 

(Q)  ii.o' 

li" 

10. 1 

Embed 

ments 

Near  16 

26 

30'  0" 

11'  10" 

1-95' 

+  1.4, 

-  10.4 

2300 
@  10.5' 

2" 

8.05 

11.50 

tons 

2.4  ± 

Near  2 

29 

30'  0" 

10'  0" 

0.5' 

+  1-3 

-8.6 

.  2300 
^  6.5'- 

5" 
8 

9.02 

9.0 

tons* 

2.2  =fc 

17 

n8  41 

46'  0" 

5' 6" 

20.75' 

-3-50 

-9.0 

2550 

@  lO.O' 

2" 

8.50 

9.8 
tons'^ 

2.75 

50 

50-1 

29'  9" 

i'6" 

0 

-7-99 

-12.49 

2600 

@.  10. 0' 

li" 

10.40 

7.40 

2. .33 

50 

50-2 

30'  9" 

i'6" 

0 

-6.75 

-11.25 

2600 
@  lo.o' 

3" 

6.50 

7-36 

2.26 

*  Found  by  interpolation. 


\ 


FOUNDATIONS  OF  M.  I.  T.  NEW  BUILDINGS. 


15 


TABLE  3.  —  Continued. 
Test  Piles  Loaded  in  New  Site  of  Massachusetts  Institute  of  Technology. 
Group  C. 


Character. 

Actual 

gfe^2i 

1 

Formula  Values 
at  Other 

Reported 
Condition  when 

Condition 

Remarks. 

&<2  ^-  0 

a  <u>-<5 

Embedments. 

Driven. 

Pulled 

> 

Sand. 

Clay. 

7.5  tons 

Coarse 

Medium 

OK 

Allowable  value 

and 

limited  by 

medium 

settlement 

5.0  tons 

Sand  and 

fine 

gravel 

Medium 

12.0  tons 

Coarse 

and 

medium 

Medium 

9.0+  tons 

Coarse 

and 
medium 

Medium 

12.0  tons 

Medium 

Red  riven 

value 

13.90 

8.4  tons 

0 

Stiff 

Redriven 

value 

11.50 

8.2  tons 

0 

Medium 

6.0  tons 

Sand 
Gravel 

0 

Pulled 
OK 

5.6  tons 

Sand 
Gravel 

0 

Pulled 
OK 

4.5  tons 

Fine  sand 

10  tons@io.5' 

Uniform  driving 

Pulled 
OK 

Early  settlements 
appear   excessive 

ll.o  tons 

Fine  sand 

8.6  tons  @  12.0' 

Easy  driving 

OK 

@  2.5 

doubtful  and 

settlement 

readings 

of  load  test  dou 

btful. 

1 1.2  tons 

Sand 

Blue 

medium 

9.2  tons  @  lO.o' 

4'  6"  of  clay  and 

shells  abov 

e  the  sand. 

8.0  tons 

Coarse 

Clay 

XI.2  tons@io.o' 

Uniform  driving 

Tip  slightly 

Early  settlement 

sand 

and 
gravel 

broomed 
around 
edges 

readings  in 
question 

10.8  tOflS 

Fine  and 
coarse 

Medium 
blue 

Uniform  increas 

e  in  tonnage  in  c 

lay. 

6.88  tons 

Medium 

0 

Not  pulled 

Driven 
butt  down 

6.60  tons 

Medium 

0 

Not  pulled 

Driven 
tip  down 

i6 
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TABLE  4. 
Test  of  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 


14a 

5 


Spruce 


J3  V 


32.8 


e  I-  1^ 
■S  o,<" 

^-^^ 


^O 


Sand 

Clay 
7-25 


^1   = 


^ 

^   . 

V 

B   . 

E:? 

"o.S^ 

Kl 

c  0 

te 

£fcQ 

E^ 


2  600 


<uOh 


6  990 
II  970 
26390 
31  640 
36900 
53641 
66504 
72925 
77403 


2a 

4 


Spruce 


27 


Sand 

13.2 

Clay 

0-5 


150 


I2d 
6 


Spruce 


40 


Sand 
II-5 

Clay  ' 
15-33 


600 


2a 
2a 


Spruce 


32 


Sand 

12.5 

Clay 

6.2 


5i 


2  150 


13920 

18  690 

24510 

29  860 


7  090 
14350 
20388 
25241 
29861 
35068 
45068 
59  161 
65509 
70686 
75228 
80  108 
84834 
89814 


8  990 
13760 
20  030 
28  210 
34200 
40  040 
45898 
51  000 
58070 
62  361 
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TABLE  5. 
Test  of  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 


c 
•a 

0 
2 

u 

-2 

■e2o 

•a">. 

^0 

II 
a.S 

2I 

E  . 

a!  1^ 
o.S 

H 

'■3  d 
c  0 

II 

T3^ 
"  3 

So, 

EH 

I2g 

12 

6 

Spruce 

43 

I 

Sand 

1-5 
Clay 

18.5 

2 

600 

10 

3I 

■  V  889 

16  629 

21  515 
25993 
30866 

39  439 
44919 

48521 
53771 
59  161 
63951 
68677 

73  597 
78547 
83547 

?? 
3 

1 
16 

^\ 

A 

1 3 
^i 
1 
4 
9 

32 
5 

re 

19 
32 

iia 
6 

4 

Spruce 

46 

5 

Sand 

0 

Clay 

21.25 

2 

580 

10 
Pile 

4i 
tilte 

d 

9  146 
19  135 
25681 
30687 

35567 
41  8ro 
47017 
52017 
56462 

61475 
66485 

70554 
74619 
74619 
77429 
77429 

0 

3V 

1 
16 

1 

8 

A 

-3_ 
16 
3 

8 
3 
8 
7 
16 

T^6 
6 
T^ 

5 

8 

25. 
3  2 

H 

TABLE  6. 
Test  of  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 


hO 


e  1-  1' 


■"^ 

s  . 

c3  fli 

oj 

EC- 

rt  cu 

C  J3 

0..S 

[is 

(13 

3  3 

ffi 

(I. 

loa 

i8 

15 


Spruce 


42.1 


Pile 


Sand 

o 
Clay 
23.0 


began  to  s 


■5^ 


plit  V 


2  300 


erticall  y 


7318 

12  040 
17237 
21467 
25697 
30377 
36430 
41  069 
46297 
50961 
55071 

59  190 


I3g 
13 

7 


Spruce 


Sand 

5-8 

Clay 


iid 
2 
7 


n8 
17 


Spruce 


Pine 


12.6 


Pile 


300 


tilted 


Sand 

5-6 

Clay 


5i 


2  300 


43-85 


Sand 

5-5 
Clay 
20.75 


Pile  failed 


bv 


bii 


2  550 


;klin 


6570 
II  860 
21  300 
26  480 

32423 
37560 
42  960 


7653 
12  326 
16  500 
21  710 
26704 
31  707 
37892 
42  721 
48660 
53  797 
59  197 
64381 


II  381 
19730 
23840 
28  520 
34  573 
38598 
43  794 
48517 
53  745 
59738 
64977 
70255 
74229 
79209 
84748 
86728 
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TABLE  7. 
Test  of  Piles  in  New  Site  of  Massachusetts  Institute  of  Technology. 


2 

1.^ 

a! 
0 

cfe- 

•5  >. 

r^  i^   CJ 

II 

Weight  of 
Hammer  (Lbs.). 

1-1 

E   . 
Per 

"o.S 

Jl 

.2 

(2> 

"0^ 

g-s 

(U-g 

C/3 

No.  I 

Raymond 
Concrete 

-a 
0 
0  •-^  1- 

■^             U2 

23 

.2 

Sand  and 

gravel 

10.2 

{ 

i 

1^     . 

<ii.S  0 
Jd>  0 

D    0   0 
>    S    "0 

c        ^ 

2.25 
Piled 

0 

v.. 
4) 
C 
tn 

0 

id  no 

tfail 

41  050 

46  070 
61  810 
81  840 

86  710 
90  890 
100  330 
125  340 
)  144  770 
171  750 
182  120 

0 

16 

Z% 
3 

3  2 

i 
5 

32 

A 
1 

A 

No.  2 

Raymond 
Concrete 

17 

•5 

Sand  and 

gravel 

6.4 

{ 

i 

5000 

No.  i 
Vulcan 

(Piled 

2.25 
id  not 

0 
.S 

u 

K 
0 

•si- 
fail 

)" 

29650 

44420 
59360 
no  630 
122  280 
126  700 
131  610 
158  104 
169  980 

175  870 

0 

1 

T6 

i 
3 

16 

1 
4 

M 

35 

6"? 
19 
32 

No.  4 

Simplex 
Concrete 

12 

•4 

Sand  and 

gravel 

4.0 

I 

6 

3300 
(Piled 

12 

id  not 

1 
■i 

fail 

)" 

42490 

61  280 
85800 
95910 
133  790 
153  810 
177  020 
187  270 
192  270 

i 
3 

16 

3 
16 

3 

T6 

1 
4 

7 

16 
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carried  at  j-in.  settlement  was  divided  by  2|,  and  the  result 
used  for  the  new  value  of  the  pile. 

Piles  enclosed  in  squares  on  Fig.  8  were  load  tested,  some 
of  the  most  important  of  which  are  recorded  in  full  in  Tables  4, 
5,  6  and  7. 

After  determining  that  wood  piles  were  to  be  used,  it  be- 
came necessary  to  make  a  sufficient  number  of  tests  in  order  to 
determine  the  kind  and  length  to  use  in  different  parts  of  the  site. 

This  task  was  rather  difficult,  owing  to  the  great  variety 
of  soil  conditions  found,  as  will  be  seen  by  reference  to  the  geo- 
logical sections  and  pile  driving  reports. 

It  will  be  noted  that  the  investigations  were  first  carried  on 
largely  on  the  sites  of  the  buildings  forming  the  westerly  part  of 
the  group  where  both  spruce  and  oak  test  piles  were  driven. 

Referring  to  Table  i ,  which  is  a  summary  of  spruce  test  piles 
driven  and  tested,  it  will  be  seen  that  spruce  piles  Nos.  i  to  10 
inclusive  were  driven  into  the  "  glacial  gravel,"  which  at  these 
locations  is  a  well  compacted  and  deep  bed  of  material  commonly 
known  as  coarse  sand  and  gravel,  —  to  varying  depths,  and  upon 
being  pulled  were  all  found  to  be  broomed  or  both  broomed  and 
broken.  Three  of  these  piles,  Nos.  3,  5  and  7,  were  assumed  to 
be  good  at  the  time  of  driving,  and  were  load  tested  before  being 
pulled. 

The  results  of  such  tests,  because  of  their  crippled  condition, 
which  was  discovered  after  the  tests  were  made,  were  of  no 
special  value  except  to  show  how  these  broomed  and  broken 
piles  acted  under  load,  and  the  following  brief  description  of 
these  is  given  for  that  purpose. 

Spruce  pile  No.  3,  about  17  ft.  o  in.  long,  9  in.  diameter  butt 
and  6  in.  tip,  driven  with  2300-lb.  hammer  and  given  short 
drops  until  the  last  few  blows,  where  an  average  of  9  ft.  8  in. 
drop  was  given  and  a  value  of  16.7  tons  obtained  when  using 
the  Engineering  News  formula.  This  pile  passed  through  about 
10  ft.  6  in.  of  loose  sand,  silt,  shells  and  blue-black  mud,  and 
penetrated  into  coarse  sand  and  gravel  about  3  ft.  9  ins.;  but 
when  pulled,  after  load  testing,  was  found  broken  at  about  the 
surface  of  the  gravel  and  badly  broomed  at  the  break. 

When  tested  with  a  load,  this  pile,  No.  3,  carried  5.5  tons 
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without  noticeable  settlement;  but  when  this  load  was  doubled, 
it  settled  I  in.  As  would  be  expected,  the  settlements  were 
marked,  and  under  a  total  load  of  48  674  ran  from  ^1  in.  to  i  in. 

Pile  No.  5.  Spruce,  having  an  11  in.  butt,  6  in.  tip,  driven 
with  2300-lb.  hammer  and  with  an  average  drop  of  hammer  of 
6  ft.  2  ins.  for  the  last  blows,  showed  an  average  settlement  of 
f  in.  per  blow,  which  gives  a  formula  value  of  8.77  tons. 

This  pile  passed  through  about  9  ft.  7  ins.  of  loose  sand, 
silt,  shells,  silt  and  black  mud,  and  penetrated  the  coarse  sand 
and  gravel  for  about  5  ft.  i  in.,  but  when  pulled  was  found  badly 
broomed  and  broken  just  below  the  top  of  the  gravel. 

When  tested  with  a  load,  this  pile  carried  6.8  tons  with  a 
total  settlement  of  only  1/32  in.,  but  it  settled  quite  rapidly  for 
increasing  loads. 

Under  about  18  tons  load,  the  settlement  was  yq  in.  and 
showed  a  marked  tendency  to  get  out  of  plumb.  Under  about 
20  tons  the  total  settlement  amounted  to  over  i  in. 

This  pile  showed  great  unreliability. 

Pile  No.  7.  Spruce,  about  18  ft.  4  ins.  long,  10  in.  butt  by 
6  in.  tip,  driven  with  2300-lb.  hammer  having  an  average  drop 
at  last  blows  of  10  ft.  o  in.,  and  an  average  settlement  of  if  in., 
at  last  blows,  which  gives  a  carrying  value  of  8.4  tons. 

This  pile  passed  through  about  9  ft.  2  ins.  of  loose  sand, 
gravel,  shells  and  mud  fill,  and  penetrated  the  glacial  gravel 
deposit  about  5  ft.  9  ins.,  and  when  pulled  was  found  broken  and 
broomed  just  below  top  of  the  gravel. 

When  tested  with  a  load,  this  pile  settled  ye  in-  urider  a 
load  of  about  three  tons,  and  the  rate  of  settlement  was  quite 
rapid  under  succeeding  increments,  amounting  to  over  i  in. 
under  about  15  tons,  to  over  2  ins.  under  26.5  tons,  and  over  3  ins. 
under  32.75  tons. 

After  the  load  was  removed,  this  pile  recovered  |  in.  of 
settlement,  showing  the  effect  of  the  brooming. 

It  was  plainly  evident  that  spruce  piles  could  not  be  driven, 
with  safety,  into  the  harder  portions  of  this  glacial  deposit. 
After  a  study  of  the  results  obtained  by  a  number  of  spruce 
piles  which  had  been  driven  and  pulled,  it  was  thought  best  to 
limit  the  use  of  spruce  to  those  places  where  friction  was  largely 
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depended  upon  to  give  the  bearing  value  and  very  little  depend- 
ence placed  on  point  bearing. 

The  test  piles  also  showed  that  it  was  easily  possible  to 
drive  spruce  piles,  which  appeared  to  be  good  to  the  piling  fore- 
man and  inspector,  but  which  were  actually  found  to  be  broomed 
and  broken  when  pulled. 

This  discouraged  the  use  of  spruce  piles  where  sudden 
changes  in  the  hardness  of  the  soil  were  found  or  expected. 

Some  of  the  marked  and  unaccountable  settlements  of 
structures  which  have  been  recorded  in  the  past  may  have  been 
due  to  some  extent  to  the  practice  of  driving  spruce  piles  to  or 
somewhat  into  hard  crusts,  thus  resulting  in  brooming  of  the 
piles. 

Later  tests  also  proved  that  first-class  oak  piles  could  be 
driven  without  injury  into  well-compacted  coarse  sand  or  fine 
gravel  to  a  resistance  giving  a  value  of  eighteen  tons  or  more. 

Oak  piles  were  used  where  the  driving  was  hard,  and  where 
the  supporting  value  of  the  piles  was  to  be  gained  largely  from 
point  bearing  and  relatively  small  embedments  in  the  hard 
stratum. 

For  safety  a  maximum  limit  of  about  ten  tons  was  permitted 
for  spruce  and  fourteen  tons  for  oak. 

The  Engineering  News  formula  was  used  in  determining 
values  of  piles  for  these  foundations,  and  for  convenience  curves 
were  made  up  showing  safe  loads  for  piles  for  various  weights 
and  drops  of  hammers. 

This  formula  is  as  follows: 

2Wh 
P  =  -7T-; — ,  in  which 

P  =  Supporting  power  in  pounds. 
IF  =  Weight  of  hammer  in  pounds. 
h  =  Fall  of  hammer  in  feet. 
5' =  Penetration  in  inches. 

Referring  to  Figs.  2,  3,  4,  5  and  6,  it  will  be  seen  that  a  great 
variety  of  soil  conditions  was  found. 

The  glacial  deposit  ranged  from  a  well  compacted  gravel 
and  coarse  sand,  to  fine  sand,  and  from  35  ft.  in  thickness  to 
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nothing,  so  that  in  parts  of  some  buildings  it  was  necessary  to 
depend  upon  the  clay  for  support. 

A  hard  crust  was  found  in  only  a  few  locations  on  either 
the  "  glacial  gravel  "  or  clay. 

The  clay  in  general  was  found  to  be  of  a  remarkably  uni- 
form grade,  designated  as  "  medium,"  being  neither  very  "  stiff  " 
or  "  soft  "  except  in  a  few  places. 

From  the  driving  records  and  sections  it  would  seem  that 
the  surface  of  the  glacial  deposit  was  very  uneven  in  places,  as 
piles  which  were  driven  within  a  few  feet  of  each  other  would 
find  good  bottom  at  levels  dififering  by  10  to  15  ft.  or  even  more. 

These  conditions  made  it  difficult  to  get  uniform  pile  values, 
and  increased  the  cost  of  the  pile  driving. 

A  fill  was  often  found  over  the  original  mud  flats,  consisting 
of  material  such  as  mud,  silt,  shells  and  gravel,  which  in  some 
places  was  very  compact,  offering  considerable  resistance  to  the 
piles,  and  raising  the  formula  value  of  all  such  piles  above  the 
true  value. 

This  high  but  untrue  value  was  corrected  to  some  extent 
by  subtracting  the  value  found  while  the  pile  is  still  in  the  fill, 
from  the  final  value. 

Not  only  will  the  hard  fill,  above  the  peat,  etc.,  give  the 
piles  driven  through  it  a  high  formula  value  at  the  time  of  driv- 
ing, but  may  afterward  add  to  the  actual  loads  on  the  piles,  by 
reason  of  its  friction  when  the  peat  or  mud  stratum  becomes 
reduced  in  thickness,  through  decay  or  displacement. 

The  varying  conditions  found  made  it  necessary  to  take 
particular  care  to  design  the  pile  foundations  on  the  basis  of  as 
nearly  uniform  settlements  as  possible.  This  uniformity  is 
highly  desirable  in  order  to  prevent  over-stressing  the  more  or 
less  continuous  concrete  floor  beams  and  slabs  used  in  the  super- ' 
structure  of  the  buildings. 

The  working  values  have  been  taken  at  about  TB^-in.  settle- 
ment, as  shown  by  the  tests,  as  it  is  believed  that  most  piles  have 
an  initial  settlement,  whether  noted  or  not,  and  considerable 
care  was  taken  at  these  tests  to  note  settlements  at  all  times  of 
changes  as  small  as  b^4  in.  It  is  also  believed  that  the  effect 
of  a  difference  in  settlement  of  ys  ^^-  in  the  foundations  can  be 
safely  ignored. 
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A  settlement  of  I  in.  was  considered  to  be  the  limit  of  use- 
fulness of  a  pile,  and  it  was  assumed  that  greater  settlements 
than  J  in.  might  create  conditions  which  would  cause  very  un- 
satisfactory results. 
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Fig.  9. 


It  was  also  considered  necessary  that  the  piling  have  a 
safety  factor  of  not  less  than  2.5  of  tonnage,  based  on  the  limit 
of  j-in.  settlement.  From  the  results  of  the  test  piles  it  is  evi- 
dent that  in  the  majority  of  cases  the  piles  had  to  be  driven  quite 
deeply  into  the  glacial  deposit  in  order  to  assure  a  satisfactory 
tonnage,  but  the  effort  was  made  to  keep  the  piles  in  the  glacial 
deposit,  even  where  it  thinned  up,  as  it  was  desirable  to  use  this 
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stratum  as  a  medium  for  spreading  the  loads  over  the  clay  under 
it.  An  effort  was  made  to  have  a  minimum  of  at  least  three 
feet  of  "  gravel  "  under  the  points  even  where  it  became  thin, 
in  order  to  make  the  spreading  of  the  load  somewhat  effective. 
It  was  found,  however,  that  there  were  places  where  the  gravel 
was  very  thin,  giving  very  little  value  to  the  piles,  and  if  de- 
pended on  alone  would  make  the  piers  over  them  large  and 
expensive. 

When  the  glacial  deposit  was  found  to  be  thin  or  disappeared 
altogether,  it  then  became  necessary  to  depend  directly  on  the 
clay  for  support. 

The  clay,  with  almost  no  exception,  was  without  a  hard  sur- 
face or  crust,  and  in  order  to  ascertain  its  value  under  working 
and  ultimate  loads,  some  piles,  which  were  driven  both  partly 
and  wholly  into  the  clay,  were  load  tested. 

Two  of  these  were  also  redriven,  as  well  as  a  number  of 
others  not  shown. 

Regarding  the  safe  working  values,  it  was  found,  from  the 
tests,  that  piles  driven  into  sand  and  depending  upon  friction  for 
support,  could  be  used  at  their  formula  value,  but  not  much 
higher,  for  the  limits  of  settlements  and  safety  factor  assumed. 

On  the  other  hand,  piles  embedded  in  the  clay  found  at  this 
site  showed  an  ability  to  carry  test  loads  in  excess  of  the  formula 
value  when  using  drop  hammers.  Referring  to  the  curve  shown 
on  Fig.  18,  it  will  be  seen  that  the  allowable  increase  of  the  for- 
mula value  appears  to  be  about  one  ton  for  every  five  feet  of 
embedment  in  the  clay.  These  tests  would  appear  to  allow  us 
to  believe  that,  for  drop  hammers  driving  wood  piles  into  clay 
such  as  found  at  this  site,  the  Engineering  News  formula  could 

be  modified  and  used  as  ^, — . 

This  was  taken  full  advantage  of  where  the  gravel  and  sand 
became  either  unreliable,  of  no  practical  value,  or  disappeared, 
as  in  a  part  of  Building  17  and  others. 

Piers  were  frequently  made  in  clay  in  which  the  average 
formula  value  of  its  piles  was  six  tons  and  less,  but  owing  to  the 
high  value  shown  by  tests  these  were  allowed  a  value  fully  50 
per  cent,  greater,  provided  it  was  evident  that  they  were  well 
embedded  in  the  clay. 
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An  examination  of  the  reports  of  piles  12,  6  and  18,  in  Build- 
ings 6,  4  and  15,  respectively,  shows  a  high  tonnage  at  ins-in. 
settlement;  but  when  compareid  with  the  tonnage  at  j-in.  set- 
tlement, a  low  factor  of  safety  is  found;  but  when  reduced  to  get 
a  factor  of  about  2.5,  it  will  be  seen  that  there  is  still  g^very  sub- 
stantial amount  above  the  formula  tonnage,  found  at  time  of 
driving. 
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It  is  interesting  to  see,  by  the  table,  that  the  formula  ton- 
nage found  by  re-driving  the  piles,  after  they  had  been  allowed  to 
thoroughly  set,  did  not  represent  either  the  value  under  test 
load,  at  Te^-in.  settlement,  or  the  "  allowable  "  tonnage. 

Figs.  lo,  II  and  12  illustrate  some  of  the  wood  test  piles 
and  the  character  of  the  soil  in  which  they  are  embedded. 
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Fig.  13  shows  one  Simplex  pile  which  was  load  tested,  and 
the  soil  in  which  it  rested. 

Fig.  14  shows  one  Raymond  pile  under  similar  conditions. 

Another  feature,  in  the  problem  of  these  foundations,  which 
was  given  some  consideration  was  the  matter  of  vibration,  due 
to  internal  and  external  forces. 

Without  question  it  was  necessary  to  construct  the  founda- 
tions in  such  a  way  as  to  reduce  the  possibility  of  vibration  to  a 
minimum,  not  only  for  comfort  but  because  some  of  the  labora- 
tories will  contain  instruments  of  special  accuracy  and  delicacy. 

Special  care  has  been  taken  regarding  the  foundations  of 
heavy  testing  machinery,  to  reduce  the  possibility  of  settlement 
and  excessive  vibration,  by  placing  a  sufficient  number  of  well- 
driven  piles  under  such  machines  and  allowing  about  50  per 
cent,  of  the  value  given  piles  under  the  building  walls. 

The  greatest  vibration  v/ill  come  to  the  structures  from  ex- 
ternal sources,  such  as  engines  in  nearby  power  houses,  freight 
trains,  electric  cars,  etc.,  conveyed  to  the  buildings  by  means  of 
the  comparatively  hard  top  fill  which  lies  over  the  stratum  of 
mud,  silt  and  peat. 

Peat  is  found  in  some  locations  within  the  building  site, 
and  is  probably  general  on  the  north  and  east  sides  of  the  build- 
ings, extending  through  that  portion  of  East  Cambridge  where  a 
number  of  factories  and  power  houses  are  located.  Nearly  the 
entire  site  of  the  new  buildings  has  a  stratum  of  silt,  mud  and 
fill  above  the  glacial  deposit  and  clay.  The  buildings  have  there- 
fore a  foundation  of  piles  which  for  their  entire  lengths,  above 
that  part  embedded  in  sand  and  gravel  or  clay,  pass  through  a 
material  affording  very  little  lateral  support. 

Under  the  action  of  driving  piles,  this  material  often  soft- 
ened up  to  such  an  extent  as  to  allow  the  piles  to  vibrate  strongly, 
often  throv/ing  mud  and  water  out  around  them. 

Structures  which  are  supported  on  piles  passing  through 
such  soft,  water-filled  strata,  not  only  readily  send  out  vibrations 
but  are  strongly  affected  by  vibrations  from  other  sources,  if 
situated  along  the  same  strata. 

One   method   of   partially   resisting  such   a   tendency   is   to 
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drive  the  piles  well  into  the  supporting  stratum,  rather  than 
resting  them  on  the  surface  or  with  a  foot  or  two  of  penetration. 

As  the  pile  tests  show  that  it  was  generally  necessary  to 
get  a  fair  embedment,  in  order  to  get  the  bearing  values  desired, 
it  was  made  unnecessary  to  largely  increase  that  embedment  in 
order  to  gain  stiffness. 

In  general,  the  unit  stresses  per  pile  averaged  9.5  tons  for 
interior  piers  and  one-half  to  three-quarters  of  a  ton  less  for 
exterior  piers  and  walls. 

It  is  believed  that  if  settlements  occur,  the  small  difference 
in  loading  will  tend  to  make  slightly  greater  settlements  in  the 
center  of  the  building  and  prevent  the  bulging  tendency  of  walls, 
which  would  occur  if  the  wall  piles  settled  more  than  the  interior 
piles. 

The  working  rules  for  governing  the  driving  of  piles  are  as 
follows : 

1.  Spruce  piles  should  not  be  driven  when  "  hard  "  driving 
is  found,  irrespective  of  the  cause. 

2.  Driving  shall  be  called  "  hard  "  when  the  penetration 
per  blow  of  or  equivalent,  of  a  2300-lb.  hammer  at  a  drop  of  10 
ft.  is  less  than  i|  in.  (which  equals  10.2  tons  by  the  Engineering 
News  formula). 

3.  Where  greater  penetrations  are  found  with  equivalent 
weight  of  hammer  and  drop,  it  shall  then  be  called  "  easy  " 
driving. 

4.  When  "  easy  "  driving  is  found,  all  piles  should  be  driven 
into  the  glacial  drift  12  ft.,  provided  an  average  bearing  value  of 
10  tons  is  obtained  in  the  group. 

5.  If  a  lo-ton  average  cannot  be  obtained,  then  longer  piles 
shall  be  driven  to  greater  depths  in  the  glacial  drift,  in  order  to 
get  an  average  of  10  tons.  The  minimum  value  for  averages 
should  be  8  tons;    the  maximum,  ii  tons,  for  spruce. 

6.  If  an  average  value  of  10  tons  cannot  be  obtained  in 
any  group  or  pier  with  a  reasonably  long  pile,  say  up  to  50  ft., 
then  it  will  be  best  to  stop  the  driving  at  such  a  place,  and  get  a 
new  design  for  the  group,  based  on  values  which  are  indicated. 

7.  Use  oak  piles  for  all  "  hard  "  driving  and  at  other  places 
as  hereinafter  specified. 
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8.  Drive  oak  piles  into  the  "  drift  "  at  least  7  ft.,  if  possible, 
but  do  not  exceed  a  value  of  14  tons,  in  attempting  to  get  that 
penetration. 

9.  If  oak  piles  do  not  show  a  value  of  10  tons  when  driven 
into  "  drift  "  7  ft.,  then  drive  deeper  until  it  is  obtained. 

10.  Do  not  drive  piles  through  the  drift  into  the  clay,  as 
the  bearing  power  must  be  obtained  in  the  stratum  of  glacial 
drift  if  possible. 

11.  In  those  parts  of  the  job  where  there  is  any  possibility 
of  going  through  the  drift,  proceed  as  follows: 

Drive  a  long,  oak  test  pile  in  the  center  of  each  group  of 
piles  supporting  each  column,  with  the  object  of  finding  the 
probable  depth  of  the  drift. 

If  the  drift  is  not  thick  enough  to  allow  spruce  or  oak  piles 
to  be  driven  in  the  regular  way,  then  deduct  3  ft.  from  the  thick- 
ness of  the  drift  and  drive  all  piles  to  the  new  grade,  thus  keeping 
all  pile  points  3  ft.  above  the  clay. 

If  this  results  in  a  low  average  value  for  the  group,  then 
more  piles  must  be  driven  to  bring  the  total  value  of  the  group 
up  to  the  required  total. 

The  question  whether  spruce  or  oak  shall  be  used  in  such 
a  case  will  be  determined  by  the  same  rules  as  for  any  other  parts 
of  the  work. 

If  at  any  time  the  drift  tightens  up,  so  that  the  penetration 
per  blow  is  below  ij  ins.  when  using  a  drop  hammer  weighing 
2300  lb.  at  a  drop  of  10  ft.  o  in.  or  the  equivalent,  then  use  oak. 

12.  Where  a  hard  fill  is  found  above  the  glacial  drift,  it  will 
be  necessary  to  drive  oak  piles  into  the  glacial  drift  the  usual 
distance,  regardless  of  the  fill. 

13.  Where  the  drift  is  thin  or  not  found,  and  clay  depended 
upon,  piles  are  to  be  driven  having  not  less  than  18  ft.  embed- 
ment for  medium  clay  or  equivalent,  and  not  more  than  9.5 
tons  shall  be  allowed  them  in  designing  the  footings. 

Foundations  above  Piles. 

Reinforced  concrete  spread  footings  were  used  to  distribute 
the  wall  and  column  loads  to  the  piles.     Such  footings  are  per- 
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missible  only  when  placed  on  a  compressible  surface  of  practi- 
cally uniform  resistance. 

This  will  produce  bending  stresses  in  the  footings,  similar 
to  those  produced  by  a  uniformly  distributed  load. 

The  permanent  ground  water  level  was  such  as  to  permit 
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the  cut-off  grade  of  piles  to  be  fixed  at  +13.00  Cambridge 
datum,  and  is  4.10  ft.  below  the  basement  floor  level.  The  per- 
manent water  level  is  not  less  than  +13.00  Cambridge  datum. 

With  few  exceptions,  the  difference  of  4.10  ft.  between  floor 
and  pile  cut-ofT  permitted  the  reinforced  spread  footings  to  be 
placed  without  lowering  the  cut-off. 
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The  design  of  these  footings  was  based  on  the  formulae  rec- 
ommended by  Prof.  Arthur  N.  Talbot,  of  the  University  of 
Illinois,  in  Bulletin  No.  67,  the  formulae  being  determined  from 
the  result  of  many  experiments. 

The  working  stresses  are  those  recommended  in  the  report 
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of  the  Joint  Committee  on  Concrete  and  Reinforced  Concrete, 
except  that  a  maximum  of  18000  lbs.  per  sq.  in.  tension  was 
allowed  for  square  rods,  cold  twisted. 

With  this  general  type  of  footing  it  is  recognized  that  the 
piles  immediately  under  the  load  will  be  stressed  somewhat 
higher  than  those  at  the  edges,  but  this  tendency  was  reduced 
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to  some  extent  by  making  the  depth  of  the  large  footings  some- 
what greater  than  strictly  required. 

This  is  especially  necessary  in  cases  of  oblong  footings, 
where  the  dimensions  are  20  ft.  by  10  ft.,  for  example,  in  order 
that  the  piles  directly  under  the  column  shall  not  be  excessively 
loaded. 

The  reinforcing  steel  used  in  these  foundations  was  mostly 
square  bars,  cold  twisted. 

The  pile  heads  were  covered  with  concrete  to  a  distance  of 
6  in.  below  their  tops,  while  the  steel  was  placed  with  at  least 
2  in.  of  clearance  above  the  tops  of  piles,  affording  ample  pro- 
tection against  rusting  or  deterioration  of  any  kind. 

Figs.  15  and  16  show  typical  square  and  wall  footings. 

Discussion. 

Desmond  FitzGeralu.*  —  This  paper  by  Mr.  Main  is 
most  interesting.  It  is  remarkable  for  the  care  with  which  the 
character  of  the  ground  was  studied  and  the  effort  to  meet  the 
conditions  in  each  case.  I  particularly  admire  the  plan  of  driv- 
ing the  piles  well  into  the  clay  to  ensure  a  fair  bearing,  rather 
than  to  stop  driving  when  the  surface  of  the  clay  was  reached. 

I  am  afraid  that  I  cannot  add  much  of  value  to  the  discus- 
sion. My  own  experience  in  the  driving  of  piles  in  Boston  is 
confined  almost  entirely  to  the  years  1871  and  1872,  when  I 
was  engineer  of  the  Boston  &  Albany  Railroad.  Many  of  our 
walls  and  abutments,  round  houses  and  other  buildings,  were 
founded  on  piles.  The  heaviest  structures  that  I  built  at  that 
time  were  the  grain  elevators  at  East  Boston  and  at  Berkeley 
Street,  not  far  from  the  Providence  Railroad  crossing.  In  the 
case  of  the  latter  elevator,  we  used  spruce  piles  and  drove  through 
the  marsh  to  a  layer  of  blue  clay  about  2^  ft.  thick,  under  which 
was  a  softer  deposit.  The  driving  of  the  piles  was  stopped  on 
the  2^-ft.  layer,  as  the  resistance  to  the  hammer  seemed  to  be 
good  at  that  point.  Although  the  weight  of  the  elevator,  when 
filled  with  grain,  was  very  great,  no  settlement  was  ever  noticed 
in^the  heavy  brick  walls  nor  in  the  piers  under   the  bins.     The 

*  Consulting  Engineer,  Brookline,  Mass. 
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foundations  of  the  tower  for  Trinity  Church  were  put  in  soon 
after  the  period  of  which  I  speak,  and  it  would  be  interesting  to 
find  the  old  plans  and  to  see  the  weight  on  each  pile.  As  I  re- 
member, the  foundation  was  spread  to  cover  a  large  area.  I 
think  the  site  was  in  the  deepest  mud  hole  in  the  Back  Bay,  and 
an  old  channel  ran  directly  under  the  site  of  the  tower. 

Mr.  Lewis  M.  Hastixgs.*  I  ha\"e  been  very  much  inter- 
ested in  Mr.  Main's  paper.,  I  shall  also  be  interested  to  know 
how  the  results  of  the  observation  as  to  the  settlement  of  these 
buildings  come  out.  It  would  be  a  very  great  achievement  in 
designing  if  the  settlement  should  be  uniform  over  this  large 
spread  of  buildings,  requiring  such  a  wide  diversity  of  foundation 
and  such  a  multiplicity  of  design, — -to  meet  those  conditions. 
The  local  conditions  there  are  rather  unusual  and  interesting 
for  an  engineer.  For  instance,  the  Metropolitan  Storage  Ware- 
house near  the  Boston  &  Albany  Railroad  is  a  very  large  build- 
ing and  very  heavy,  four  or  five  stories  high,  and  of  heavy  brick 
construction.  Under  the  whole  of  it,  they  drove  piles  to  what 
was  supposed  to  be  a  solid  foundation.  The  building  has  been 
constructed  in  three  portions,  —  the  first  portion  on  Massachu- 
setts Avenue  was  built  more  than  twenty  years  ago;  the  middle 
portion  was  built  some  time  after  that;  and  again  another 
addition  was  made  toward  the  southwest  still  later.  That 
building  has  had  a  progressive  settlement  ever  since  the  first 
observation  was  taken  on  it.  We  had  a  heavy  bolt  set  in  the 
building  and  intended  to  use  that  as  a  bench  mark,  about  twenty 
years  ago.  The  building  has  settled  something  like  1.295  ft. 
in  that  time.  It  might  be  expected  that  the  building  would  be 
a  wreck,  but  it  is  perfectly  intact,  and  there  is  hardly  a  crack  in 
it.  That  has  been  a  progressive  settlement,  —  progressive  in 
amount  but  decreasing  in  rate,  • —  so  it  seems  to  be  coming  down 
to  a  rather  hard  bottom  now.  Compare  that  with  the  result 
on  the  pier  or  abutment  wall  of  Harvard  Bridge.  That  pier 
or  abutment  at  the  sea  wall  is  founded  on  the  gravel  without 
any  piles  or  attempt  to  carry  it  on  anything  but  the  gravel. 
There  we  have  also  a  bench  on  the  capstone  of  the  abutment, 

*  City  Engineer,  City  Hall,  Cambridge,  Mass. 
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and  that  has  not  moved  in  over  twenty  years.  That  is  a  long 
way  out  in  the  river  from  the  Metropolitan  Storage  Warehouse. 
That  is  a  very  striking  anomaly  in  conditions,  —  the  inland  foun- 
dation has  gone  down  continuously,  while  the  one  further  in  the 
river  is  practically  rigid.  We  have  tested  that  bench  from  the 
shore  benches  repeatedly,  and  have  never  been  able  yet  to  detect 
any  essential  settlement.  Perhaps  the  explanation  may  be 
that  it  is  founded  on  a  very  deep  gravel  bed.  The  gravel  there 
is  unusually  heavy  and  deep,  making  the  overlay  on  this  clay  a 
very  heavy  one.  Further  inland  the  gravel  overlay  is  thinner 
and  is  nearer  the  glacial  drift  and  clay  that  is  underneath,  ex- 
tending to  bed  rock.  As  you  go  further  toward  the  northwest, 
over  to  the  other  side  of  the  Boston  &  Albany  Railroad,  we  have 
two  quite  remarkable  structures  as  far  as  their  present  condition 
is  concerned.  One  is  the  metropolitan  sewer,  which  passes 
through  Portland  Street  a  distance  of  about  five  hundred  feet 
from  the  Metropolitan  Storage  Warehouse;  and  the  other  is  the 
Cambridge  city  sewer,  which  passes  along  parallel  with  the  met- 
ropolitan sewer  in  Portland  Street.  The  metropolitan  sewer 
is  quite  deep,  going  down  into  the  natural  sand,  —  through  the 
filling  and  peat  overlay,  and  into  the  natural  sand.  The  city 
sewer  was  not  so  deep,  but  the  foundation  was  carried  down 
to  the  same  sand  with  masonry  or  piling.  Now,  at  the  point 
near  the  junction  of  Albany  and  Portland  streets,  the  maximum 
settlement  was  about  three  and  a  quarter  feet.  At  "  Fort  Wash- 
ington," about  three  thousand  feet  southwesterly,  the  sewer 
remains  practically  at  grade,  and  at  Broadway  near  the  Mason 
and  Hamlin  Organ  Company  Building,  about  sixteen  hundred 
feet  northeasterly,  it  is  at  grade  again,  —  so  that  between  these 
points  the  metropolitan  sewer  is  working  as  an  inverted  siphon. 
The  city  sewer  is  in  the  same  condition  at  this  point,  being  now 
about  three  feet  below  the  original  grade.  At  the  point  of  great- 
est settlement  above  referred  to,  a  boring  was  made  by  Past 
President  Charles  R.  Gow,  and  it  was  carried  one  hundred  forty- 
three  feet  below  the  surface  to  bed  rock,  and  five  feet  more  into  the 
rock.  From  the  level  of  the  metropolitan  sewer  down  to  the 
rock,  nothing  but  sand  and  clay  was  found  by  Mr.  Gow.     An- 
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other  curious  thing  is  that  this  settlement  extends  in  a  westerly 
direction  away  from  Charles  River  and  its  muddy  shores,  for 
more  than  half  a  mile,  to  where  the  soil,  thoroughly  tested  by 
borings  for  the  "  Cambridge  Main  Street  Subway,"  consists 
entirely  of  sand  and  the  underlying  clay.  Even  here  substan- 
tial settlements  have  occurred.  Heavy  brick  buildings  founded 
on  the  sand  have  settled  from  one  to  two  feet  without  rupture 
of  walls  or  foundations.  The  sewer  in  Main  Street,  running 
near  the  northerly  boundary  of  the  Technology  property,  was 
found  to  be  from  one  to  two  feet  below  the  grade  at  which  it 
was  laid  although  it  was  built  in  the  sand  below  which  no  mud 
was  found  by  the  borings  of  the  engineers  for  the  construction 
of  the  subway  above  referred  to. 

From  a  consideration  of  these  and  other  similar  data,  it 
does  not  seem  that  the  explanation  quoted  by  Mr.  Main  in  his 
paper  from  the  report  by  Professor  Crosby,  to  the  effect  that  the 
various  settlements  noticed  in  the  vicinity  can  be  attributed  to 
the  presence  of  layers  of  mud  or  similar  material  in  the  ground 
upon  which  the  structures  rest,  is  at  all  adequate  or  convincing. 
It  seems  that  either  one  of  the  following  theories  would  more 
fully  explain  the  conditions  as  they  exist  there: 

First,  that  the  materials  upon  which  these  structures 
which  have  shown  settlement  rest  —  namely,  sand  and  a  thick 
layer  of  clay  —  have  had  more  or  less  of  the  water  which  they 
contain  squeezed  out  by  the  unusual  pressure  applied  there, 
thus  allowing  a  gradual  compression  of  these  materials  showing 
itself  in  the  settlements  noticed. 

Second,  that  there  has  been  a  gradual  lateral  movement 
of  the  clay  bed  at  the  points  where  continuous  and  heavy  pres- 
sures are  applied,  causing  a  subsidence  or  settlement  at  these 
points  and  possibly  a  rise  in  the  surface  at  other  points.  A 
study  of  the  borings  taken  here  shows  that  the  clay,  while  hard 
and  firm  at  the  bottom  near  bed  rock,  is  generally  quite  soft  and 
plastic  so  as  to  become  mobile  at  the  top,  and  may  thus  readily 
"become  displaced  under  unbalanced  pressures. 

Experience  here  seems  to  warrant  the  conclusion  that  build- 
ings built  upon  this  area,  unless  extraordinary  means  are  taken 
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to  prevent  it,  will  be  subject  to  a  substantial  amount  of  settle- 
ment, and  that  structures  must  be  designed  so  that  the  settle- 
ment, when  it  occurs,  shall  be  uniformly  distributed  and  as  little 
in  amount  as  possible.  It  must  be  confessed  that  the  conditions 
as  they  exist  in  this  tract  are  such  as  to  render  the  accomplish- 
ment of  these  designs  one  of  great  difficulty. 

All  engineers  will  watch  with  interest  the  results  of  the 
efforts  by  the  designers  of  the  Technology  buildings  to  accom- 
plish these  ends. 


Vol.  V  JANUARY,   1918  No.   1 

Boston  society  of  Civil  Engineers 

FOUNDED     1848 


PAPERS  AND  DISCUSSIONS 

This  Society  is  not  responsible  for  any  statement  made  or  opinion  expressed  in  its  publications 


CONCRETE    MATERIALS    AND    DESIGN    OF  THE  NEW 
BUILDINGS   OF  THE  MASSACHUSETTS  INSTITUTE 
OF  TECHNOLOGY,   CAMBRIDGE,  MASS.* 

By  Sanford  E.  Thompson,!  Member  Boston  Society  of  Civil  Engineers. 

(Presented  December  19,  19 17.) 

The  construction  of  the  new  buildings  of  the  Massachusetts 
Institute  of  Technology  represents  one  of  the  most  comprehensive 
schemes,  for  an  educational  institution,  that  has  been  developed 
in  this  country.  Standing  upon  an  area  of  50  acres,  the  build- 
ings themselves  cover  an  area  of  3^  acres,  and  if  placed  in  a 
straight  line  would  extend  some  2  500  ft.  in  length.  Except  the 
stairways,  which  are  of  structural  steel,  reinforced  concrete 
was  used  throughout,  and  about  40  000  cu.  yds.  of  concrete 
and  3  600  tons  of  steel  reinforcement  were  required. 

The  main  subject  of  this  paper  is  the  structural  features  of 
the  work,  more  especially  the  engineering  studies  and  investi- 
gations that  determined  them.  In  connection  with  a  general 
description  of  the  layout  of  the  work,  however,  the  more  inter- 
esting construction  details  are  taken  up. 

*  This  paper  is  taken  in  part  from  a  paper  entitled,  "  Design  and  Construction  of  the 
Massachusetts  Institute  of  Technology  Buildings,"  by  Sanford  E.  Thompson,  which  was 
published  by  the  American  Concrete  Inslitule,  July,  1915. 

t  Of  Thompson  &  Lichtner,  Consulting  Engineers,  136  Federal  Street,  Boston,  Mass. 

Note.  Discussion  of  this  paper  is  invited,  to  be  received  by  W.  L.  Butcher,  Editor, 
715  Tremont  Temple,  Boston,  before  March  10,  1918,  for  publication  in  a  subsequent  issue 
of  the  Journal. 
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Arrangement  of  Buildings. 

The  complete  plan  provides  for  over  thirty  buildings,  with 
seventeen  of  the  larger  and  more  important  grouped  around  a 
central  court  and  so  arranged  and  constructed  as  to  form  one 
continuous  building.  ^ 

Besides  these,  several  academic  buildings  were  constructed. 


SECONDARY 
COURT 


EAST 

SECONDARY 

COURT 


Fig.  I.     Arrangement  of  Buildings  and  Framing  Plan  of  Second  Floor. 

namely,  the  President's  house.  Walker  Memorial  building,  and 
dormitories.  Although  several  of  these  buildings  provide  inter- 
esting features  in  design,  they  will  not  be  described  in  this  paper. 
The  buildings  facing  directly  on  the  major  and  minor  courts, 
and  on  the  important  streets,  are  faced  with  Indiana  limestone. 
On  the  secondary  courts  and  other  less  prominent  places,  pressed 
brick  is  used.    See  Fig.  i. 
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The  buildings  on  the  major  court  have  four  stories,  and  those 
on  the  minor  courts  three,  but  on  these  latter  are  two  pavilions 
that  run  up  to  the  fourth  story,  one  either  side  of  the  main  en- 
trance from  the  street. 

The  Administration  Building,  which  is  in  the  center  of  the 
group,  is  five  stories  high  and  is  provided  with  a  dome. 

Materials,  Tests  and  Stresses. 

Concrete  Materials  and  Tests.  —  Although  eastern  Massa- 
chusetts is  largely  covered  with  glacial  deposits  of  sand  and 
gravel,  it  is  by  no  means  easy  to  find  materials  that  make  first- 
class  concrete.  Available  sources  of  supply  were  sampled  and 
tested  before  placing  the  contract  for  aggregates,  and  finally  a 
new  bank  located  about  twelve  miles  from  the  site  was  opened 
and  the  contract  made  for  excavation,  screening  and  delivery. 

Immediately  after  deciding  on  the  aggregate,  compression 
tests  of  cylinders  8  in.  in  diameter  by  16  in.  long  were  made,  to 
determine  the  best  proportions  and  allowable  stresses.  As  a 
result,  three  mixes  were  chosen,  proportions  i  :  2  14,  for  the  foot- 
ings and  foundation  walls,  i  :  i|  13  for  the  superstructure,  and 
1:1:2  for  a  few  important  columns  that  required  especially 
high  stresses. 

The  cement  used  was  tested  regularly  at  the  mill  with  check 
tests  at  laboratory. 

As  sand  tests  are  fully  as  important  as  cement  tests,  the 
inspector  went  to  the  bank  at  regular  intervals  for  samples  of 
sand  which  were  sent  to  the  author's  laboratory  for  testing.  The 
specifications  required  a  ratio  to  standard  sand  of  70  per  cent, 
for  three  days  and  85  per  cent,  for  seven  days.  Although  this 
is  somewhat  lower  than  the  Joint  Committee  recommendations, 
it  was  found  that  the  aggregate  produced  concrete  of  the  required 
strength  and  furthermore  the  values  could  be  used  as  absolute 
minimums  on  short  time  tests.  As  a  matter  of  fact,  the  tests 
thus  far  have  averaged  91  per  cent,  for  three  days,  100  per  cent, 
for  seven  days,  and  102  per  cent,  for  twenty-eight  days,  an  ex- 
cellent record,  especially  for  New  England  sands. 

Field   Tests.  —  Two   field   samples  of   concrete  were   taken 
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regularly  on  each  section  of  the  job  at  least  four  times  a  week 
for  test  at  fourteen  and  twenty-eight  days,  both  samples  from 
the  same  batch  in  order  to  arrive  at  the  true  relative  value. 
Wherever  possible,  the  samples  were  taken  directly  from  place; 
but  for  beams,  columns  and  girders,  this  was  impossible,  and 
samples  were  taken  from  the  barrow  before  placing.  The  con- 
crete was  shoveled  into  two  14-qt.  galvanized-iron  pails, 
carried  to  the  molding  yard,  remixed  to  eliminate  the  segregation 
of  materials  due  to  carrying  from  the  work,  and  poured  into  iron 
molds  imbedded  in  moist  sand.  The  maximum  and  minimum 
temperatures  were  recorded  every  day.  For  mass  concrete 
where  the  aggregate  ran  up  to  2  or  2 J  ins.,  samples  were  cast  in 
8  by  16  in.  cylinders,  but  for  the  superstructure  concrete,  where 
the  largest  sized  aggregate  was  not  over  i|  ins.,  6  by  6  by  12  in, 
prisms  were  used  because  the  material  for  the  larger  size  of 
specimen  is  too  heavy  to  carry  down  from  the  upper  stories. 
The  bottom  of  each  mold  was  formed  by  a  ^-in.  iron  plate.  The 
concrete  was  tamped  in  the  mold  with  a  6-in.  ice  chopper,  taking 
about  the  same  precautions  as  were  employed  on  the  regular  work. 
Each  sample  was  given  one  tamp  on  each  face  and  four  tamps 
at  90  degrees  in  the  center.  The  time  of  the  operations  of 
dumping  into  the  molds  and  tamping  never  exceeded  five  minutes. 
Just  previous  to  the  initial  set,  the  top  surfaces  were  carefully 
troweled  with  a  plasterer's  trowel  in  order  to  obtain  uniform 
bearing  for  the  compression  machine.  After  forty-eight  hours  the 
blocks  were  taken  out  of  the  sand,  removed  from  the  molds,  and 
reburied  in  the  moist  sand  where  they  remained  until  the  day 
before  testing. 

Results  of  Tests.  —  The  average  results  of  these  concrete 
compression  tests  were  as  follows: 

1:2:4  concrete,  14  days  old,  i  640  lbs. 
1:2:4  concrete,  28  days  old,  2  no  lbs. 
I  :  I5  :  3  concrete,  14  days  old,  2  008  lbs. 
I  :  i|  :  3  concrete,  28  days  old,  2  520  lbs. 

Each  value  is  an  average  of  about  90  specimens,  and  the 
per  cent,  of  variation  from  the  mean  runs  much  lower  than  is 
usual  in  construction  work  because  of  the  care  with  which  the 
samples  were  taken  and  molded. 
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The  increase  in  strength  from  14  to  28  days  for  the  1:2:4 
concrete  has  averaged  23  per  cent.,  and  for  the  i  :  i^  :  3  concrete 
25  per  cent.  The  series  of  laboratory  tests  conducted  last  year 
by  the  American  Concrete  Institute  Committee  on  Aggregates 
showed  an  increase  of  19  per  cent,  in  this  period. 

The  practical  value  of  this  system  of  sampling  and  testing 
was  shown  at  the  beginning  of  the  job.  Some  of  the  specimens 
of  I  :  2  :  4  concrete  gave  low  test.  The  method  of  handling  the 
concrete  on  the  job  was  changed  at  once,  and  subsequent  speci- 
mens gave  proper  strengths.  To  be  sure  the  concrete  that  had 
been  previously  placed  was  satisfactory,  three  or  four  samples 
were  cut  out  of  a  solid  footing  three  or  four  weeks  old.  After 
being  sawed  to  a  standard  8  by  8  by  16  in.  size,  they  were  crushed 
and  the  strengths  averaged  2  200  lbs.,  a  satisfactory  figure  for 
this  portion  of  the  structure. 

Properties  of  Reinforcing  Steel.  —  The  cold  twisted  steel  used 
for  reinforcement  was  tested  at  the  mill  with  the  following  re- 
sults : 

Yield  point  varied  from  57  000  to  64  000  lbs.  and  the  tensile 
strength  from  70  000  to  81  000  lbs. 

Elongation  in  8  ins.  was  7I  per  cent,  to  10  per  cent.,  and 
reduction  in  area  was  33  per  cent,  for  the  larger  sizes  of  bars  and 
15  per  cent,  elongation  with  50  per  cent,  reduction  in  area  for 
sizes  below  ^  in. 

The  fracture  was  a  half  cup. 

Bending  tests  for  |  in.  and  larger  bars  were  180  degrees 
around  their  own  diameters,  and,  for  bars  below  |  in.,  180  degrees 
flat. 

Phosphorus  ranged  from  .01  per  cent,  to  .02  per  cent,  and 
sulphur  from  .03  per  cent,  to  .04  per  cent. 

Beam  Tests.  —  The  stresses  were  so  chosen  that  no  cracks 
would  be  visible  under  ordinary  working  loads,  and  before  coming 
to  a  decision  on  these  stresses  full  size  T-beams  were  made  and 
tested. 

As  a  result  of  the  tests  it  was  evident  that  the  cracks  in 
beams  reinforced  with  twisted  steel  are  less  objectionable  under  a 
steel  stress  of  18  000  lbs.  per  sq.  in.  than  cracks  in  beams  rein- 
forced with  plain  round  bars  under  a  stress  of  only  16000  lbs. 
per  sq.  in.     Moreover,  so  much  of  the  tension  was  carried  by  the 
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concrete  that  with  a  theoretical  stress  of  18000  lbs.  the  actual 
measured  stress  was  only  8  000  lbs.  In  beams  reinforced  with 
twisted  steel  there  were  many  more  cracks  than  in  beams  rein- 
forced with  plain  round  bars,  but  these  cracks  were  all  small 
and  well  distributed,  and  therefore  unobjectionable,  whereas  in 
the  plain  round  bar  beams  the  cracks  were  larger  and  more 
noticeable. 

Design. 

Complete  specifications  for  the  structural  design,  following 
substantially  the  recommendations  of  the  Joint  Committee  on 
Concrete  and  Reinforced  Concrete,  were  drawn  up  by  the 
author.     Only  special  features  are  considered  in  this  paper. 

Unit  Stresses. 

The  following  standard  unit  stresses  are  based  on  the  com- 
pressive strength  of  8  by  16  in.  concrete  cylinders,  tested  in  the 
laboratory,  using  the  percentages  for  different  kinds  of  stress 
recommended  by  the  Joint  Committee  on  Concrete  and  Rein- 
forced Concrete. 

1:2:4  i:i|:3  1:1:2 

Item.  Concrete.         Concrete.       Concrete. 

Compressive  unit  strength  of  concrete  in  8 

by  16  in.  cylinders 2  000  2  500  3  300 

Compressive  fiber  stress: 

At  center  of  beam 

At  support 

Compressive  stress 

Shearing  unit  stress , 

Bond  stress 

Ratio  of  elasticity 

Steel  tensile  stress 

Bending  Moments.  —  All  beams  were  considered  as  contin- 
uous. The  bending  moment  coefficients  depended  upon  the 
arrangement  of  the  columns.  In  several  buildings  the  con- 
tinuous beam  consisted  of  two  long  end  spans  and  one  short 
center  span.  In  this  case  the  ordinary  bending  moment  co- 
efficients were  not  sufficient  and  it  was  necessary  to  make  special 
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calculations.  Fig.  2  shows  the  typical  spans,  and  Fig.  3  the 
positions  of  live  and  dead  load  for  maximum  bending  moments 
for  this  type  of  beam.  The  formulas  from  which  the  bending 
moments  are  derived  are  rather  complicated  and  involve  inte- 
gral calculus.     Solutions  were  worked  out  for  the  different  con- 
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Fig.  2.     Typical  Arrangement  of  Beam  Spans. 
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Fig.  3.     Different  Positions  of  Live  Load. 

ditions,  and   constants   obtained   by   use   of  which    the   general 
formulas  were  reduced  to  the  simple  ones  given  below. 
Let 

Mi  and  ^4  =  bending  moments  at  center  supports. 

w^t-i  and  W;^3  =  static  bending  moment  at  any  point  in  the 

respective  end  span  due  to  load  in  that  span.        -      \ 
m^2  =  static  bending  moment  at  any  point  in  the  center  span 

due  to  load  in  that  span. 
5  =  ratio  of  end  span  to  center  span. 
/  =  length  of  end  span. 
n/  =  length  of  interior  span. 
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Then  the  general  formulas  will  be  as  follows: 

2MS+nl)+Minl=-^ 


1  r       1  r'        1 

[i  r      1  r        1 

—  j  mx^xdx-\-  y  j  mx,{l-x)dx 


M2nl+2M,i72l+l)  =  -Q 


These  formulas  w^ere  solved  and  constants  in  terms  of  dead  and 
live  loads  derived  for  different  ratios  of  short  span  to  long  span 
and  for  different  positions  of  the  load. 

For  design,  as  a  result  of  these  studies,  the  following  simple 
formulas  were  used  for  the  three-span  continuous  beam : 

End  spans:  Center     ilfi  =  —  wl^. 

Support  M2  = wP. 

Center  spans:  Supports  Af2= "^'l^- 


Middle 


60 
lo 


In  all  above  cases,  /  is  the  length  of  the  end  span. 

In  the  several  buildings,  the  arrangement  consisted  of  one 
center  column  and  two  w^all  columns.     In  this  case  the  bending 

moment  used  at  the  center  and  at  the  supports  was  M= — . 

In  computing  the  bending  moment  the  effect  of  negative  moment 
at  the  wall  column  was  considered. 

In  the  administration  buildings  most  of  the  beams  extend 
over  several  spans  of  equal  size,  therefore  ordinary  formulas 
were  used.  Special  treatment,  however,  was  required  in  the 
long  beams  over  the  lecture  rooms,  the  span  of  which  was  46  ft. 

Selection  of  Spacing  of  Beams. 

The  size  of  the  panels,  i.  e.,  the  arrangement  of  the  columns, 
was  determined  by  the  architectural  treatment.     To  determine 
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the  spacing  of  the  beams  in  the  panel,  comparative  estimates 
were  made  of  the  relative  costs  of  the  following  three  cases: 

Case  I.  Panel  with  no  intermediate  beam;  slab  15  ft.  6  ins. 
.solid  concrete  construction. 

Case  II.     Panel  with  one  intermediate  beam;  slab  7  ft.  9  ins. 

Case  III.  Panel  with  no  intermediate  beam;  slab  15  ft. 
6  ins.  with  tile. 

The  panel  with  no  intermediate  beam,  slab  15  ft.  6  ins.  solid 
concrete  construction,  proved  the  most  economical.  The  inter- 
esting result  of  the  estimate  was  that  the  cost  of  forms  and  not 
the  cost  of  materials  was  the  determining  factor.  For  instance, 
in  the  selected  type,  the  cost  of  materials  was  $134  per  panel, 
while  in  the  type  with  one  intermediate  beam  the  cost  of  ma- 
terials was  only  $130.  However,  the  cost  of  forms  in  the  first 
case  was  $36.25  against  $48.27  in  the  second  case,  so  that  the 
total  cost  of  the  accepted  type  was  $170.25  against  $178.27  of 
the  second  type.  The  cost  of  the  hollow  tile  construction  was 
more  expensive  than  either  of  the  two  concrete  types,  mainly 
due  to  the  cost  of  the  tile. 

Attention  should  be  called,  of  course,  to  the  fact  that  with 
prevailing  high  prices  of  materials,  the  relative  economy  of  the 
various  types  may  be  different. 

In  computing  cost  of  forms  the  book  on  "  Concrete  Costs," 
by  Taylor  &  Thompson,  was  found  very  useful. 

Administratiox  Building. 

The  design  of  the  Administration  Building  presents  several 
features  of  particular  interest.  The  building  is  five  stories  high, 
and  the  height  from  the  basement  level  to  the  highest  point  of 
the  dome  is  around  151  ft. 

The  building,  besides  offices  and  regular  class  rooms,  has 
two  lecture  rooms,  one  on  the  second  floor  and  one  on  the  fourth 
floor.  The  dimensions  of  the  lecture  rooms  are  72  ft.  by  72  ft. 
The  lecture  room  on  the  second  floor,  which  is  tv\'0  stories  high, 
is  provided  with  seats  amphitheatrically  arranged.  These 
rooms  have  only  two  interior  columns.  The  girders  supporting 
the  floors  over  the  lecture  rooms  were  48  ft.  long,  and  their  di- 
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mensions  24  ins.  by  78  ins.  The  girders  were  of  special  section. 
The  beams  supported  by  these  girders  were  24  ft.  long,  spaced 
12  ft.  on  centers. 

The  fifth  floor  of  the  Administration  Building,  which  is 
used  for  the  library,  is  of  circular  shape  with  a  radius  of  60  ft. 
This  portion,  besides  the  wall  columns  arranged  in  a  circle,  has 
eight  interior  columns  which  extend  to  the  top  of  the  dome. 
The  wall  columns  and  the  wall  of  the  circular  portion  are  sup- 
ported by  a  ring  girder,  which  in  turn  rests  on  24-in.  by  60-in. 
girders. 

The  open  space  in  the  library  is  circular,  and  is  of  72  ft. 
diameter. 

The  roof  of  this  circular  portion  of  the  Administration  Build- 
ing has  the  appearance  of  a  dome,  the  diameter  of  which  is  108  ft. 

Originally  it  was  intended  to  construct  the  dome  of  steel 
ribs;  also,  a  gustovina  tile  dome  of  a  diameter  of  108  ft.  was 
considered.  Upon  further  investigation,  however,  it  was  de- 
cided to  carry  the  eight  interior  columns,  mentioned  before,  to 
the  top  of  the  dome,  thereby  reducing  its  span  from  108  ft.  to 
around  72  ft. 

The  roof,  therefore,  is  composed  of  the  dome  proper  of  72 
ft.  diameter,  and  a  slanting  beam  and  slab  construction  in  which 
the  beams  are  arranged  radially,  giving  the  outside  effect  of  a 
dome.  With  this  arrangement,  it  was  found  possible  to  con- 
struct the  entire  dome  of  reinforced  concrete. 

The  slab  composing  the  dome  proper  was  5  ins.  thick  on  the 
top,  and  8  ins.  thick  at  the  haunch.  A  reinforced  concrete  ring 
of  suitable  dimensions  was  provided  at  the  haunch,  to  take  the 
thrust  of  the  dome.  This  ring  rested  at  the  top  of  the  eight 
columns.  The  remaining  portion  of  the  dome  consisted  of  beam 
and  slab  construction,  where  the  beams  and  slabs  were  inclined 
to  give  the  circular  effect.  The  dome  slab  was  reinforced  with 
radial  bars  and  concentric  rings. 

Beam  Reinforcement. 

Beams  are  all  continuous,  and  negative  moments  were  pro- 
vided  for   in   the  design.     The   location   of  bends   in  steel  was 
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always  selected  so  as  to  leave  as  much  steel  as  'was  required  for 
both  tension  and  compression  stresses.  As  a  rule,  about  three 
eighths  of  the  shear  was  considered  to  be  carried  by  the  bent 
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Fig.  4.     Typical  Beam  and  Column  on  Minor  Court. 


Fig.  5.     Typical  Beam  and  Column  on  Major  Court. 


bars  in  accordance  with  recent  tests.  Typical  reinforced  beams 
and  columns  are  shown  in  Fig.  4  and  Fig.  5,  and  typical  cross 
sections  of  the  buildings  are  shown  in  Figs.  6  and  7. 

Unusually  long  beams  of  special  design  were  used  in  the 
construction  of  the  pavilions  in  Buildings  i,  2,  5  and  6,  where 
it  was  desirable  to  have  class  rooms  over  40  ft.  sq.  with  no  inside 
columns.     Four  beams  running  at  right  angles  to  each  other, 
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Fig.  6.     Cross  Section  of  Building  on  Minor  Court. 
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two  in  each  direction,  divided  the  floor  into  nine  nearly  square 
panels.  The  beams  were  18  by  36  ins.,  and  the  reinforcement 
consisted  of  six  i-in.  and  six  |-in.  bars  at  the  center  and  five  i-in. 
and  two  |-in.  bars  at  the  ends.  All  bars  were  square  twisted 
steel.  The  pavilion  roof  beams  are  also  unusually  large  because 
of  the  architectural  treatment. 

Interior  Columns.  —  All  interior  columns  are  square,  and 
reinforced  with  vertical  steel  only.  Bands  were  placed  12  ins. 
on  centers  to  keep  the  steel  in  position  during  construction. 
The  eccentricity  of  interior  columns  was  neglected  because  the 
short  beams  were  designed  with  suf^cient  steel  to  prevent  bend- 
ing in  the  column. 

Wall  Columns.  —  In  the  design  of  wall  columns  account  was 
taken  of  the  bending  moment  produced  by  the  rigidity  of  the 
connection  between  beam  and  column.  The  eccentricity  in 
this  case  was  computed  carefully  and  enough  steel  provided  to 
take  care  of  it.  To  provide  for  the  bending  moment  in  the  top 
story,  however,  it  would  have  been  necessary  to  use  larger 
columns  than  the  architectural  treatment  would  permit.  There- 
fore, to  prevent  a  bending  moment  in  the  columns,  it  was  de- 
cided to  make  a  joint  between  the  columns  and  roof  beams  and 
not  to  carry  the  outside  reinforcement  through  the  beam. 
Columns  were  then  designed  for  the  superimposed  load  placed 
on  the  column  with  an  eccentricity  of  0.4  the  width  of  the  column. 

Slabs. — ^The   floor   slabs,   which   are   continuous,  were  de- 

signed  for  a  bending  moment  —  at   the  support  and  the  same 

moment  in  the  center  of  the  span.  To  prevent  cracks  in  the 
building  as  far  as  possible,  short  bars  were  placed  on  the  top 
over  each  girder  whenever  the  main  slab  reinforcement  ran 
parallel  to  the  girder,  and,  in  fact,  wherever  there  was  danger  of 
negative  stresses. 

Walls.  —  Retaining  walls  were  cast  monolithic  with  the  wall 
columns  except  on  the  outside  wall.  In  the  minor  and  major 
courts  separate  retaining  walls  were  built  about  3  ft.  9  ins.  from 
the  building  line. 

Floor  Surfaces.  —  Special  studies  of  floors  were  made  and 
several  experimental  slabs  were  built  in  order  to  find  the  method 
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of  placing  that  would  result  in  minimum  dusting  and  a  satis- 
factory bond  with  the  slab.  The  scum  which  always  rises  on 
the  surface  of  base  concrete  was  removed  by  brushing  the  slab 
with  a  wire  brush  just  as  it  begins  to  harden.  The  tests  showed 
that  dusting  is  best  prevented  by  using,  with  granolithic,  coarse 
sand  containing  scarcely  any  dust  and  mixed  with  broken  stone 
ranging  from  j  in.  to  |  in.  in  size  and  mixed  in  a  stiff  mortar  in 
the  proportions  i  :f  :  ij.  As  a  result  of  laboratory  tests,  stiff 
neat  cement  brushed  into  the  set  concrete  was  selected  as  the 
best  bonding  material  betw^een  the  base  concrete  and  granolithic. 
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ECONOMY  IN  THE  DESIGN  OF  CONCRETE  BUILDINGS. 

By  Clayton  W.  Mayers.* 

(To  be  presented  February  27,  19 18.) 

Part  I. 
Hidden  Wastes. 

Upon  the  designing  engineer  of  concrete  buildings  rests  the 
big  responsibiHty  of  conservation  of  building  materials.  The 
mere  fact  that  concrete  is  composed  of  cement,  sand  and  stone, 
of  which  there  seems  to  be  an  excellent  supply,  does  not  in  any 
way  relieve  the  designer  of  concrete  construction  of  the  obliga- 
tion of  careful  study  of  the  work  in  hand  in  order  that  no  excess 
of  material  be  used.  Most  errors  made  in  concrete  design  are 
not  easily  recognized  even  by  experienced  estimators  of  building 
construction.  Hidden  away  inside  a  column  there  may  be  re- 
inforcing steel  which  should  be  elsewhere  doing  work  at  less 
expense  to  the  owner,  as  would  have  been  the  case  had  the 
designing  engineer  given  proper  thought  to  the  design  of  this 
column.  A  large  percentage  of  the  floor  space  occupied  by 
columns  might  be  storage  space  for  the  same  reason.  The 
beams    may   contain    an   excess   of   steel    reinforcement   simply 


*  With  the  Aberthaw  Construction  Company,  27  School  Street,  Boston,  Mass. 

Note.  This  paper  is  published  in  advance  of  its  presentation  before  the  Society. 
Discussion  is  invited,  to  be  received  by  the  editor  before  April  10,  1918,  for  publication  in  a 
subsequent  number  of  the  Journal. 
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because  it  was  less  trouble  to  call  for  straight  top  rods  to  take 
care  of  negative  bending  than  it  was  to  determine  where  and 
how  bends  could  have  been  made  in  order  to  have  used  the  least 
amount  of  reinforcement  in  the  design.  Flat  slabs  may  have  a 
number  of  individual  rods  over  the  top  of  each  column  head, 
where  a  few  more  bottom  rods  should  have  been  bent  up  to  take 
care  of  this  negative  bending.  And  yet  this  entire  building  may 
have  been  designed  in  accordance  with  the  recognized  standards 
of  concrete  design.  These  errors  are  not  errors  in  computa- 
tions, but  are  errors  of  careless  design,  and  the  result  is  dire  waste 
of  material. 

Study  for  Economy  a  Necessity. 

In  most  cities,  building  plans  are  OK'd  by  responsible 
engineers  authorized  by  the  city  to  pass  upon  these  plans  before 
the  work  is  allowed  to  proceed.  Errors  in  computation  are 
usually  detected  in  this  process,  but  who  ever  heard  of  one  of 
these  authorized  engineers  returning  a  set  of  plans  with  sug- 
gestions for  a  more  economical  design?  Provided  the  building 
is  strong  enough,  the  design  is  approved.  It  is  not  the  function 
of  city  building  departments  or  their  engineers  to  look  for  econo- 
mies or  suggest  savings. 

Hence,  if  the  designing  engineer  does  not  study  economy  in 
the  design  of  his  work,  he  may  be  reasonably  sure  it  will  get 
very  little  such  study  from  any  one.  Designs  prepared  without 
this  special  study  are  sure  to  show  a  waste  of  building  material, 
and  the  building  is  no  better,  and  serves  no  better  purpose, 
because  of  this  extra  expense. 

Recognized  standards  are  observed  by  most  designers  of 
concrete  buildings  as  regards  stresses  and  strains,  factors  of 
safety, -etc.,  but  unfortunately  no  rules,  tables,  or  data  are  at 
hand  which  will  solve  the  problem  of  maximum  economy  in  the 
choice  of  the  various  methods  of  concrete  construction  which 
may  be  used.  Each  building  presents  new  problems.  It  is  a 
case  of  careful  study  in  an  intelligent  way,  and  the  designer 
must  do  this  work  well  if  he  would  "  do  his  bit  "  and  at  the  same 
time  keep  or  build  up  his  reputation. 

Is  there  any  position  more  humiliating    to    the   designing 
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engineer  of  a  contemplated  structure  than  to  have  other  parties 
submit  to  the  prospective  owners  a  more  economical  design  based 
on  the  same  fiber  stresses  as  were  used  in  the  original  layout? 
This  is  not  an  uncommon  event,  and  uncomfortable  compli- 
cations always  arise. 

A  general  survey  of  conditions  and  inspection  of  the  possible 
methods  of  construction  usually  constitute  the  first  thought 
given  to  a  new  problem  of  structural  design.  By  this  inspection 
a  process  of  elimination  is  set  up,  and  finally  the  engineer  con- 
siders only  a  few  schemes  which  could  be  well  employed  to  give 
the  owner  a  structure  suitable  for  his  purposes.  The  next  step 
usually  consists  of  viewing  the  several  schemes  from  every  angle 
in  order  to  study  their  individual  merits.  Each  layout  possesses 
different  advantages,  some  of  more  value  than  others,  but  each 
one  would  answer  the  purpose  very  well.  For  instance,  a  beam 
and  girder  type  of  floor  construction  may  offer  advantages  in 
the  way  of  hanging  shafting  if  the  building  is  to  be  used  for 
certain  types  of  manufacturing.  Column  spacing  would  perhaps 
work  out  to  better  advantage  in  one  scheme  than  in  another. 
Thus  the  discussion  continues,  with  here  and  there  a  remark 
about  the  probable  cost  of  this  and  that.  A  decision  is  usually 
made  in  favor  of  the  scheme  offering  the  most  advantages  even 
though  they  are  trivial.  The  plans  are  drawn  upon  this  basis, 
and  the  work  proceeds.  The  detailed  design  is  finished  with 
about  the  same  attention  to  costs  as  has  been  given  to  the 
selection  of  the  type  of  construction  used.  Generally,  the  owner 
of  the  completed  building  is  satisfied,  and,  if  he  could  have  had 
just  as  good  a  building  for  less  money,  he  never  knows  it. 

Comparative  Cost  Estimating. 

The  average  concrete  designer  makes  no  claim  to  being  an 
estimator.  In  fact,  he  does  not  think  it  is  necessary  to  be  an 
estimator  even  of  the  materials  with  which  he  works.  It  is  a 
fact  that  a  large  majority  of  men  employed  in  the  design  of 
concrete  buildings  have  hardly  any  idea  of  the  cost  of  the  work 
they  are  laying  out,  and  what  is  more,  they  do  not  know  how  to 
find  this  out  for  themselves.  Surely,  if  an  engineer  designed  a 
structural  steel  girder  he  coula  tell  with  reasonable  accuracy 
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what  it  would  cost  by  computing  the  weight  and  getting  the 
market  price  of  the  structural  steel  and  the  labor  cost  of  erection. 
Estimating  the  cost  of  concrete  work  is  a  little  more  complex,  but 
each  step  is  very  similar  and  the  process  is  the  same.  - 

A  designer  of  concrete  structures  should  think  continuall}- 
of  costs.  In  order  to  think  intelligently  of  the  cost  of  his  work 
he  must  know  how  to  calculate  approximately  the  cost  of  his 
designs.  In  no  other  way  is  he  able  to  determine  which  one  of 
his  studies  will  serve  his  purpose  at  the  least  expense. 

It  should  be  borne  in  mind  that  in  making  designs  for  com- 
parative costs,  it  is  not  necessary  to  work  to  as  great  a  degree  of 
accuracy  as  for  the  finished  plans.  Rough  designs,  accompanied 
by  rough  sketches,  will  furnish  enough  information  for  this 
study.  In  case  the  comparative  costs  of  two  schemes  should 
work  out  the  same,  a  more  careful  design  might  become  neces- 
sary. A  little  practice  on  the  part  of  the  designer  will  soon  reveal 
to  him  to  what  degree  of  accuracy  he  must  work  in  order  to  get 
satisfactory  results. 

Accuracy  of  Unit  Costs. 

The  process  of  estimating  these  various  designs  for  compara- 
tive cost  purposes  is  not  nearly  as  difficult  as  may  be  supposed. 
Concrete  is  measured  by  the  cubic  foot  or  cubic  yard,  forms  by 
the  surface  measurement  in  square  feet,  and  reinforcement  by 
the  pound  or  ton.  After  the  quantities  have  been  calculated 
for  the  various  designs,  unit  prices  are  fixed  and  the  total  cost  of 
the  member  estimated.  It  is  usually  here  that  the  engineer 
throws  up  his  hands.  In  fact,  it  is  very  likely  that  he  knows  but 
little  about  the  prices  of  this  class  of  material  and  labor,  and  in 
his  rush  of  work  he  has  not  kept  in  touch  with  their  fluctuations, 
and  feels  he  does  not  have  time  to  inform  himself  properly  on 
this  subject.  Again,  it  should  be  understood  that  it  is  not 
necessary  to  fix  absolutely  accurate  unit  costs  to  these  quantities 
in  order  to  obtain  reasonably  accurate  cost  comparisons.  As 
long  as  the  same  unit  costs  are  used  for  similar  types  of  work  in 
the  various  designs,  the  comparative  costs  will  be  surprisingly 
accurate.  In  fact,  some  of  the  .unit  costs  may  be  in  error  25  per 
cent,  or  30  per  cent.,  and  yet  the  resulting  costs  will  show  un- 
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questionably  which  type  of  construction  should  be  used.  How- 
ever, the  alert  engineer  will  soon  become  as  interested  in  having 
his  unit  costs  in  accordance  with  current  prices  of  material  and 
labor  as  he  is  in  having  his  design  correct. 

Effects  of  Design  on  Costs. 

Contrary  to  the  opinion  of  most  engineers,  the  concrete 
building  design  calling  for  the  least  amount  of  material  is  not 
always  the  cheapest  building  to  erect,  as  such  a  building  may  call 
for  much  more  labor.  Form  work  is  a  big  factor  in  the  cost  of 
concrete  buildings,  and  this  phase  of  the  operation  must  be  given 
careful  consideration  in  order  to  simplify  the  construction  of 
the  form  work  as  much  as  possible.  Study  must  be  made  also 
to  determine  whether  the  complexity  of  forms  in  a  comparatively 
light  design  would  not  make  the  final  cost  of  the  building  in 
excess  of  a  building  designed  of  simpler  yet  heavier  construction. 
Concrete  floors  designed  on  the  flat  slab  method  sometimes 
have  considerably  more  material  in  them  and  yet  work  out 
cheaper  than  a  beam  and  girder  type  designed  for  the  same 
conditions.  Placing  reinforcement  costs  more  per  ton  and  forms 
more  per  square  foot  in  a  beam  and  girder  construction  than  the 
same  operations  in  a  flat  slab  construction.  In  laying  out  floors 
of  the  beam  and  girder  type,  the  addition  or  omission  of  one 
beam  per  bay  may  influence  the  cost  of  the  design  a  great  deal. 
Changes  in  column  spacings  will  also  have  the  same  effect.  It 
is  only  by  making  the  design  of  a  typical  floor  bay  of  the  various 
schemes  considered  and  getting  the  quantities  and  costs  of  these 
schemes  that  it  will  be  possible  to  tell  definitely  which  method 
should  be  used.  Many  times  concrete  columns  should  be  com- 
posed of  a  richer  mix  of  concrete  and  have  less  reinforcement. 
In  a  building  of  several  stories  it  is  necessary  to  devote  consid- 
erable study  to  the  design  of  columns  in  order  to  locate  the  point 
where  the  mixes  should  change,  where  spirally  reinforced  columns 
should  be  introduced,  and  also  to  consider  carefully  the  loss  or 
gain  of  floor  space  occupied  by  columns.  It  will  be  necessary 
to  make  several  sketch  designs  and  calculate  the  cost  of  each. 
Thousands  of  dollars  may  be  wasted  by  improper  column  design 
and  still  the  error  is  one  which  would  not  readily  attract  atten- 
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tion.  There  is  a  certain  type  of  design  for  every  part  of  the 
construction  which  will  show  maximum  economy,  and  it  is  up  to 
the  designing  engineer  to  calculate  the  costs  of  his  various  designs 
and  determine  for  himself  which  one  should  be  used. 

Unit  Costs  for  Comparative  Estimates. 

Up  to  this  point  this  article  has  emphasized,  principally, 
the  necessity  of  making  several  preliminary  designs  of  the  various 
members  of  a  concrete  building  and  calculating  the  cost  of  each 
design  before  the  final  layout  is  begun.  Not  much  light  has 
been  shed  upon  the  method  of  obtaining  unit  prices  to  fix  to  the 
quantities  of  material  and  labor.  Unit  prices  are  subject  to 
wide  fluctuations.  Markets,  labor,  location  of  the  work  in 
question,  speed  of  the  operations,  etc.,  and  many  other  items 
enter  into  the  making  of  these  costs.  However,  as  stated  before, 
these  unit  prices  need  not  of  necessity  be  extremely  accurate, 
and  the  designing  engineer  need  not  feel  that  he  cannot  price 
closely  enough  to  obtain  fairly  accurate  results. 

A  list  of  approximate  unit  prices  have  been  tabulated  here 
which  may  be  used  to  calculate  the  comparative  costs  of  the 
principal  members  in  a  concrete  building.  Judicious  use  of 
these  unit  costs  will  enable  the  designer  to  incorporate  in  his 
design  the  most  economical  methods  and  at  the  same  time 
develop  a  keener  eye  for  economical  construction. 


Concrete. 


Concrete 

(l  :  2  :  4  mix) 

per  cu.  yd. 


Cement,  if  bbls.  at  $2  per  bbl.  at  the  job 

Sand,  I  cu.  yd.  at  $1.50  per  cu.  yd.  at  the  job 

Crushed  stone,  iy\  tons  at  $2  per  ton  at  the  job 

Freight  charges $0.05 

Rental  of  mixer,  etc. .         .35 
Purchases  (small  tools, 

fuel  and  supplies) .  .         .45 
Labor 40 


fe.33 

•75 

2.60 


^  Plant,  cost  per  cu.  yd. 


^  Labor  of  mixing  and  placing. 


Total  cost  per  cu.  yd. 
Total  cost  per  cu.  ft. . 


1-25 
1-25 

59.18 

•34 
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Concrete  mixed  in  the  proportion  of  i  :  i|  :  3  will  require 
about  one  third  of  a  barrel  more  cement  per  cubic  yard.  This 
will  add  about  67  cents  to  the  cost  of  one  yard  of  concrete  In 
place,  making  the  unit  price  about  $9.85  per  cubic  yard,  or  36^ 
cents  per  cubic  foot.  If  a  i  :  i  :  2  mix  of  concrete  is  used,  the 
cement  will  be  increased  about  ito  bbl.  over  and  above  that 
used  in  a  I  :  2  :  4  mix.  At  $2  per  bbl.  this  would  make  the  cost 
of  I  :  I  :  2  mix  concrete  about  $11.58  per  cu.  yd.,  or  43  cents 
per  cu.  ft.  In  large,  plain  concrete  footings  it  is  sometimes 
advisable  to  use  a  concrete  mixed  in  the  proportion  of  i  :  2|  :  5. 
Concrete  mixed  in  this  proportion  requires  about  three  tenths 
of  a  barrel  less  cement  than  1:2:4  mix.  Figuring  cement  at 
$2  per  bbl.,  concrete  mixed  in  the  proportion  of  i  :  2|  :  5  works 
out  at  approximately  32  cents  per  cu.  ft.  in  place. 

In  calculating  the  amount  of  materials  necessary  to  make 
I  cu.  yd.  of  concrete,  it  will  be  noticed  that  the  only  change  made 
in  the  quantities  for  the  various  mixes  has  been  in  the  amount 
of  cement  used.  It  has  been  assumed  that  a  cubic  yard  of 
1:1:2  concrete  will  require  the  same  quantity  of  sand  and 
crushed  stone  as  a  cubic  yard  of  i  :  2  : 4  concrete.  Theoreti- 
cally this  is  not  true,  but  in  general  practice  there  is  some  waste 
of  material  and  it  has  been  found  that  the  small  differences  of 
aggregate  used  in  the  various  mixes  of  concrete  in  a  building  are 
negligible.  A  very  large  part  of  the  concrete  in  a  building  is  a 
1:2:4  concrete,  therefore  the  aggregate  quantities  of  1:2:4 
mix  are  generally  used  for  all  concrete  work,  and  the  cement 
alone  is  changed  for  various  mixes.  It  will  also  be  noted  that 
the  quantity  of  cement,  sand  and  stone  used  here  is  somewhat  in 
excess  of  the  amount  usually  given  in  the  tables  published  in 
various  text-books.  It  must  be  borne  in  mind  that  the  waste  of 
materials  on  the  job  must  be  absorbed,  and  the  quantities  in 
tables  compiled  by  laboratory  tests  must  be  somewhat  increased. 
It  is  actually  necessary  to  estimate  on  about  if  bbl.  of  cement 
to  make  i  cu.  yd.  of  1:2  : 4  concrete  on  a  job  where  the  usual 
construction  methods  are  employed,  and  in  other  mixes  of  con- 
crete the  cement  should  be  proportionately  increased. 

The  prices  of  concrete  work  as  tabulated  here  are  about  30 
per  cent,  in  excess  of  pre-war  prices  and  50  per  cent,  more  than 
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the  prices  of  1913.  These  costs  based  on  the  present  high  cost 
of  material  and  labor  should  be  adjusted  from  time  to  time  as 
necessary. 

"  Plant r 

In  making  estimates  for  the  cost  of  concrete  in  pTace,  the 
most  uncertain  element  entering  into  this  cost  is  the  item  of 
"  plant."  The  cost  of  "  plant  and  tools  "  varies  greatly  with 
different  contractors,  and  depends  largely  upon  the  foresight 
of  the  persons  responsible  for  the  layout  of  the  job  operations. 
The  number  and  location  of  the  mixers,  towers  and  runs  used 
on  the  job,  layout  and  extent  of  storage  space  for  aggregate, 
source  and  expense  of  power,  etc.,  distance  over  which  concrete 
machinery  has  to  be  transported,  good  or  bad  mechanical  con- 
ditions of  rented  machinery,  rental  rates  of  machinery,  replace- 
ment of  missing  shovels  and  other  tools,  and  many  other  variable 
expenses  go  to  make  up  this  cost.  The  size  and  shape  of  the 
building,  as  well  as  the  speed  of  the  operations,  play  an  important 
part  in  this  cost.  The  "  plant  "  cost  for  a  job  containing  6  000 
cu.  yds.  of  concrete  need  not  necessarily  be  one-fifth  more  than 
a  job  containing  5  000  cu.  yds.  of  concrete.  The  "  plant  "  will, 
of  course,  cost  more  for  the  job  containing  6  000  cu.  yds.  of  con- 
crete, but  since  the  cost  of  erecting  and  dismantling  the  "  plant  " 
work  for  both  jobs  may  be  the  same,  the  extra  cost  of  "  plant  " 
for  the  larger  job  will  be  principally  extra  depreciation  or  rental, 
fuel,  power,  wear  and  tear,  and  loss  of  tools.  However,  "  plant  " 
expense  enters  into  all  concrete  costs,  and  must  be  included  in 
the  unite  price  of  concrete  if  we  would  get  a  reasonably  accurate 
idea  of  the  ultimate  cost  of  the  work.  At  the  present  high  cost 
of  all  building  materials  and  labor,  "  plant  "  costs  cannot  be 
safely  assumed  to  be  less  than  $1  per  cu.  yd.  and  will  very  seldom 
run  as  high  as  $2  per  cu.  yd.  of  concrete.  Owing  to  this  wide 
variation  in  the  cost  of  "  plant,"  it  is  necessary  in  estimating 
concrete  to  strike  an  average  cost  which,  while  not  accurate, 
will  cover  the  usual  "  plant  "  work,  and  give  a  unit  cost  for  con- 
crete in  which  all  items  of  material  and  labor  have  been  con- 
sidered. It  is  with  this  in  view  that  a  "plant  "  cost  of  $1.25 
per  cu.  yd.  has  been  used  in  making  up  the  unit  cost  of  concrete 
in  place  as  given  in  the  above  tabulation. 
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Steel  Reinforcement. 

The  cost  of  steel  reinforcement  is  extremely  erratic  in  its 
fluctuation,  but  at  present  it  may  be  assumed  at  $90  per  ton, 
exclusive  of  the  labor  of  bending  and  placing.  It  will  cost  from 
$6  to  $15  per  ton  to  cut,  bend  and  place  this  reinforcement, 
$100  per  ton,  or  5  cents  per  lb.,  being  a  unit  price  which  may 
be  used  to  give  reasonably  close  cost  ratios.  Reinforcement 
requiring  much  bending  and  made  up  of  small  bars  should  be 
figured  about  one  half  cent  per  lb.  higher  than  steel  requiring 
only  a  small  amount  of  bending.  Spiral  reinforcement  for 
columns  should  be  figured  at  an  extra  cost  of  about  one-half  cent 
per  lb.  over  and  above  plain  bars.  In  estimating  the  weight  of 
spiral  reinforcement  it  should  be  remembered  that  about  7  per 
cent,  should  be  added  to  the  weight  of  the  spirals  for  welding 
laps.  Also,  it  will  be  necessary  to  add  about  3  lbs.  per  lin.  ft. 
of  column  for  spacers  used  to  hold  the  spirals  in  proper  pitch. 

Forms. 

Forms  for  round  columns  are  usually  made  from  sheet  metal, 
and  in  flat  slab  construction  it  usually  works  out  cheaper  to  use 
round  interior  columns  formed  with  this  material.  However, 
the  cost  of  forming  an  interior  column  26  ins.  in  diameter  for 
flat  slab  construction  is  about  the  same  as  forming  a  column 
20  ins.  in  diameter  designed  for  the  same  purpose.  This  being 
the  case,  it  is  not  necessary  to  consider  the  difference  in  the  cost 
of  forms  due  to  different  diameters  of  round  interior  columns. 
It  may  be  well  to  remember  that  it  costs  somewhat  less  to  build 
an  interior  column  having  a  head  by  using  a  steel  form  than  it 
does  to  form  the  column  of  wood,  as  the  cost  of  forming  the  head 
in  wood  is  no  small  part  of  the  column  cost.  The  list  of  unit 
prices  given  here  covers  the  cost  of  labor  and  material  for  form 
work  for  the  principal  operations  in  a  concrete  building,  but  are 
tabulated  for  use  in  making  comparative  estimates  only.  It 
must  be  borne  in  mind  that  these  unit  prices  are  for  the  use  of 
the  engineer  in  weeding  out  the  more  expensive  designs,  and  are 
not  to  be  used  for  making  actual  estimates  of  buildings  without 
regard  to  conditions  and  what  not.  While  these  costs  might 
be  more  or  less  useful  in  arriving  at  the  total  cost  of  a  concrete 
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building,  it  should  be  remembered  that  they  are  only  approximate 
units  to  be  used  for  the  purpose  outlined  herein. 

Sq.  Ft.  Cost. 
Type  of  Construction.  (Surface  Measurement.) 

Forms  for  flat  slabs,  including  drop  panels ^  $0.09 

Slab,  beam  and  girder  construction,  slabs  to  span  not  less  than  9  ft. .  .  .12 

Slab,  beam  and  girder  construction,  slabs  to  span  not  less  than  7  ft. .  .  .13 

Slab,  beam  and  girder  construction,  slabs  to  span  not  less  than  5  ft. .  .  .14 

Column  forms .15 

Floor  beams  and  girders,  not  including  slabs .16 

Wall  beams .14 

Partitions  and  wall  forms .15 

Footing  and  foundation  forms .15 

Round  steel  column  forms,  including  heads,  each IS-OO 

Estimates  Made  from  Cross-Sections. 

Now  that  the  methods  of  arriving  at  the  comparative  costs 
of  the  various  types  of  concrete  construction  have  been  outlined, 
it  is  believed  the  designer  will  be  able  to  work  more  intelligently 
regarding  the  cost  his  work  involves.  Typical  dimensioned 
sketch  cross-seqtions  of  the  building  from  the  roof  slab  to  the 
footings  should  be  made,  and  the  work  of  estimating  done  from 
these  sketches.  In  this  way  the  extra  column  lengths  required 
to  obtain  the  same  clearstory  heights  will  enter  into  the  estimate. 
This  is  quite  a  factor  in  comparing  flat  slab  with  beam  and  girder 
designs.  Estimates  made  from  these  cross-sections  for  a  length 
of  building  equal  to  one  bay  only,  is  the  usual  practice.  In  this 
way  the  cost  per  linear  foot  of  building  as  well  as  the  cost  per 
square  foot  of  floor  space  may  be  calculated.  Comparisons  of 
costs  made  in  this  manner  are  genuine  proofs  to  the  designer  that 
he  is  giving  the  design  proper  study  for  economy,  and  will  result 
in  a  conservation  of  building  materials,  save  good  dollars  for 
the  owner,  and  establish  for  the  engineer  the  reputation  of  being 
a  designer  of  economical  concrete  buildings. 

Part  II. 
Cohimns. 

Probably  no  part  of  a  concrete  building  is  simpler  to  design 
than  the  columns,  and  because  of  this  simplicity  the  designer  is 
very  likely  to  give  this  part  of  his  computations  very  little  special 
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study.  It  is  also  true  that  no  part  of  a  concrete  building  can 
conceal  so  effectively  the  lack  of  economical  design  as  can  the 
columns. 

The  economical  design  of  the  columns  for  a  concrete  building 
of  only  one  or  even  two  stories  in  height,  is  not  a  matter  requiring 
much  special  study,  but  in  buildings  several  stories  in  height  the 
subject  is  one  of  vast  importance.  It  is  not  possible  to  design 
columns  showing  maximum  economy  without  careful  considera- 
tion of  several  important  facts.  Engineers  designing  concrete 
buildings  realize  that  a  richer  mix  of  concrete  costs  more  than  a 
leaner  mix.  They  realize  that  to  offset  this  extra  cost  of  a  richer 
mix  of  concrete  in  column  design,  there  is  a  corresponding  de- 
crease in  reinforcement  which  results  in  a  change  in  the  total 
costs  of  the  concrete  columns.  The  manipulation  of  these  mixes 
of  concrete  in  order  to  determine  the  most  economical  column 
construction  is  a  subject  for  real  study,  and  to  accomplish  this 
end  the  engineer  will  find  it  necessary  to  make  several  trial 
designs  and  calculate  the  cost  of  each  design.  For  example,  a 
column  26  ins.  in  diameter,  composed  of  concrete  mixed  in  the 
proportion  of  i  :  i|  :  3,  reinforced  with  eleven  i-in.  round  rods 
and  I  per  cent,  spiral  hooping,  will  carry  about  the  same  load  as 
a  column  of  the  same  diameter  composed  of  i  :  i  :  2  concrete, 
reinforced  with  seven  |-in.  round  rods  and  i  per  cent,  spiral 
hooping.  As  both  of  these  are  good  designs,  the  question  arises 
as  to  which  one  would  be  the  most  economical.  Assuming  the 
unit  price  of  i  :  i|  :  3  and  1:1:2  concrete  at  36  cents  and  43 
cents  per  cu.  ft.  respectively,  vertical  reinforcement  at  5  cents 
per  lb.,  and  spiral  hooping  at  5|  cents  per  lb.  in  place,  it  can  be 
clearly  shown  that  the  column  composed  of  1:1:2  concrete 
will  prove  to  be  the  more  economical  one  to  use.  The  point 
at  which  the  column  mixes  change  and  where  spirally  reinforced 
columns  should  be  used  is  determined  only  by  making  these 
comparative  estimates. 

It  is  not  uncommon  to  see  detailed  plans  calling  for  a  lap 
in  all  the  rods  in  a  lower  story  column  without  regard  to  the  fact 
that  the  column  above  may  call  for  a  lesser  number  of  rods  for 
its  reinforcement,  and  it  is  only  necessary  to  lap  part  of  them. 
This  is  real  waste,  and  shows  careless  design  which  will  run  into 
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money  faster  than  the  designer  suspects.  For  illustration,  the 
first-story  wall  columns  of  a  concrete  building  are  36  x  34  ins., 
reinforced  with  twenty  i|-in.  round  rods.  The  second-story 
wall  columns  are  36  x  30  ins.,  reinforced  with  fourteen  if-in. 
round  rods.  A  lap  of  thirty  diameters  is  called  for  in  all  column 
rods.  If  the  entire  twenty  rods  in  a  first-story  column  are 
lapped  into  the  second-story  column  it  means  that  six  of  these 
twenty  i|-in.  rods  have  been  unnecessarily  lapped  and  conse- 
quently this  extra  reinforcement  wasted.  Had  only  fourteen 
of  these  first-story  column  rods  been  lapped  into  the  second-story 
column  instead  of  twenty,  a  saving  of  about  17  lin.  ft.  of  i|  in. 
round  steel  rod  would  have  been  made.  This  reinforcement, 
figured  at  5  cents  per  lb.,  would  have  shown  a  saving  of  about  $3 
at  this  one  point.  Multiply  this  saving  by  the  number  of  columns 
in  the  building  where  such  laps  occur  and  it  becomes  no  small 
item.  The  expense  of  a  case  of  this  kind  becomes  considerably 
greater  when  the  column  in  question  is  a  wall  column  on  which 
is  superimposed  a  so-called  turned-up  wall  beam  designed  to 
be  poured  with  the  floor  slab.  In  this  case  the  specified  lap  be- 
gins at  the  top  of  the  wall  beam  instead  of  the  top  of  the  floor 
slab  and  extends  upward.  For  example,  suppose  a  wall  beam, 
extending  14  ins.  above  the  second  floor,  designed  to  be  poured 
with  the  slab,  had  been  superimposed  on  the  36  x  34-in.  wall 
column  just  discussed.  In  this  case  the  lap  must  be  measured 
from  the  point  where  pouring  is  stopped.  If  the  twenty  i|-in. 
round  rods  are  all  carried  up  into  the  second-story  column  for 
a  lap  of  30  diameters  it  means  that  all  the  rods  must  extend  to 
a  point  4  ft.  above  the  second  floor,  when  in  reality  it  is  necessary 
to  carry  only  fourteen  of  these  rods  to  this  point,  starting  the 
fourteen  i|-in.  round  rods  in  the  second-story  column  at  a  point 
14  ins.  above  the  second  floor  and  extending  upward.  The  loss 
incurred  by  carrying  the  entire  twenty  i|-in.  round  rods  into 
the  second-story  column  is  about  24  ft.  of  i|-in.  round  rod,  which 
at  5  cents  per  lb.  is  about  $4,  as  against  the  loss  of  $3  when  no 
wall  beam  is  designed  to  be  poured  with  the  floor  slab.  Wastes 
of  this  nature,  at  the  present  high  price  of  reinforcement,  are 
serious. 

In  the  design  of  wall  columns  it  will  be  necessary,  usually, 
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to  consider  the  amount  of  sash  and  curtain  wall  required  to  fill 
the  space  between  columns,  as  the  smaller  the  width  of  the 
exterior  columns  the  more  sash  and  curtain  wall  will  be  required 
to  fill  in  the  space  between  these  columns.  This  may  seem 
trivial,  but  it  will  oftentimes  give  false  impressions  of  economy 
if  all  these  seemingly  trivial  details  are  not  given  a  place  in  the 
estimated  comparative  costs  of  the  various  designs. 

Illustrations  of  the  methods  of  determining  the  economical 
interior  column  are  given  below.  It  may  be  well  to  add  that  no 
attempt  is  made  to  consider  any  of  the  various  methods  of  con- 
crete design  from  an  engineering  standpoint.  This  paper  is  not 
intended  to  be  a  text  on  design  in  any  form,  but  rather  it  is  in- 
tended to  present  to  the  designing  engineer  a  method  by  which 
he  can  solve  for  himself  the  question  of  economy  in  his  work. 
Hence,  the  reader  should  study  the  examples  given  here  with  a 
view  of  applying  the  methods  of  cost  calculation  to  his  work  and 
not  draw  engineering  conclusions  from  any  of  these  illustrative 
costs. 

Several  comparative  designs  for  any  interior  column  (Fig.  i) 
are  shown  here.  The  comparative  costs  of  the  various  schemes 
are  worked  out  in  detail,  using  unit  prices  principally  from  tabu- 
lations in  Part  I  of  this  paper. 

Design.  Comparative  Estimates. 

(36-in.  dia.  col.                        [Cone 99  cii.  ft.  at  34c 53,5.66 

II  ij-in.  rd.  vert,  rods          I  Forms Round  steel 15.00 

i-in.  rd.  bands  12  ins.  o/c     |  Reinfct 716  lbs.  at  5c 3S.8o 

Mix  1:2:4                             [Lost  floor  space    .5  sq.  ft.  at  $2.75 13.75 


Total S08.21 


132  in.  dia.  co!.                          fConc 79  cu.  ft.  at  34c S26.S6 

23  ij-in.  rd.  vert,  rods         J  Forms Round   steel 15.00 

i-in.  rd.  bands  12  ins.  o  c     |  Reinfct i  437  lbs.  at  sc 71.85 

Mix  1  ;  2  :  4                             [Lost  floor  space.  .3^5  sq.  ft.  at  $2.75 8.53 


Total I122.24 


12-in.  dia.  col.                            fConc 79  cu.  ft.  at  36jC $28.84 

12  i-|-in.  rd.  vert.  rods.  .  .  .  jForms Round  steel 15.00 

f  in.  rd.  bands  12  ins.  o/c     |  Reinfct 770  lbs.  at  sc 38.50 

Mbc  I  :  li  :  3                           [Lost  floor  space.  .3^^  sq.  ft.  at   S2.7S 8.53 

Total $90.87 
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Scheme  (d) 


Design. 

26-in.  dia.  col. 

II  i-in.  rd.  vert,  rods 

I  per  cent,  spirals  (i8|  lbs.)- 

per  lin.  ft. 
Mix  I  :  ij  :  3 


Comparative  Estimates. 

Cone S2  cu.  ft.  at  36JC S18.98 

Forms Round  steel 

Reinfct.  (vert.). .  .514  lbs.  at  sc 

Spirals 264  lbs.  at  5  Jc 

Lost  floor  space.  .  ^„  sq.  ft.  at  S2.75 


15-00 

25.70 

14.52 

1.92 


Total $76.12 


128-in.  dia.  col.                        fConc 6oi  cu.  ft.  at  43c.  .^^  . . .  $26.02 

20  ij-in.  rd.  vert.  rods.  . . .  J  Forms Round  steel 15.00 

fin.  rd.  bands  12  ins.  o/c    ]  Reinfct i  255  lbs.  at  sc 62.75 

Mix  1:1:2                            [Lost  floor  space.  .  1.45  sq.  ft.  at  $2.75 3.99 


Total S107.76 


Scheme  (f) 


26-in.  dia.  col. 

7  |-in.  rd.  vert,  rods 

I  per  cent  spirals  (185  lbs.)- 

per  Hn.  ft. 
Mix  1:1:2 


Cone 52  cu.  ft.  at  43c. . . 

Forms Round  steel 

Reinfct 245  lbs.  at  5c 

Spirals 264  lbs.  at  5  jC  . . . 

Lost  floor  space.  .{^  sq.  ft.  at  $2.75. 


S22.36 

1500 

12.25 

14-52 

1.92 


Total $66.05 


24-in.  dia.  col. 


Scheme  (g) 


(Cone. . 


.447  cu.  ft.  at  43c. 


ID  li-in.  rd.  vert,  rods         J  Forms Roimd  steel. . . 

I  per  cent,  spirals  (16  Ibs.n  Reinfct.  (vert.) . .  .606  lbs.  at  sc  .. 

per  lin.  ft.  [Spirals 229  lbs.  at  SjC  . 

Mix  I  :  I  ;  2 


519-14 
15-00 
30.30 
12.60 


Total S77-04 


From  the  above  estimated  comparative  costs,  perhaps  the 
most  noticeable  fact  is  that  the  columns  using  the  1:2:4  mix 
of  concrete  are  among  the  most  expensive.  Using  this  lean 
mix  necessarily  produces  a  column  larger  in  diameter,  which 
means,  also,  a  loss  of  valuable  floor  space.  It  will  also  be  noticed 
that  the  smallest  column  designed  is  not  the  most  economical. 
The  column  which  shows  the  most  economy  in  this  case  is  one 
having  a  i  :  i  :  2  mix  and  about  i  per  cent,  of  vertical  reinforce- 
ment, together  with  i  per  cent,  of  spiral  reinforcement.  Hence, 
a  rich  mix  of  concrete  and  comparatively  small  percentages  of 
steel  reinforcement  seem  to  show  the  most  economical  results 
for  a  column  carrying  a  fairly  heavy  load. 

For  comparative  purposes,  the  difference  in  the  amount  of 
concrete  in  the  column  heads  may  be  neglected, as  the  top  diame- 
ter of  the  head  usually  remains  the  same  throughout  the  build- 
ing. The  cost  of  forming  the  column  and  its  head  has  been 
estimated  here  at  $15  each.     This  is  done  for  convenience  in 
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arriving  at  a  total  cost  of  the  column  shaft.  Ordinarily  this 
cost  is  neglected  in  making  comparative  estimates  of  interior 
round  columns,  as  it  costs  about  the  same  to  form  a  round  column 
of  small  diameter  as  it  does  a  column  of  larger  diameter.  Many 
other  schemes  may  be  designed  for  this  particular  column,  and 
the  comparative  costs  estimated.  However,  these  several 
examples,  some  of  which  are  obviously  too  expensive  to  consider, 
will  sufftce  to  give  the  reader  a  working  knowledge  of  the  methods 
of  calculation  employed  to  determine  the  costs  of  the  various 
types  of  interior  columns.  It  is  readily  appreciated  that  even 
though  a  larger  column  were  somewhat  cheaper  to  build,  the 
additional  floor  space  occupied  by  this  larger  column  might  be 
worth  more  to  the  owner  of  the  building  than  he  would  save 
in  the  construction  of  the  column.  Hence,  it  becomes  necessary 
to  consider  the  value  of  this  additional  floor  space  as  a  part  of 
the  cost  of  this  larger  column.  It  is  difficult  to  say  just  what 
this  floor  space  is  really  worth.  However,  a  satisfactory  way 
to  deal  with  the  situation  is  to  consider  the  smallest  column 
designed  as  a  basis  to  which  the  other  columns  are  to  be  compared. 
In  the  above  illustration  this  column  is  24  ins.  in  diameter.  Con- 
sider the  area  of  floor  space  occupied  by  a  column  equal  to  the 
square  of  the  diameter  of  the  column.  The  additional  area 
occupied  by  any  one  of  these  larger  columns  is  equal  to  the 
difference  of  the  square  of  the  diameter  of  the  column  in  question 
and  the  square  of  the  diameter  of  the  smallest  column  design. 
This  additional  or  lost  floor  area  is  priced  at  a  unit  cost  equal  to 
the  approximate  unit  cost  per  square  foot  of  floor  space  of  the 
completed  building  including  heating,  lighting,  sprinklers,  etc. 
The  unit  cost  per  square  foot  of  building  is  calculated  by  dividing 
the  approximate  total  cost  of  the  building  by  the  number  of 
square  feet  of  floor  space  in  the  building,  measurements  to  be 
taken  "  out  to  out  "  of  the  floor  plan.  For  example,  a  building 
200  X  60  ft.  and  five  stories  high  may  cost  $165  000  complete. 
This  works  out  at  $2.75  per  sq.  ft.,  and  for  general  purposes  this; 
will  give  fairly  accurate  results  for  the  purpose  described  above. 
In  the  comparative  estimates  of  the  interior  column  (Fig.  i) 
given,  if  we  strike  out  of  each  estimate  the  cost  of  lost  floor  space, 
the  relative  cost  of  each  column  will  remain  unchanged.     This 


68 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


is  not  always  the  case,  and  even  in  our  examples  it  will  be  noticed 
that  the  columns  having  the  leaner  mixes  show  up  much  more 
favorably  when  this  item  of  cost  is  excluded  from  the  total  cost 
of  the  column.  Frequently,  the  omission  of  this  item  will  result 
in  a  transposition  of  the  economic  order  of  the  various  designs. 
In  many  buildings  the  loss  of  a  few  feet  of  floor  space  is  imma- 
terial, but  in  other  cases  it  is  of  great  importance,  as  in  store- 
houses or  in  buildings  where  the  machinery  layout  would  be 
interfered  with   by  a  larger  column.     Where  loft  buildings  or 


r/o 


.Jl       ll   /.    ,.l 


Fig.  I.     Interior  Column. 


ofifices  are  rented  by  the  square  foot  of  net  area  the  cost  of  this 
floor  space  should  be  figured  at  a  considerably  higher  figure  than 
the  one  given  in  our  tables. 

In  determining  the  economical  wall  column,  the  method  is 
very  similar  to  that  used  for  interior  columns  except  that  the 
item  of  the  cost  of  wood  forms  enters  into  the  estimate.  It  will 
be  necessary  also  in  designing  exterior  columns  to  consider  the 
width  carefully,  as  every  inch  added  or  deducted  to  the  width 
of  the  column  will  change  the  corresponding  dimension  of  wall 
sash  a  like  amount. 
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Consideration  is  given  below  to  the  economical  design  of  a 
typical  wall  column  (Fig.  2)  for  a  concrete  building  having  thes,e 
columns  spaced  20  ft.  on  centers.  For  lack  of  space  only  three 
designs  will  be  compared  here,  but  the  principles  are  clearly 
illustrated,  and  further  designs  should  be  treated  in  a  like  manner. 
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FiG.  2.     Typical  Wall  Column. 
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-  Section- 


Scheme  (a) 


Design. 

36  X  24  ins. 

12  |-in.  rd.  rods  17  ft.  6  ins. 

l-in.  rd.  bands  12  ins.  o/c 


130  X  24  ins. 
loi  |-in.  rd.  rods  17  ft.  10  ins. 
|-in.  bands  12  ins.  o/c 
Mix  I  :  i|  :  3 


Comparative  Estimates. 

86  cu.  ft.  at  34c $29.24 

21.4s 
38.8S 
23.25 
10.20 
91.80 


Cone 

Forms 143  sq.  ft.  at  isc. 

Reinfct 777  lbs.  at  5c 

Curtain  walls.  .  .  .31  sq.  ft.  at  750.  . 

Window  sill 17  lin.  ft.  at  6oc. . 

Sash  and  glass.  .  .204  sq.  ft.  at  45c. 


Total J214.79 


Cone, 


.713  cu.  ft.  at  36^c $26.16 

19.35 
32.5s 
24.00 
10.50 
94-50 


Forms 129  sq.  ft.  at  150. 

Reinfct 651  lbs.  at  sc  .  .  .  . 

Curtain  walls.  .  .  .32  sq.  ft.  at  75c.  . 

Window  sills 17 i  lin.  ft.  at  60c. 

Sash  and  glass.  .  .210  sq.  ft.  at  45c. 


Total $207.06 


BOSTON  SOCIETY  OF  CIVIL  ENGINEERS. 


!30  X  22  ms. 
12  f-in.  rd.  rods  17  ft.  2  ins 
j-in.  rd.  bands  12  ins.  o/c 
Mix  1:1:2 


Design.  Comparative  Estimates. 

Cone 46  cu.  ft.  at  43c 5i9-78 

Forms 124  sq.  ft.  at  isc 18.60 

Reinfct 460  lbs.  at  5c 23.00 

Curtain  wall 32  sq.  ft.  at  7Sc 24.00 

Window  sills 175  lin.  ft.  at  60c 10.50 

Sash  and  glass.  .  .210  sq.  ft.  at  450 —94.50 


Total $100.38 


The  cost  of  each  wall  column  design  includes  the  cost  of 
sash  and  glass  together  with  the  curtain  wall  necessary  to  fill 
in  one  bay.  For  convenience  in  making  these  estimates,  it  is 
assumed  the  glass  is  factory  ribbed  glass  costing  20  cents  per  sq. 
ft.,  including  glazing.  Steel  sash  is  estimated  here  at  25  cents 
per  sq.  ft.,  erected  and  pointed,  making  a  total  of  45  cents  per 
sq.  ft.  for  the  sash  and  glass  in  place.  The  curtain  wall  below 
the  sash  is  figured  here  at  75  cents  per  sq.  ft.  In  making  the 
sketches  of  the  exterior  w^all  bay  for  estimate  purposes,  no  care 
has  been  exercised  to  select  stock  sizes  of  steel  wall  sash.  In 
actual  practice,  how^ever,  this  is  usually  of  prime  importance. 
The  cost  of  the  extra  floor  space  occupied  by  the  larger  w^all 
column  has  not  been  considered  here,  as  its  influence  on  these 
particular  columns  would  be  negligible. 

Footings. 

In  the  design  of  concrete  footings  it  often  happens  that  it 
is  difficult  to  decide  ofThand  whether  a  plain  or  reinforced  con- 
crete footing  should  be  used.  A  design  of  each  type  of  footing 
should  be  made  and  the  comparative  costs  calculated.  The 
engineer  knowing  the  kind  of  soil  these  footings  will  rest  upon 
should  price  the  excavation  required  at  a  proper  figure.  This 
is  a  very  important  part  of  the  footing  cost,  in  fact,  many  times 
the  most  vital  part  of  the  estimate  for  foundation  work.  In 
the  absence  of  any  more  reliable  information,  the  unit  costs  of 
excavation  per  cubic  yard  (not  over  5  ft.  deep)  may  be  assumed 
as  follows : 

Loam  or  other  easy  excavation I0.75  cu.  yd. 

Gravelly  earth  containing  small  stones $1.00-  1.50  cu.  yd. 

Frozen  earth 2.25-  2.50  cu.  yd. 
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Rock  or  ledge  excavation $3-50-  4.00  cu.  yd. 

Backfill .30-     .50  cu.  yd. 

Sheeting  around  excavated  holes  for  footings .10  sq.  ft. 

For  excavation  work  over  5  ft.  deep  and  down  to  10  ft. 
deep,  the  unit  cost  on  the  yardage  below  the  5-ft.  depth  should 
be  increased  approximately  50  per  cent.  An  example  is  given 
below  with  comparative  costs  for  the  two  types  of  footings, 
reinforced  and  plain,  shown  in  Fig.  3  and  Fig.  4,  respectively. 
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Fig.  3.     Footing.    Scheme  (a). 

The  excavation  Is  assumed  as  costing  $1  per  cu.  yd.  to  remove, 
and  the  excavated  holes  are  sheeted  close  in  order  to  do  away 
with  form  work  around  the  large  footing  block. 


Scheme  (a) 
Reinforced 
type 

(mix  I  :  2  :  4) 


Cone 460  cu.  ft.  at  34c $156.40 

Forms  (none). 

Reinforcement 420  lbs.  at  5c 21.00 

Excavation 19}  cu.  yds.  at  $1.00  .. .  .  19-25 

Backfill  and  level 19 J  cu.  yds.  at  30c 5.78 

3-in.  (close)  sheeting 182  sq.  ft.  at  lOc 18.20 


Total $220.63 
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Scheme  (b) 
Plain  type 
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.  .  .  507  cu.  ft.  at  32c 

.  .  .84  sq.  ft.  at  15c 

$162.24 
12.60 

Excavation 

Excavation  below  5-ft. 

Backfill  and  level 

3-in.  (close)  sheeting.  . 

.  .24  cu.  yds.  at  $1.00 

mark.51  cu.  yds.  at  $1.50. 

29I  cu.  yds.  at  30c .  . 

270  sq.  ft.  at  IOC.  .  . 

24.00 

8.25 

8.85 

27.00 

Total 

$242.94 

As  above  shown,  the  reinforced  footing  is  the  most  economi- 
cal to  use  in  this  case.     However,  provided  stones  or  "  plums  " 
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Fig.  4.     Footing.     Scheme  (b). 

were  obtainable  at  a  small  expense,  the  cost  of  the  plain  footing 
could  be  considerably  reduced.  It  will  be  noted  in  the  estimates 
for  these  two  footings  that  the  excavation  for  the  plain  footing 
is  the  determining  factor  in  its  cost.  The  materials  used  in  the 
plain  footing  cost  somewhat  less  than  those  used  in  the  rein- 
forced type,  but  the  extra  depth  of  the  excavation  makes  the 
plain  type  the  more  expensive  one  to  use.  This  extra  cost  be- 
comes still  greater  when  the  footings  are  placed  in  wet  or  frozen 
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ground,  for  which  excavation  costs  are  considerably  more.  In 
case  the  reinforced  type  of  footing  is  built  with  a  sloping  top, 
and  a  wood  form  is  used  for  this  top,  the  cost  would  be  about 
the  same  as  though  the  concrete  were  poured  up  to  a  level  with 
the  top  of  the  footing,  and  the  form  work  omitted,  as  above 
estimated.  In  some  operations  the  top  part  of  a  footing  is  sloped 
and  the  concrete  poured  "  dry."  This  necessitates  a  change  in 
the  batch,  slows  up  operations,  and  many  times  does  not  work 
out  economically.  For  estimating  comparative  costs  of  footings 
it  is  not  a  safe  procedure  to  assume  that  the  top  part  of  the  foot- 
ing will  be  poured  "  dry  "  in  order  to  do  away  with  forms  on  the 
slope.  Either  estimate  a  form  for  this  sloping  surface  or  figure 
on  the  concrete  as  being  poured  up  to  a  level  wath  the  top  of  the 
footing. 

Beam  and  Girder  Floors. 

It  has  been  previously  stated  that,  in  the  design  of  the  beam 
and  girder  type  floor,  the  omission  or  addition  of  one  interme- 
diate beam  per  bay  may  influence  the  cost  materially.  Although 
this  problem  is  usually  handled  economically  by  engineers  de- 
signing concrete  buildings  which  have  usual  floor  loadings  and 
column  spacings,  it  sometimes  happens  that  when  unusual  floor 
loadings  and  column  spacings  are  required,  it  is  necessary  for 
the  engineer  to  determine  a  layout  which  will  show  the  most 
economy.  In  a  proposition  of  this  kind  it  is  first  necessary  to 
make  the  design  which  looks  most  likely  to  be  the  economical 
one.  Then  two  more  designs  should  be  made,  one  having  one 
more  intermediate  beam  and  the  other  having  one  less  inter- 
mediate beam.  Sometimes  the  girders  should  be  run  in  other 
ways  and  designs  made  on  layouts  entirely  dissimilar.  Cost 
comparisons  made  of  these  designs  will  show  conclusively  which 
system  should  be  adopted. 

For  the  purpose  of  illustrating  the  methods  of  estimating 
beam  and  girder  floors  with  a  view  to  economy,  the  two  schemes 
shown  in  Fig.  5  and  Fig.  6,  designed  for  the  same  column  spac- 
ings and  live  loads,  are  estimated  here  in  a  comparative  way. 
Only  these  two  layouts  are  compared  here,  but  other  layouts 
should  be  estimated  in  a  similar  manner,  bearing  in  mind  that 
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the  more  beams  and  girders  in  the  floor  the  more  expensive  the 
form  work  becomes. 

In  scahng  the  quantities  for  the  comparative  estimates  of 
these  two  designs,  it  will  be  necessary  to  include  all  the  concrete 
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Cross  Section  A-A. 
Fig.  5.     Beam  and  Girder  Floor  (Scheme  i) 
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Cross  Section  A-A. 
Fig.  6.     Beam  and  Girder  Floor  (Scheme  2). 

forms  and  steel  reinforcement  in  one  i8-ft.  bay  for  the  full  width 
of  the  building,  which  is  about  67  ft.  6  ins.  In  Fig.  5  the  quan- 
tities will  include  the  slab  over  one  complete  bay,  7  inter- 
mediate beams,  2  wall  beams,  and  4  girders.  In  Fig.  6,  the 
corresponding  quantities  will  include  the  slab  over  one  complete 
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bay,  II  intermediate  beams,  2  wall  beams  and  4  girders.  Be- 
low, under  the  head  of  "Estimate,  Fig.  5,"  and  "  Estimate,  Fig. 
6,"  will  be  found  these  respective  quantities  to  which  unit  prices 
have  been  fixed  (a  list  of  which  will  be  found  in  Part  I),  and  the 
total  comparative  cost  of  one  bay  for  each  scheme  estimated. 

Estimate,  Fig.  5.  Estimate,  Fig.  6. 

Concrete,  825  cu.  ft.  at  34c . .  $280.50  Concrete,  700  cu.  ft.  at  34c.  .  $238.00 

Forms,  i  860  sq.  ft.  at  13c .. .  241.80  Forms,  2  000  sq.  ft.  at  14c.  .  280.00 

Reinfct.,  7  300  lbs.  at  5c 365.00  Reinfct.,  6  300  lbs.  at  5c 3i5-00 


Total $887.30  Total $833-00 

(Unit  cost,  73  cents  sq.  ft.  of  floor)  (Unit  cost,  68§  cents  sq.  ft.  of  floor; 

In  "  scaling  off  "  the  quantities  for  comparative  estimates 
of  beam  and  girder  type  floors,  care  must  be  taken  to  carefully 
consider  the  laps  in  the  reinforcement.  All  steel  reinforcement 
actually  occurring  in  the  slab  and  beams  should  be  estimated. 
In  taking  off  the  quantities,  also,  it  will  be  found  most  convenient 
to  first  get  the  quantity  of  concrete,  then  the  square  feet  of 
forms,  and  lastly  the  pounds  of  reinforcement.  The  order  of 
scaling  for  the  form  work  and  reinforcement  should  be  the  same 
as  that  followed  in  getting  the  quantity  of  concrete,  that  is,  if 
beams  follow  slabs  in  the  concrete  scaling,  beam  steel  should 
follow  slab  steel  in  the  reinforcement  scaling.  This  method 
will  eliminate  to  a  large  extent  the  liability  of  error,  and  also 
lessen  the  work  of  scaling  dimensions  since  the  form  areas  may 
be  taken  directly  from  the  scaled  dimensions  of  the  concrete  work. 

The  slight  changes  in  column  and  footing  design  which 
might  actually  occur  in  two  buildings  designed  with  floors  like 
those  above  estimated,  have  not  been  considered  here,  as  the 
details  of  column  and  footing  costs  are  treated  elsewhere.  How- 
ever, in  buildings  several  stories  in  height,  this  phase  of  the 
design  should  be  carefully  considered  in  conjunction  with  the 
cost  of  floor  designs  when  the  cost  comparisons  are  made.  Even 
though  the  spacing  of  columns  remains  the  same  for  all  schemes 
considered,  the  different  dead  loads  may  influence  the  cost  of  the 
columns  and  footings  considerably,  and  the  different  girder 
depths  may  make  it  possible  to  vary  the  over-all  height  of  the 
columns  in  order  to  get  the  same  clear  head  room. 
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Flat  Slab  Floors. 

Flat  slab  floor  construction  is  fast  replacing  the  beam  and 
girder  type  of  floor,  and,  generally  speaking,  has  advantages  in 
appearance  and  economy.  However,  there  will  be  places  where 
the  beam  and  girder  system  will  show  a  lower  cost.  Where 
panels  between  columns  are  square  or  nearly  so,  the  flat  slab 
usually  works  to  advantage.  When  columns  are  spaced  un- 
equally or  irregularly,  it  is  often  more  economical  to  resort  to 
the  beam  and  girder  type  of  floor.  If  the  column  spacings  may 
be  laid  out  with  economy  in  view,  the  square  bay  and  the  flat 
slab  will  generally  be  selected.  However,  this  selection  should 
not  always  be  made  without  a  proper  check  by  comparative 
cost  estimates.  Assuming,  for  instance,  that  a  concrete  storage 
building  is  required,  the  width  of  which  may  be  anywhere  from 
55  to  65  ft.  and  sufficient  in  length  to  give  a  certain  specified 
area  of  floor  space.  The  design  is  to  be  a  flat  slab  system,  and 
the  building  is  to  be  built  as  economically  as  possible.  The 
engineer  will  usually  make  a  design  for  a  flat  slab  system  with 
the  columns  spaced  at  distances  he  believes  will  show  economical 
results.  He  should  now  make  two  more  flat  slab  designs  with 
the  column  spacings  one  foot  more  and  one  foot  less  respectively. 
Comparative  costs  made  on  these  three  designs  will  show  him  the 
economical  standing  of  the  various  spacings  for  the  specified 
live  load,  and  if  it  does  not  show  him  definitely  which  spacing 
to  use  it  will  give  him  the  hint  as  to  which  extreme  of  column 
spacings  he  must  still  continue  to  design.  It  will  be  necessary 
to  make  typical  cross-section  designs  showing  the  column  spac- 
ings considered  and  then  calculate  the  comparative  costs  of  each 
design  for  a  length  of  building  equal  to  one  bay.  It  is  a  simple 
matter  to  calculate  the  number  of  bays  necessary  for  each  type 
of  cross-section  to  deliver  the  required  amount  of  building  floor 
space.  This  being  done  and  the  cost  of  one  bay  of  each  type  of 
building  being  already  calculated,  the  total  approximate  cost 
of  each  type  of  building  is  easily  found.  Adding  to  these  re- 
spective estimates  the  cost  of  closing  in  the  tw^o  extreme  ends  of 
the  building,  the  engineer  has  a  very  good  idea  of  the  compara- 
tive costs  of  the  designs  he  has  made. 
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Special  Problems. 

The  principal  elements  going  to  make  up  the  cost  of  a  con- 
crete building  have  been  briefly  touched  upon,  with  a  few  illus- 
trations of  the  methods  of  making  cost  comparisons.  It  is 
believed  the  designer  will  now  be  able  to  cope  with  special  prob- 
lems in  a  smaller  manner,  always  trying  to  make  actual  cost  com- 
parisons bear  out  his  decisions  whenever  it  is  possible  to  do  so. 

The  use  of  rods  y^,  jf  and  jf  in.  in  diameter  should  be 
discouraged,  as  it  is  difficult  to  obtain  these  sizes.  When  these 
unusual  sizes  appear  on  the  plans,  the  party  estimating  the  job 
is  likely  to  protect  himself  by  estimating  the  reinforcement  at 
an  increased  cost. 

Care  should  be  taken  to  so  design  the  roof  beams  that  the 
width  will  be  the  same  as  those  in  the  floor  below.  By  doing 
this  it  makes  it  possible  to  use  the  same  forms  for  the  roof  as 
were  used  for  the  floors,  the  only  change  necessary  being  made  on 
the  beam  bottoms,  which  will  be  raised  somewhat  to  form  a  beam 
of  less  depth. 

Effect  of  Local  Conditions  on  Cost. 

The  locality  of  the  job  in  hand  plays  an  important  part  in 
the  design  and  cost  of  the  work.  Cost  comparisons  should  not 
be  made  without  regard  to  this  special  consideration.  Low- 
priced  gravel  may  take  the  place  of  sand  and  crushed  stone. 
Cement  may  be  unusually  cheap  owing  to  very  low  freight 
rates.  Sand  may  be  procured  from  a  sand  bank  nearby  or  pos- 
sibly from  the  footing  excavation.  Crushed  stone  may  be  had 
from  a  crushing  plant  close  to  the  site  of  the  job  or  it  may  be 
excessively  high  in  cost.  Reinforcement  costs  may  be  extremely 
high  on  account  of  transportation.  Any  one  or  all  of  these  con- 
ditions would  influence  all  concrete  units.  These  local  conditions 
and  the  prices  should  be  studied  by  the  engineer  before  starting 
his  design.  If  he  does  not  do  so  his  cost  comparisons  may  not, 
after  all,  lead  to  the  correct  conclusions. 

It  was  found,  in  making  comparative  estimates  of  two  sys- 
tems of  floor  construction,  that  when  the  quantities  were  priced 
at  the  rates  prevailing  in  Buffalo  the  costs  of  the  two  designs  were 
about  the  same.     When  New  York  City  prices  were  applied  to 
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the  same  designs  a  saving  of  about  8  per  cent,  of  the  cost  was 
shown  in  favor  of  the  design  calHng  for  the  least  concrete  and 
the  most  reinforcement. 

Fluctuation  of  Unit  Costs. 

Unit  costs  of  labor  and  materials  for  all  classes  of  building 
construction  are  constantly  changing,  and  it  is  hardly  to  be 
expected  that  one  whose  business  is  not  entirely  estimating  be 
kept  well  informed  of  the  many  fluctuations.  However,  it  has 
been  shown  in  this  article  that  the  designer  does  have  to  use 
absolutely  accurate  unit  costs  in  order  to  determine  by  compara- 
tive estimates  the  relative  economic  standing  of  his  designs. 
A  review  of  the  market  conditions  from  time  to  time  in  a  general 
way  will  give  him  enough  information  to  revise  his  unit  costs  in 
order  that  his  comparisons  may  show  more  accurately  the  true 
status  of  his  work.  The  prices  tabulated  and  used  throughout 
this  paper,  as  before  mentioned,  are  much  higher  than  the 
prices  of  two  or  three  years  ago.  It  is  quite  possible  that  two 
years  hence  they  may  undergo  another  change,  equally  great, 
and  the  engineer  must  look  out  for  this  and  act  accordingly. 
Five  years  ago  the  ratio  of  cost  of  concrete,  forms,  and  steel  in 
a  building  was  roughly  2  :  2  :  i .  To-day  it  is  about  2:1  :  i  — 
that  is  to  say,  five  years  ago  the  total  cost  of  the  concrete  about 
equaled  the  cost  of  the  forms,  and  the  reinforcement  equaled 
about  one  half  of  the  cost  of  either.  To-day  the  cost  of  the 
concrete  in  a  building  is  slightly  less  than  twice  the  cost  of  the 
forms  and  the  reinforcement  is  about  equal  to  the  forms.  It 
is  quite  probable  that  five  years  from  now  the  ratio  may  be 
again  changed. 

Conclusion. 

In  this  paper  many  designs  might  have  been  made  and  the 
comparative  cost  of  each  design  calculated.  Building  layouts 
might  have  been  discussed  at  length  with  a  view  to  economy  of 
construction.  Economical  column  spacings  for  flat  slab  designs 
for  various  live  loads  could  have  been  worked  out.  However, 
with  the  engineer  governed  largely  by  specific  conditions,  build- 
ing laws,  fiber  stresses,  etc.,  it  would  be  difificult  indeed  to  cover 
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the  subject,  even  in  a  general  way,  in  a  paper  many  times  the 
size  of  this  one.  Therefore,  it  was  thought  best  to  give  most  of 
the  space  to  methods  of  estimating  the  comparative  costs  of  the 
principal  members  which  go  to  make  up  a  concrete  building, 
and  not  deal  specifically  with  the  layout  of  the  building.  Again, 
mention  is  made  of  the  fact  that  the  designs  and  quantities  used 
here  to  illustrate  the  methods  of  comparative  cost  estimating 
are  in  no  way  to  be  viewed  from  an  engineering  standpoint. 
These  examples  are  intended  to  be  of  value  only  in  so  far  as  they 
serve  for  illustrative  purposes,  and  must  not  be  considered  as 
solutions  to  engineering  problems.  It  is  not  within  the  scope  of 
this  paper  to  lay  down  rules  for  concrete  design,  but  rather  define 
and  illustrate  principles  by  which  the  accepted  rules  may  be 
economically  applied.  If  the  engineer  has  in  hand  the  applica- 
tion of  these  principles  he  can  solve  the  question  of  economy  in 
his  layout  for  himself. 

In  writing  this  paper,  it  is  not  intended  to  try  to  make 
building  estimators  of  all  designers  of  concrete  buildings.  It 
is,  however,  hoped  that  it  will  arouse  the  interest  of  the  designer 
to  a  keener  desire  to  know  the  cost  of  his  designs,  and  to  promote 
the  practice  of  comparative  cost  estimating  among  designing 
engineers.  Such  practice,  if  conscientiously  followed,  will  be 
extremely  helpful  in  enabling  the  designer  to  choose  wisely,  and 
at  the  same  time  imbue  him  with  a  new  confidence  that  his  work 
really  contains  the  most  economical  methods  to  achieve  his 
purposes.  He  will  get  a  new  perspective  of  his  work  and  develop 
to  a  greater  degree  the  capacity  for  thinking  in  dollars  and  cents 
as  well  as  in  stresses  and  strains.  His  work  will  become  more 
interesting  and  his  services  of  more  value.  It  was  with  this  in 
view  that  this  paper  was  conceived,  and  the  effort  will  be  well 
worth  while  if  this  purpose  has,  even  in  a  small  way,  been 
accomplished. 
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SEWER   PIPE   JOINTS. 

By  J.  Leslie  Woodfall,  Edwin  H.  Rogers,  Henry  A.  Varney,  Lewis  M. 
Hastings,  Bertram  Brewer,  Frank  A.  Marston  • 

AND  Geo.  a.  Carpenter. 

(Topical  Discussion  presented  before  the  Sanitary  Section,  January  2,  1918.) 

J.  Leslie  Woodfall.* — -The  question  of  making  satis- 
factory joints  in  sewer  pipe  is  one  which  has  given  engineers 
considerable  trouble,  and  one  which  has  been  a  subject  of  ex- 
periment for  a  great  many  years. 

This  subject  may  be  divided  under  two  headings:  first,  the 
form  of  the  pipe  or  joint;  and,  second,  the  material  to  be  used 
in  making  the  joint. 

Cement  pipe  is  manufactured  with  two  forms  for  the  joint. 
In  the  first,  the  ends  of  the  pipe  are  beveled  for  a  short  dis- 
tance, so  that  the  end  of  one  pipe  can  be  forced  or  placed  in  the 
end  of  the  other.  The  second  is  the  regular  bell  and  spigot  pipe. 

Vitrified  pipe  is  also  made  in  two  forms,  viz.,  ring  pipe  and 
bell  and  spigot  pipe. 

In  the  early  nineties  dissatisfaction  among  engineers  on 
account  of  the  small  space  allowed  for  making  the  joint  resulted 
in  the  manufacture  of  the  so-called  deep  and  wide  socket  pipe. 
I  believe  this  pipe  was  first  manufactured  by  the  Portland  Stone- 
ware Company,  from  drawings  furnished  them  by  M.  M.  Tidd, 
civil  engineer,  of  Boston. 

*  Civil  and  Sanitary  Engineer,  15  Court  Square,  Boston,  Mass. 
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This  form  of  bell  was  soon  made  by  all  of  the  manufacturers, 
but  for  reasons  of  cost  a  compromise  bell  was  adopted  which 
is  now  manufactured  under  the  name  of  Standard  Pipe. 

During  the  last  few  years  some  of  the  manufacturers  have 
adopted  the  making  of  the  deep  and  wide  socket  pipe  exclusively, 
and  the  tendency  appears  to  be  towards  this  size  of  bell. 

'    Method  of  Making  the  Joint. 

Joints  in  sewer  pipe,  until  recent  years,  have  been  made 
mostly  with  cement.  I  have  been  informed  that  in  England 
well-puddled  clay  was  used  to  a  considerable  extent;  also  the 
so-called  Stanford  joint.  This  latter  joint,  I  believe,  was  pat- 
ented and  was  never  extensively  used  in  this  country.  It  was 
made  by  filling  the  inside  of  the  bell  with  a  hot  mixture  similar 
to  asphalt.  The  outside  of  the  spigot  was  then  chipped  so  as 
to  allow  it  to  be  covered  for  a  short  distance  with  this  same 
mixture.  Molds,  made  so  as  to  give  a  beveled  surface,  were 
used  for  pouring  the  material,  and  the  pipes  were  forced  together, 
thus  making  a  tight  joint.  I  understand  some  pipe  was  manu- 
factured with  the  spigot  end  made  so  as  to  avoid  the  chipping. 

Cement  Mortar  Joints. 

Different  methods  of  making  cement  joints  are:  first,  by 
the  use  of  cement  mortar  alone;  second,  by  calking  a  gasket, 
either  dry  or  soaked  in  liquid  cement,  into  the  bell  and  then 
filling  the  bell  with  cement;  third,  by  placing  the  cement  in  the 
joint  and  then  calking  the  gasket  in,  thus  forcing  the  cement 
into  the  bell;  and  fourth,  by  the  use  of  cement  alone,  forcing  it 
thoroughly  into  the  joint  with  a  calking  iron  and  covering  the 
joint  with  cheesecloth  for  the  purpose  of  holding  the  cement  in 
place.  In  this  latter  joint  small  wooden  blocks  are  imbedded 
in  the  cement  of  the  bell  for  the  purpose  of  centering  the  pipe. 

An  additional  precaution  to  make  the  joints  tight  was  used 
at  Maiden.  This  consisted  in  the  use  of  a  small  wooden  box 
having  the  sides  cut  to  the  radius  of  the  outside  of  the  pipe, 
which  w^as  placed  at  the  joint  and  filled  with  cement  mortar  up 
to  the  middle  of  the  sewer  pipe.  I  used  this  method  a  number 
of  years  ago,  but  it  did  not  prove  entirely  satisfactory. 
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Poured  Joints. 

Under  this  head  may  be  included  all  of  the  methods  of 
pouring  the  joints  with  hot  mixtures.  These  mixtures  are  of 
two  distinct  classes,  viz.,  that  known  variously  as  G— K,  Jointite, 
etc.,  and  that  composed  of  sulphur  and  sand. 

For  making  any  of  these  joints,  deep  and  wide  socket  pipe 
should  be  used.  A  gasket  is  first  calked  into  the  bell  in  a  thor- 
ough manner,  to  prevent  the  material  from  running  into  the 
pipe.  A  gasket  is  then  clamped  around  the  pipe  and  the  hot 
material  poured  in  the  same  manner  as  in  making  water  pipe 
joints. 

Water  must  be  kept  out  of  the  bell  while  the  sulphur  and 
sand  joint  is  being  poured.  It  is  claimed  that  with  G-K,  or 
Jointite,  this  is  not  necessary,  but  from  such  information  as  I 
have  obtained  I  judge  it  is  difficult  to  make  a  good  joint  under 
water.  The  sulphur  and  sand  joint  becomes  hard  at  once,  but 
it  is  so  rigid  that  the  pipe  will  break  if  any  settlement  takes  place. 
The  G-K  or  Jointite  compounds  do  not  harden  so  quickly  and 
have  enough  elasticity  to  take  care  of  any  slight  settlement  of 
the  pipe. 

In  my  experience  covering  thirty  years,  I  have  seen  three 
small  cases  of  broken  sewer  pipe.  In  one  case  the  joint  was 
made  with  cement  while  in  the  other  cases  sulphur  and  sand 
was  used. 

Careful  levels  indicated  that  the  breaks  were  not  caused 
by  a  settlement  of  the  pipe. 

Among  the  reasons  for  building  sewers  as  nearly  water-tight 
as  possible  are  the  following: 

First,  to  avoid  increasing  the  size  of  the  sewers  to  provide 
for  an  extreme  leakage;  second,  to  prevent  the  pumping  of  an 
unnecessary  amount  of  ground  water;  third,  to  prevent  the 
treatment  of  an  increased  amount  of  sewage  caused  by  the  leak- 
age of  ground  water  into  the  sewers;  and  fourth,  to  prevent  the 
entrance  of  tree  roots  in  the  sewers  through  imperfectly  made 
joints. 

In  order  to  give  an  idea  as  to  the  relative  merits  of  the 
different  methods  of  making  joints  in  sewer  pipes,  as  herein 
described,  I  will  give  a  record  of  the  leakage  in  four  towns  in 
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which  we  measured  the  leakage  immediately  after  we  had  built 
the  sewers. 

Easthamptox,  Mass.,  tx  1893, 

The  joints  were  first  calked  with  oakum  which  had  been 
soaked  in  liquid  cement  and  then  filled  with  cement  mortar. 
The  leakage  in  about  ij  miles  was  at  the  rate  of  55  000  gals,  per 
mile  per  24  hrs. 

Andover,  Mass.,  ix  1898. 

The  joints  were  made  with  cement  mortar,  which  was  first 
placed  in  the  bottom  of  the  bell  of  the  pipe.  Two  small  wooden 
blocks  were  then  placed  in  the  cement  for  the  purpose  of  center- 
ing; the  spigot  of  the  next  pipe  placed  in  position,  and  the 
remainder  of  the  joint  filled  with  cement  mortar  calked  with 
a  calking  iron,  and  the  whole  surrounded  with  cheesecloth. 
The  leakage  in  5.48  miles  was  at  the  rate  of  5  912  gals,  per  mile 
per  24  hrs. 

Amesbury,  Mass.,  ix  1912. 

The  joints  were  made  with  sulphur  and  sand.  The  leakage 
in  3I  miles  was  at  the  rate  of  9  700  gals,  per  mile  per  24  hrs. 

Lexixgtox,  Mass.,  ix  1915-1916. 

The  joints  in  the  vitrified  sewer  pipe  were  made  with  sul- 
phur and  sand,  and  in  the  iron  pipe  with  lead.  Measurements 
were  made  at  tAvo  points:  first,  at  the  connection  of  the  outlet 
sewer  with  the  Metropolitan  sewer,  and  second,  at  the  upper 
end,  of  the  outlet  sewer. 

The  outlet  sewer  is  a  little  over  2.6  miles  in  length,  of  which 
a  little  over  one  half  mile  is  vitrified  pipe  and  the  remainder  is 
iron  pipe.  The  length  of  sewers  above  the  upper  end  of  the 
outlet  sewer  is  a  little  over  3.9  miles,  and  the  joints  were  made 
with  sulphur  and  sand.  The  leakage  into  the  entire  system  of 
6.56  miles  as  measured  at  the  Metropolitan  sewer  was  at  the 
rate  of  674  gals,  per  mile  per  24  hrs.,  and  for  the  3.9  miles  of 
the  system  above  the  upper  end  of  the  outlet  sewer  at  the  rate 
of  71  gals,  per  mile  per  24  hrs. 
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Taking  everything  into  consideration,  my  conclusioHS  are 
that  a  nearer  water-tight  joint  can  be  secured  by  pouring. 

Edwin  H.  Rogers.*  —  The  city  of  Newton,  Mass.,  has  a 
separate  sewerage  system,  and  for  the  past  eleven  and  one-half 
years  a  sulphur  and  sand  compound  has  been  used  exclusively  as 
a  jointing  material  for  its  vitrified  pipe,  sanitary  sewers,  and 
house  connections,  and  for  a  limited  amount  of  surface  drains. 

From  June,  1906,  to  January,  1918,  28|  miles  of  vitrified  pipe 
sanitary  sewers  and  31 1  miles  of  vitrified  pipe  house  connections 
have  been  laid  with  this  compound  of  sulphur  and  sand.  The 
total  mileage  of  vitrified  pipe  sanitary  sewers  is  now  118  miles, 
thus  making  24  per  cent,  the  proportion  with  the  sulphur  com- 
pound; and  the  total  mileage  of  house  connections  is  now  98^ 
miles,  thus  making  32  per  cent,  of  the  house  connections  laid 
with  this  material. 

The  size  of  the  pipe  sewers  so  jointed  varies  from  8  ins.  to 
20  ins.,  but  89  per  cent,  of  these  sewers  are  8-in.  laterals.  The 
house  connections  are  5  ins.  with  a  few  cases  of  6  ins. 

The  method  of  making  the  joints  in  the  pipes  is  similar  to 
the  pouring  of  lead  joints  in  water  mains.  After  fitting  any 
two  pipes  closely  together,  the  joint  is  calked  with  jute  oakum, 
usually  about  |  in.  to  i  in.  in  depth,  but  only  sufficient  to  prevent 
the  jointing  material  from  running  into  the  interior  of  the  pipe. 
A  pipe  jointer  is  then  placed  around  the  outside  of  the  spigot 
end  of  one  pipe  close  against  the  bell  of  the  adjacent  pipe,  leav- 
ing a  triangular  opening  on  top  of  the  pipe  through  which  the 
joint  is  poured  full  with  the  moulton  mixture  of  sulphur  and 
sand.  A  ladle  large  enough  to  hold  sufficient  material  to  pour 
the  joint  completely  full  at  one  operation  should  be  used,  and 
sufficient  time  given  for  the  sulphur  and  sand  compound  to 
harden  before  removing  the  pipe  jointer.  After  removing  the 
jointer,  the  exposed  surface  of  the  sulphur  and  sand  mixture  is. 
painted  with  hot  roofing  pitch  to  close  up  any  possible  voids  or 
slight  temperature  cracks.  It  may  be  questioned  if  this  prac- 
tice is  an  absolute  necessity,  but  the  cost  per  joint  is  but  slight, 
only  about  half  a  cent  per  joint,  and  is  an  added  precaution  for 
water  tightness.     The  Tee  branches  provided  for  future  house 

*  City  Engineer,  Newton,  Mass. 
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connections  are  closed  with  a  stopper  held  in  place  by  roofing 
pitch,  so  as  to  be  readily  removed  when  necessary  to  make  a 
connection  with  a  house  connection. 

The  sulphur  and  sand  are  mixed  in  equal  parts  b\'  measure 
and  melted  together  in  an  iron  pot  held  in  an  iron  frame  and 
suspended  over  a  fire  of  waste  wood.  Gasoline  furnaces  were 
previously  used,  but  owing  to  the  increased  cost  of  gasoline  the 
mixture  is  now  heated  by  waste  wood  which  is  almost  always 
to  be  found  on  a  piece  of  sewer  work.  When  gasoline  was  used 
for  fuel  for  melting  it  required  about  .07  of  a  gallon  of  gasoline 
per  joint. 

The  correct  temperature  to  which  the  compound  should  be 
heated  for  use  averages  260°  F.  The  use  of  a  thermometer  is 
unnecessary  after  the  workmen  become  accustomed  to  handling 
the  mixture,  as  the  correct  temperature  is  easily  ascertained  by 
inspection.  If  it  is  too  cold,  it  will  not  flow'  properly,  and  if 
too  hot  the  tendency  is  to  foam  in  the  kettle.  The  use  of  the 
compound  does  not  involve  any  waste  material,  for  that  which 
is  left  unused  in  the  kettle  is  melted  the  next  time  it  is  wanted 
and  fresh  material  added,  together  with  any  fragments  left  from 
defective  joints  from  leakage  around  the  jointer  in  pouring  the 
joints. 

The  sulphur  is  powdered  sulphur  of  commercial  quality, 
bought  by  the  barrel.  The  sand  is  a  very  fine  quicksand,  which 
is  obtained  from  a  pit  on  the  city  of  Newton  water- works  reser- 
vation in  the  town  of  Needham.  A  great  deal  of  the  success  of 
this  type  of  joint  depends  on  the  fineness  of  the  sand.  Tests 
of  the  sand  in  use  indicate  that  90  per  cent,  will  pass  a  sieve  hav- 
ing 100  meshes  per  linear  inch  and  50  per  cent,  will  pass  a  sieve 
having  200  meshes  per  linear  inch.  The  pitch  is  ordinary  roof- 
ing pitch.  The  jute  is  the  usual  type  of  tarred  jute  oakum.  The 
pipe  used  is  invariably  deep  and  wide  socket,  as  the  annular 
space  between  the  bell  and  spigot  in  standard  pipe  is  considered 
too  narrow  for  the  best  work. 

The  cost  of  sulphur  varies  from  2\  cents  per  pound  in  1907, 
to  3  cents  per  pound  in  1910,  and  4.35  cents  per  pound  in  191 7. 
The  sand  is  charged  to  each  piece  of  work  at  the  rate  of  $1  per 
barrel  of  250  pounds  or  0.4  cents  per  pound.     The  cost  of  the 
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jute  varies  from  5^  cents  per  pound  in  1918  to  8|  cents  and  10 
cents  per  pound  in  191 7.  The  cost  of  the  pitch  varies  from  i 
cent  per  pound  in  1908  to  1.3  cent  per  pound  in  191 7. 

The  quantities  of  material  per  joint  required  for  8-in.  pipe 
are  about  as  follows:  sulphur,  i|  lbs.,  sand,  i|  lbs.;  jute  |  lb.; 
pitch,  0.4  lb.  For  5-in.  pipe  the  quantity  of  sulphur  is  about 
nine-tenths  pound,  and  other  materials  in  proportion.  On  the 
basis  of  present-day  prices,  the  cost  of  materials  for  an  8-in. 
joint  would  be  from  11  cents  to  12  cents,  but  until  recently  the 
cost  has  been  considerably  less. 

In  1907  a  careful  comparison  was  made  of  the  cost  of  laying 
an  8-in.  pipe  sewer  of  38  cement  joints  with  an  8-in.  sewer  having 
31  sulphur  and  sand  joints.  This  test,  which  included  the  labor 
and  materials  for  laying  the  pipe  in  both  instances,  showed  a 
cost  of  26.5  cents  per  joint  and  23.8  cents  respectively,  or  that 
the  sulphur  and  sand  joint  cost  90  per  cent,  of  the  cement  joint. 

The  advantages  of  the  sulphur  and  sand  joint  appear  to 
be  many,  and  the  following  may  be  taken  as  the  principal  reasons 
for  its  use.  When  properly  made,  it  is  practically  proof  against 
leakage  or  infiltration  and  is  entirely  resistant  to  tree  roots,  while 
at  the  same  time  is  not  complicated  and  is  readily  executed. 
There  appears  to  be  no  material  difference  between  the  cost  of 
sulphur  and  sand  joints  and  cement  joints,  and  whatever  differ- 
ence there  may  be  is  a  small  percentage  of  the  cost  of  the  sewers. 
In  laying  pipe  up  to  8  in.  in  diameter  inclusive,  three  lengths  of 
3-ft.  pipe  can  usually  be  jointed  on  the  bank,  where  a  perfect 
joint  can  be  made  with  great  ease  and  then  lowered  into  the 
trench,  and,  in  the  case  of  lO-in.  or  12-in.  pipe,  two  3-ft.  lengths 
can  be  so  joined,  whereas  with  cement  joints  the  practice  is  to 
make  every  joint  in  the  ditch.  In  other  words,  with  the  sulphur 
and  sand  joints  in  the  smaller  sizes  of  pipe,  only  33  per  cent., 
and  in  the  medium  sizes  50  per  cent.,  are  diflficult  of  inspection, 
as  against  100  per  cent,  with  cement  joints.  It  requires  excel- 
lent workmanship  and  vigilant  inspection  to  make  sure  that 
cement  joints  are  properly  made,  particularly  at  the  invert  of 
the  pipe,  whereas  the  sulphur  compound  tends  to  run  around  the 
bottom  of  the  pipe  and  make  the  joint  most  secure  at  this  point. 
No  difficulty  is  experienced  in  cold  weather  by  the  use  of  the 
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compound.  In  extreme  weather  and  when  the  pipe  is  cold,  it  is 
easily  heated  by  putting  a  string  of  tarred  jute  around  the  pipe 
at  the  joint  and  setting  it  on  fire,  thus  heating  the  pipe  sufficiently 
so  that  there  is  no  difficulty  in  running  the  joint.  After  the 
joint  is  made,  freezing  weather  will  not  hurt  the  sulphur  com- 
pound, whereas  cement  joints  should  be  protected  from  frost 
until  the  mortar  is  set.  The  time  of  setting  of  the  sulphur 
compound  is  inconsiderable,  for  it  is  hard  as  soon  as  it  is  reason- 
ably cool,  whereas  cement  joints  require  a  considerable  period 
to  harden. 

Sulphur  and  sand  joints  are  not  flexible,  but  this  is  true  of 
cement  joints,  and  where  there  is  a  good  foundation,  non- 
flexibility  in  the  sewer  is  no  detriment  in  its  construction.  The 
sewer  is  usually  placed  at  the  lowest  level  of  any  of  the  struc- 
tures in  a  street,  and  when  it  is  laid  in  any  material  that  pro- 
vides a  good  foundation  and  is  not  susceptibile  to  settlement, 
there  appears  to  be  no  disadvantages  in  a  rigid  joint,  and  in 
fact  the  rigid  joint  will  frequently  assist  in  maintaining  the  grade 
and  alignment  of  the  sewer. 

The  soil  in  Newton  through  which  the  sewers  are  laid  is 
mostly  hard  pan,  gravel,  sand  or  ledge,  there  being  but  little 
subsoil  of  peat  or  of  filling.  The  sewers  are  under  constant 
inspection,  and  breakages  are  of  very  infrequent  occurrence, 
there  having  been  but  tu'o  or  three  breaks  in  the  60  miles  of 
pipe  jointed  with  the  sulphur  compound  since  its  use  was  adopted 
from  settlement  of  the  foundation  of  a  sewer  or  house  connec- 
tion. 

Trouble  is  frequently  encountered  from  tree  roots  on  nearly 
all  of  our  sewers  which  are  laid  with  cement  joints  in  which 
there  are  trees  along  the  side  of  the  street,  and  the  same  is  true  of 
the  older  house  connections  laid  with  cement  joints  with  trees  in 
the  near  proximity.  We  have  had  absolutely  no  trouble  from 
the  growth  of  tree  roots  in  sewers  or  house  connections  laid  with 
sulphur  and  sand  joints. 

The  sewage  in  Newton  is  largely  from  dwelling-houses,  but 
no  difficulty  has  been  experienced  with  deterioration  of  joints 
from  sewage  from  any  of  the  comparatively  few  mills  or  fac- 
tories, the  sulphur  ^nd  sand  compound'  only  being  afTected  by 


SEWER  PIPE  JOINTS.  89 

chemicals  which  are  most  rarely  found  in  the  trade  wastes  from 
manufacturing  establishments  and  not  at  all  in  dwelling-house 
sewage. 

The  writer  is  indebted  to  Mr.  James  A.  Darling,  superin- 
tendent of  sew^er  construction  of  the  street  department  of  Newton, 
for  much  of  the  cost  data  and  information  as  to  breakages,  etc., 
in  this  article. 

Henry  A.  Varney.*  —  Brookline  has  tried  many  different 
materials  for  sewer  pipe  joints,  but  as  yet  has  found  nothing 
that  is  entirely  satisfactory. 

For  many  years  Roslindale  cement  mortar  was  used,  and  no 
great  care  taken  in  forming  the  joint,  which  resulted  in  much 
trouble  from  tree  roots,  and  a  large  amount  of  leakage  in  wet 
ground. 

Later  on,  Portland  cement  was  substituted  for  the  natural 
cement,  and  the  pipe  centered  withajute  gasket.  But  with  every 
precaution  we  were  able  to  enforce,  such  as  the  use  of  rubber 
gloves  in  applying  the  mortar  and  deferring  the  heavy  backfilling 
until  the  cement  had  thoroughly  set,  the  results  were  not  at  all 
satisfactory.  In  one  case  where  there  was  a  large  amount  of 
ground  water,  we  constructed  wooden  boxes  to  fit  the  lower  half 
of  the  pipe  and  long  enough  to  extend  each  side  of  the  bell. 
These  were  set  to  the  proper  grade,  then  filled  with  rich  mortar, 
so  there  could  be  no  question  but  that  each  joint  was  thoroughly 
bedded  and  protected.  With  all  these  precautions,  there  was 
considerable  leakage.  In  another  instance  we  encased  the  entire 
pipe  in  6  in.  of  concrete,  but  with  no  better  results. 

We  then  tried  the  sulphur  and  sand  joint  similar  to  that 
used  in  Newton.  By  this  method  we  greatly  reduced  the  amount 
of  leakage,  but  we  were  apprehensive  that  such  a  rigid  joint  as 
this  material  makes  from  the  moment  it  is  poured  would  result 
in  cracks  in  the  bells  or  the  pipe  itself,  for  it  is  difficult  to  bed 
several  lengths  of  pipe  so  as  to  prevent  all  possibility  of  move- 
ment when  the  backfilling  and  puddling  is  completed. 

We  next  experimented  with  various  bituminous  compounds, 
and  in  1909  used  a  mixture  of  asphalt  and  sand  in  laying  a  30-in. 
sewer.     This  gave  so  much  better  results  than  anything  we  had 

*  Town  Engineer,  Brookline,  Mass. 


TABLE   I. 
Data  Relating  to  Sewer  Pipe  Joints. 


City  or  Town. 


Material  Used. 


How 
Long 
Used. 


Why  Is  This 
Material  Used. 


Work  Done 
by  City  or 
Contract. 


Other  Material  Used* 


Boston 
Brockton 

Brookline 

Cambridge 
Concord,  N.  H. 
Haverhill 

Lawrence 
Lynn 

Maiden 
Melrose 


Cement  mortar     30  yrs.  j  No  better  for  all 

purposes 


Portland  cement 


Both  None 

25  yrs.  ;  Think  it  the  best         City         G-K  compound 


Asphaltic  10  yrs.  |  Gives  best  results 

compound       , 


Cement  mortar 
Cement  mortar 
Cement  mortar 

Cement  mortar 


28  yrs. 

25  yrs. 

Many 
yrs. 

Always 


Considered 
practical 

Makes 
Effective  joint 

To  prevent 
entrance  ground 
water  and  tree 
roots 


Contract 

City 
City 
City 

City 


Cement  mortar    40  yrs.     Aiost  convenient         City 


Cement  mortar 


Cement  and 
G-K  compound 


26  vrs.  I  Considered  best 


New  Bedford        '  Cement  mortar 


Newton 


Sulphur  and 
sand 


G-K 
past 
2  yrs. 

Many 
yrs. 

II  yrs. 


On  account  of 

wet  trenches  and 

tree  roots 

For  convenience 
and  economy 

Permanent  water- 
tight and  resist- 
ant to  roots 


Both 
City 

City 
Both 


Cement, 
Sulphur  and  sand 
G-K  compound 

Bituminous 
filler 

Roman  cement 
None 

None 
None 

G-K  compound 


G-K  compound 


Cement  mortar 

and  bituminous 

compound 


Pawtucket 

Cement  mortar 

20  yrs. 

Most  satisfactory 

Both 

None 

Worcester 

Cement  mortar 
cloth-wrapped 

20  yrs. 

Because  it  has 
given  good  results 

City 

None 

Metcalf  &  Eddy 

G-K  compound 

5  yfs. 

A  poured  joint 
considered  best 

Contract 

Sulphur  and  sand 

TABLE  I .  —  Continued. 
Data  Relating  to  Sewer  Pipe  Joints. 


Have  you 

Had  Trouble 

From  Tree 

Roots? 

Does  Present 

Type  Prevent 

Roots? 

Does  it  Make 

Water-Tight 

Joints? 

What  Material 
Used  in  House 
Connections. 

Remarks. 

Yes 

No 

No,"  except  with 
extreme  care 

I 
Cement  mortar  'Experiment  under  way  with 
special  material. 

Yes       ■ 

No 

Yes 

Portland  cement 

Iron  pipe  with  lead  joints 
used  where  roots  give 
trouble. 

Yes 

Yes 

When  carefully 
used 

No  regulations 

House  connections  laid  by 
private  contractors. 

Some 

Yes.  if  care- 
fully made 

Yes 

Cement  mortar 

Yes 

Yes 

Yes,  when  well 
made 

Cement  mortar 

Yes 

Yes,  if  done 
properly 

Yes 

Cement  mortar 

Yes 

No 

No 

Combined  system  of  drain- 
age. 

Yes 

No 

Nearly 

Cement  mortar    Iron    pipe    with    lead    joint 
used  where  tree  roots  give 

trouble. 

1 

Yes 

Yes,  if  made 
properly 

Yes,  if  made 
properly 

Cement  mortar 

Yes 

Yes 

Yes 

Any 

Troubled  with  tree  roots  in 
house  connections  and 
some  main  sewers. 

No 

No 

Cement  mortar 

No 

Yes 

Yes 

Sulphur  and 
sand 

Very  little 

Not  entirely 

Not  entirely 

Cement  mortar  , Quality    of     work    depends 
upon  inspectors. 

No 

Yes 

Fairly 

Cement  mortar 

No 

Yes 

Fairly  so 

C-K  compound 
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previously  tried  that  we  continued  its  use,  and  up  to  the  present 
time  have  found  nothing  that  is  more  satisfactory,  considering 
the  ease  of  manipulation,  cost,  etc.  The  method  of  making  a 
joint  with  this  material  is  similar  to  that  used  for  lead  joints, 
except  that  the  material  does  not  have  to  be  calked.  It  also 
required  very  little  heat  to  bring  the  compound  to  the  proper 
consistency,  a  small  wood  fire  being  all  that  is  necessary.  We 
take  the  precaution  to  fill  the  angle  between  the  bell  and  the 
barrel  of  the  adjacent  pipe  with  cement  mortar,  but  do  not 
think  this  is  absolutely  necessary,  especially  in  the  smaller  sizes 
of  pipe. 

We  have  recently  inspected  some  of  the  first  work  done  with 
this  material  and  have  found  the  joints  in  perfect  condition, 
and  could  see  no  change  in  the  consistency  of  the  compound 
itself. 

In  Table  i  are   tabulated  the  results  of  an  inquiry  as   to 
methods  used  in  other  communities. 

L.  M.  Hastings.*  —  In  Cambridge,  experience  has  shown 
that  the  larger-sized  sewer  pipes  are  not  adapted  to  the  condi- 
tions as  to  foundation,  load,  etc.,  which  obtain  there,  without 
danger  of  fracture  of  the  pipe.  For  some  years  now,  it  has  been 
the  practice  to  confine  the  use  of  vitrified  sewer  pipe  to  sizes  of 
fifteen  inches  in  diameter  and  under.  Diameters  larger  than 
fifteen  inches  are  made  of  concrete,  brick,  or  a  combination  of 
the  two  materials.  Sometimes  the  invert  of  the  sewer  is  made 
by  casting  the  same  in  the  trench  in  prepared  forms.  This 
makes  an  excellent  base  without  joints  and  is  sometimes  quite 
inexpensive  in  construction,  as  sand  and  gravel  found  in  the 
trench,  if  suitable,  can  be  used. 

One  disadvantage  of  this  type  is  the  time  required  to  allow 
the  concrete  to  set  before  the  forms  are  removed  and  the  arch 
placed,  thus  delaying  the  trench  backfill.  In  some  recent 
work  with  a  heavy  cut,  a  pre-cast  invert  was  used  with  very 
satisfactory  results.  A  section  of  two  sizes  of  this  sewer  is 
shown  in  Fig.  i.  The  inverts  are  cast  in  lengths  of  two  feet, 
and  the  arch  pieces  in  lengths  of  three  feet.  The  end  joints  are 
made  up  by  plastering  the  ends  with  rich  mortar  placing  a  gasket 

*  City  Engineer,  Cambridge,  Mass. 
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of  hemp  near  the  outer  edge  and  squeezing  them  together  by 
sliding  them  on  the  plank  mud  sills  which  have  been  carefully 
set  at  the  proper  sub-grade.  All  joints  are  pointed  inside 
and  out  after  the  pieces  have  been  set.  Very  little  time  is  lost 
in  constructing  the  sewer  by  this  plan,  as  the  trenching  work  can 
be  carried  on  almost  continuously.  The  concrete  sections  are 
made  by  the  regular  sewer  men  at  the  yard,  so  that  they  cost 
but  little  more  than  the  cost  of  stock  and  transportation. 

Our  practice  in  making  up  the  joints  in  8,  lO,  12  and  15  in. 
pipes,  is  to  use  Portland  cement  mortar  and  use  the  fingers  and 
trowel  in  filling  the  joint  and  forming  the  collar  outside.     Warren 


Fig.  I. 


E"a8"  ^''^' 

City  of  Cambridge.     Concrete  Sewer  Sections. 


Bros.'  bituminous  joint  compound  was  used  several  years  ago, 
but  the  city  men,  accustomed  to  the  use  of  cement,  preferred 
that,  and  so  the  superintendent  of  sewers  thought  that  there  was 
not  advantage  enough  in  the  Warren  Bros.'  compound  to  warrant 
a  change.  Such  trouble  as  we  have  has  been  caused  almost 
invariably  by  careless  work  in  making  up  joints  of  the  main 
city  sewer,  or  the  connecting  house  drains.  It  must  be  re- 
membered that  a  prolific  source  of  stoppages,  roots  and  leakage 
in  public  sewers  is  broken  and  defective  house  connections, 
which  no  amount  of  care  or  expense  in  the  city  construction  will 
eliminate.  -  - 
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Personally,  I  believe  that  the  cement  joint  —  unless  an 
expert  is  employed  on  the  work  —  is  likely  to  give  as  good  re- 
sults as  any.  Its  simplicity,  ease  of  handling  the  material  and 
detecting  imperfections,  and  its  common  use  by  masons  and 
other  workmen,  are  strong  points  in  its  favor.  I  believe,  however, 
that  the  poured  grout  is  the  best  way  in  which  to  use  it  and  get 
a  full  joint.  With  the  poured  joint,  liability  of  having  an  im- 
perfect joint  on  the  bottom  side  of  the  pipe  is  reduced  to  a  mini- 
mum and  must  be  the  result  of  gross  carelessness,  as  the  bottom 
part  should  be  best  part  of  the  joint  by  this  method.  The  pipes 
are  first  lined  up  and  centered,  and  a  strand  of  oakum  lightly 
driven  into  the  joint,  and  then  the  joint  is  poured.  Various 
devices  have  been  suggested  for  holding  the  cement  grout  in 
place  when  poured.  A  \^ery  simple  and  inexpensive  one  is  a 
sort  of  band  or  collar  made  of  paper  fabric  about  two  and  one 
half  inches  wide,  one  edge  of  which  is  attached  to  the  bell  of  one 
pipe  and  the  other  edge  is  attached  to  the  body  of  the  next  pipe, 
by  cords  passing  around  the  pipe  and  firmly  binding  the  collar 
to  it.  The  grout  is  then  poured  into  the  joint  space  through  a 
hole  in  the  collar  until  it  is  entirely  full.  The  collar  can  be  left 
in  place,  as  the  expense  of  the  collar  is  very  small. 

Bertram  Brp:\ver.*  —  The  Waltham  sewer  system  con- 
sists uniformly  of  sanitary  sewers.  It  is  46.5  miles  in  extent, 
with  44.7  miles  of  vitrified  clay  pipe.  This  pipe  is  of  all  sizes 
up  to  twenty-four  inches  in  diameter.  Seventy  per  cent,  of 
the  sewers  was  laid  by  contract  before  Portland  cement  was 
known,  and  natural  cement  mortar  was  used  for  jointing  in  the 
proportion  of  one  part  of  cement  to  two  of  sand.  A  jute  gasket 
was  calked  into  the  joint  before  applying  the  mortar.  Under- 
drains  were  constructed  to  a  great  extent  in  wet  trenches,  and 
care  was  exercised  to  secure  water-tight  sewers.  Considering 
the  hurried  manner  in  which  the  work  was  prosecuted  and  the 
lack  of  skill  of  both  the  pipe  layers  and  inspectors,  the  results 
were  very  good.  Measurements  of  the  Waltham  sewerage, 
taken  by  the  Metropolitan  Sewerage  Board,  show  that  Waltham 
sewers  are  about  as  free  from  ground  water  as  those  of  any  other 
municipality  in  the  district.     As  soon  as  the  original  contract 

*  City  Engineer  and  Superintendent  of  Water  Works  and  Sewers,  Waltham,  Mas?. 
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was  completed,  the  city  laid  many  of  the  connections  by  day  work. 
These  also  were  hurriedly  laid  and  not  enough  care  was  taken 
in  the  jointing. 

Two  difficulties  with  this  early  construction  soon  developed. 
First,  the  jute  gasket  has  proved  more  of  a  nuisance  than  a  help, 
because  in  a  great  many  cases  it  was  not  properly  calked  into 
place.  After  the  contract  was  completed  there  was  hardly  a 
section  of  sewer  which  did  not  show  on  examination  either  a 
string  or  a  loop  of  jute  protruding  into  it.  The  second  difficulty 
had  to  do  with  tree  roots.  Probably  no  one  could  tell  a  bigger 
story  of  the  length  and  size  of  tree  roots  taken  from  the  sewers 
than  the  Waltham  authorities. 

Most  accounts  of  the  improvements  in  sewer  jointing  begin 
with  the  introduction  of  Portland  cement.  For  general  use, 
with  the  ordinary  bell  and  socket  pipe  and  in  dry  work,  nothing 
better  than  Portland  cement  mortar  has  been  discovered.  A 
rich  mortar  joint,  one  of  cement  to  one  of  sand,  uniformly  pressed 
into  the  space  between  bell  and  socket  and  wound  with  cloth, 
has  been  found  to  keep  out  tree  roots,  over  and  over  again.  It 
accommodates  itself  to  the  slight  movement  which  every  pipe 
experiences  before  backfilling  is  complete.  Moreover,  if  given  a 
chance  to  set  up  without  being  seriously  disturbed,  such  a  joint 
is  nearly  water-tight. 

The  discovery  of  the  use  of  the  cloth  wrapping  is  one  of  the 
greatest  improvements  in  sewer  jointing  yet  introduced.  It 
gives  the  skilled  pipe  layer  an  excellent  opportunity  to  pull  and 
push  and  smooth  the  mortar  into  place  and  protects  the  mortar 
during  backfilling. 

When  used  with  a  large  follower,  large  enough  to  fully  clean 
the  inside  of  the  pipe,  the  gasket  is  not  necessary,  is  not  as  per- 
manent as  the  cement,  and  has  been  abandoned. 

For  wet  work  both  the  sulphur-sand  and  the  asphaltic  com- 
position joint  have  been  thoroughly  tried.  The  asphaltic  joint 
has  been  adopted. 

The  first  sulphur-sand  joints  were  used  in  1907,  in  a  con- 
nection where  a  water  and  drain  pipe  were  laid  in  the  same 
trench.  The  water  pipe  was  laid  after  the  sewer,  and,  as  a  result 
of  the  jarring  the  sewer  received,  several  pipes  were  broken,  all 
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of  them  on  the  Hne  back  of  the  bell.  This  joint  was,  however, 
used  in  several  wet  trenches  later  in  that  season.  There  is  no 
difficulty  in  securing  a  sand  in  Waltham  fine  enough  for  the 
sulphur  joint,  and  the  men  soon  learned  to  heat  the  mixture 
properly.  After  that  year,  however,  it  was  abandoned.  The 
experience  cited  indicated  that  the  joint  was  too  rigid.  The 
writer  has  never  yet  seen  a  sewer  where  there  was  not  some 
movement  of  the  pipes  after  they  were  laid.  It  might  be  only 
very  slight  and,  with  care,  it  need  be  only  very  slight,  but  in  the 
case  mentioned,  w^here  there  was  no  appreciable  change  and  the 
pipe  was  subjected  to  very  little  stress,  failure  resulted.  Further 
experience  goes  to  show  that  the  decision  to  abandon  the  use  of  the 
sulphur-sand  joint  was  a  sound  one.  In  1917  a  300-ft.  line  of 
5-in.  pipe,  laid  ten  years  before,  where  the  joints  were  of  the 
type  now  under  consideration,  was  taken  up  and  relaid  at  a 
lower  level.  When  excavated,  this  sewer  to  all  appearances  was 
at  a  true  grade  and  perfectly  sound,,  but  when  jarred  out  of  line, 
over  a  third  of  the  pipes  were  found  to  be  completely  fractured 
at  the  back  of  the  bell.  The  annular  cracks  were  so  fine  that 
they  could  not  be  seen  until  the  sewer  was  moved. 

The  asphaltic  compositions  since  1907  have  been  invariably 
used  in  wet  places.  Thus  far  no  failures  have  been  discovered. 
The  Warren  Bros.'  pipe  jointing  compound  has  usually  been 
employed.  A  jute  gasket  is  calked  into  place  and  the  compound 
poured  into  the  joint  in  the  usual  manner.  In  shallow  trenches 
every  third  joint,  and  in  deep  trenches  every  other  joint,  is  made 
up  in  the  trench;  the  rest  are  poured  on  the  bank.  With  the 
asphaltic,  as  well  as  with  the  sulphur-sand,  joints  only  deep 
and  wide  socket  pipe  was  used.  Both  the  inside  of  the  bell  and 
the  end  of  the  spigot  should  be  scored  by  the  manufacturer, 
else  the  pipes  are  liable  to  pull  apart.  Care  must  be  taken  to 
see  that  the  compound  does  not  break  through  the  gasket  and 
protrude  into  the  sewer. 

The  asphaltic  joint  has  been  used  in  Waltham  on  domestic 
sewers  only,  and  the  danger  of  hot  water  melting  the  compound 
has  never  arisen.  Its  great  advantage  is  that  it  has  considerable 
flexibility  and  can  be  used  in  a  wet  trench  and  without  an  under- 
drain,  unless  there  is  more  ground  water  than  can  be  taken  care 
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of  with  a  trench  pump  operated  with  a  gasoline  engine.  A 
covering  of  Portland  cement  has  sometimes  been  added  to  keep 
the  compound  in  place,  in  case  it  should  later  be  subjected  to 
unusual  heat;  but,  if  the  cement  is  to  be  made  at  all  effective, 
this  necessitates  the  introduction  of  expensive  unwatering 
operations,  which  are  not  required  with  the  composition  alone. 
The  cement  covering  was,  therefore,  used  on  the  earlier  jobs  only. 

A  few  years  ago  the  department  laid  about  120  ft.  of  lO-in. 
pipe  in  a  shallow,  wet  trench  alongside  of  a  brook.  The  ends 
were  plugged  and  the  sewer  was  left  over  night  without  back- 
filling. During  the  night  the  water  rose  considerably,  and  in 
the  morning  the  whole  120  ft.  of  sewer  was  afloat.  This  experi- 
ence increased  our  faith  in  the  asphaltic  jointing  compound. 
When  trying  it  out  at  the  sewer  yard,  four  years  ago,  two  pipes 
joined  together  at  that  time  were  left  there  for  observation. 
They  have  been  exposed  to  all  kinds  of  weather,  kicked  about 
and  pretty  well  abused.  The  joint  in  these  pipes  is  perfect  to-day, 
and  they  are  in  as  good  alignment  as  they  were  the  day  it  was 
poured. 

Of  course  the  human  element  in  the  art  of  joint  making  is 
the  most  important  one,  after  all.  The  writer  would  prefer  a 
skilled  and  conscientious  workman  abo^■e  everything  else.  If, 
in  addition,  one  can  be  found  who  will  also  make  an  intelligent 
use  of  the  latest  discoveries  in  the  art,  the  engineer  is  indeed 
fortunate.  Engineers  should  also  bear  in  mind  that  many 
vitrified  clay  pipes  are  somewhat  porous  thoughout,  and  it  is, 
therefore,  very  doubtful  whether  all  the  leakage  in  the  sewer 
comes  altogether  from  the  joints. 

In  conclusion  we  would  suggest  that  for  deep  trenching  we 
want,  in  common  with  the  contractors,  a  kind  of  joint  which 
will  allow  immediate  backfilling  over  it.  The  saving  in  cost, 
effected  by  throwing  the  bottom  layer  of  earth  ahead  of  the  pipe 
just  laid,  on  top  of  it  as  backfilling,  is  of  great  importance  to 
those  who  pay  the  bills. 

David  A.  Hartwell.*  —  During  the  last  seven  years  in 
Fitchburg  sewer  pipe  joints  in  sanitary  sewers  have  been  of  two 
kinds,   depending  largely   upon   the   trench   conditions.     Where 

*  Formerly  Chief  Engineer,  Sewage  Disposal  Commission,  Fitchburg,  Mass. 


98  BOSTON    SOCIETY  OF   CIVIL    ENGINEERS. 

the  trench  was  comparatively  dry  with  no  probability  that  the 
water  plane  would  for  any  length  of  time,  if  ever,  be  above  the 
pipe,  a  cement  joint  was  used.  These  joints  consisted  of  a  ring 
of  jute  calked  in  to  assure  a  uniform  annular  space.  The  jute 
was  soaked  in  a  thin  mixture  of  cement  and  water.  The  balance 
of  the  joint  was  filled  with  a  one-to-one  mixture  of  cement  and 
sand  pressed  in  by  the  hand  and  trowel  and  the  outside  smoothed 
off  on  a  bevel.  Portland  cement  was  always  used,  and  care  taken 
to  assure  as  tight  a  joint  as  possible,  not  on  account  of  ground 
water  but  to  avoid  trouble  from  roots. 

Where  the  water  plane  was  normally  above  the  pipe,  and 
where  there  was  water  in  the  trench,  a  poured  joint  of  what 
is  commercially  known  as  G-K  compound  was  used  almost 
wholly.  Other  similar  material  was  used  to  some  extent,  but 
G-K  seemed  to  be  more  satisfactory.  A  round  commercial 
gasket  was  used.  The  joint  was  first  calked  with  dry  jute, 
using  no  more  than  enough  to  assure  a  uniform  annular  space 
and  to  prevent  the  jointing  material  from  running  into  the  pipe. 
Joints  were  poured  when  the  water  stood  as  high  as  6  to  8  in. 
above  the  invert,  and  no  difficulty  was  found  in  making  the 
joints  tight  enough  to  pre\ent  any  objectionable  leakage,  The 
G-K  was  melted  in  a  gasoline  kettle  owing  to  the  better  control 
of  the  heat  than  when  wood  is  used.  It  was  found  advisable 
to  keep  the  same  workman  on  the  kettle  as  there  was  less  lia- 
bility of  injury  to  the  material  when  a  man  has  had  some  prac- 
tical experience. 

All  sewer  pipe  used  in  recent  years  has  been  in  3-ft.  lengths 
w^hen  obtainable,  and  also  has  had  deep  and  wide  sockets.  Stan- 
dard pipe  is  more  economical  than  deep  and  wide  socket  pipe, 
as  it  takes  less  material  to  fill  the  joint.  But  with  allowable 
variation  in  the  diameter  of  the  pipe  the  annular  space  with 
standard  pipe  was  so  small  that  it  was  decided  to  use  deep  and 
wide  socket.  It  was  considered  that  the  cost  of  the  additional 
amount  of  jute  and  compound  or  cement  was  more  than  offset 
by  the  better  joint  secured. 

In  the  construction  of  drains  or  storm  sewers,  cement  joints 
only  were  used,  as  with  these  sewers  it  was  not  expected  that 
there  would  be    anv  trouble  from    roots,   and   the  elimination 
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of    all    ground-water   leakage    was     not    considered    important. 

The  cost  of  joints  made  with  G-K  compound  was  found  to 
be  about  one  third  more  than  cement  joints,  and  owing  to  this 
additional  cost  it  was  decided  to  use  this  material  only  where 
there  was  water  in  the  trench. 

Frank  R.  A.  Marston.*  —  Prior  to  1907,  Metcalf  and 
Eddy  specified  cement  mortar  joints  for  vitrified  pipe  in  separate 
sewers  as  well  as  storm  drains,  but  since  that  year  some  form  of 
poured  joint  has  been  generally  used  in  their  practice,  where 
it  was  essential  to  keep  out  ground  water. 

The  cement  mortar  joints  are  now  specified  as  follows: 

The  joints  shall  be  as  nearly  water-tight  as  possible,  and 
shall  be  made  with  a  gasket  of  hemp  or  jute  and  cement  mortar 
composed  of  one  part  of  sand  and  one  part  of  Portland  cemient. 
The  gasket  shall  be  soaked  in  a  satisfactory  mixture  of  neat 
Portland  cement  and  water  and  then  inserted  between  the  bell 
and  spigot  and  carefully  calked  into  place  with  suitable  calking 
tools.  The  gasket  shall  be  in  one  continuous  piece  for  each 
joint  and  of  such  thickness  as  will  bring  the  pipe  to  the  required 
relative  position.  The  remainder  of  the  joint  shall  be  filled  with 
cement  mortar  applied  with  the  hands,  protected  with  rubber 
mittens,  well  pressed  and  calked  into  place,  after  which  the  joint 
shall  be  beveled  off  with  mortar  for  a  distance  of  two  inches 
from  the  outer  edge  of  the  bell.  The  joint  shall  be  wrapped  in 
unbleached  cotton  cloth,  securely  tied  to  prevent  the  mortar 
from  slipping  or  being  otherwise  injured.  No  surplus  mortar 
or  other  foreign  substance  shall  project  into  the  pipes  from  the 
joints,  and  if  necessary,  they  shall  be  properly  cleaned  with  a 
suitable  scraper  or  by  other  means  before  the  mortar  becomes 
hardened. 

It  has  been  found  difficult  on  contract  work,  to  get  suffi- 
ciently water-tight  joints  in  this  manner,  although  the  use  of 
cheesecloth  for  wrapping  the  joints  was  of  value  in  preventing 
the  bottom  of  the  joint  from  falling  off. 

A  mixture  of  sulphur  and  sand  —  using  equal  parts  by 
volume  of  flour  of  sulphur  and  very  fine  sand  —  was  used  on 
several  contracts.  Unless  the  sand  is  very  fine  and  practically 
free  from  clay  the  resulting  joint  is  apt  to  shrink  on  cooling, 
causing  objectionable  cracks.     Further,  the  sand,  if  too  coarse, 

''■  Designing  Engineer,  with  Metcalf  &  Eddy,  14  Beacon  Street,  Boston,  Mass. 
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tends  to  settle  out  of  the  mixture,  causing  trouble  in  pouring 
and  shrinkage  of  the  joint.  Some  very  successful  work,  however, 
has  been  done  with  this  material.  It  appears  to  require  more 
care  in  heating  than  some  other  mixtures.  The  chief  difficulty 
has  been  to  get  a  satisfactory  mixture,  due  almost  entirely  to 
the  size  and  quality  of  the  sand.  On  contract  work,  this  is  a 
disadvantage.  The  joint,  also,  is  absolutely  rigid,  as  is  the 
case  with  cement  mortar. 

When  using  sulphur-sand  joints,  the  joint,  after  being 
poured  and  while  warm,  was  coated  with  hot  tar  as  a  further 
precaution  against  leakage. 

During  the  last  few  years,  a  number  of  compounds  for 
jointing  vitrified  pipe  have  been  placed  on  the  market.  Since 
1913,  Metcalf  &  Eddy  have  used  that  known  as  G-K  compound, 
now  made  by  the  Atlas  Company,  of  Lincoln,  N.  J.  This  ma- 
terial, said  to  be  made  largely  of  vulcanized  linseed  oil  and  clay, 
resembles  vulcanized  rubber  or  coal  tar  in  appearance.  It  is 
delivered  to  the  work  as  a  solid,  in  barrels.  It  is  easily  melted 
by  heating  in  an  iron  kettle  over  a  fire,  preferably  using  gasoline 
or  kerosene,  so  that  the  heat  may  be  controlled. 

Specifications  for  making  this  form  of  joint  as  well  as 
sulphur-sand,  are  as  follows: 

Where  plastic  joints  are  specified,  the  pipe  shall  be  laid  as 
previously  specified,  and  the  joints  shall  be  thoroughly  calked 
with  a  gasket  of  hemp  or  jute  in  one  continuous  piece,  and  of 
such  thickness  as  will  bring,  the  pipes  to  the  required  relative 
position.  The  gaskets  shall  be  calked  dry  and  shall  form  a 
water-tight  joint.     The  plastic  compound  to  be  used  in  jointing 

the  pipes  shall  be  that  known  as compound,  manufactured 

by — ,  or  other  plastic  jointing  material  satisfactory  to   the 

engineer.  The  compound  shall  be  heated  in  a  gasoline  or  other 
suitable  furnace,  to  a  temperature  slightly  above  that  at  which  it 
will  pour  rapidly  and  smoothly;  at  which  it  shall  be  kept  until 
used.  After  the  pipe  joint  has  been  calked,  the  melted  com- 
pound shall  be  poured  into  the  joints  by  the  use  of  a  joint  runner 
or  gasket,  in  a  similar  manner  as  lead  joints  are  poured.  In  case 
the  pipe  joint  is  not  completely  filled,  that  part  of  the  joint  shall 
be  poured  again  with  hot  material,  to  forma  complete  water-tight 
joint.  Wherever  permitted,  sections  composed  of  two  or  three 
pipes  may  be  jointed  at  the  side  of  the  trench,  provided  the 
pipes  are  set  in  a  suitable  wooden  cradle  to  ensure  true  align- 
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ment.  In  lowering  sections,  so  made,  into  the  trench,  a  piece  of 
timber  shall  be  run  through  the  pipes  in  order  to  support  their 
weight  and  prevent  the  joints  or  bells  from  being  broken. 

Asphalt  has  not  been  used,  or  any  of  the  bituminous  com- 
pounds, to  any  extent,  because  of  the  danger  of  hot  water  or 
steam  melting  out  the  joint  due  to  the  low  melting  points  of  most 
of  these  materials.  With  a  sufficiently  high  melting  point,  this 
objection  would  be  covered. 

Some  trouble  has  been  experienced  during  cold  weather 
with  G-K  compound,  due  to  its  failure  to  stick  to  the  pipes, 
especially  in  the  smaller  sizes  where  the  inside  of  the  bell  is 
glazed  and  there  are  no  scorings. 

From  tests  made  both  in  the  laboratory  and  on  contract 
and  day  labor  work,  the  results  obtained  with  G-K  compound 
have  been  satisfactory. 

The  cost  of  a  jointing  material  and  labor  will  be  from  50 
per  cent,  to  100  per  cent,  more  with  a  poured  joint  than  with 
cement,  judging  by  average  prices  received.  Part  of  this  excess 
cost  is  doubtless  due  to  the  unfamiliarity  of  contractors  in  gen- 
eral with  poured  joints  for  vitrified  pipe. 

Sheet  metal  forms  and  gaskets  for  pouring  cement  grout 
joints  have  recently  been  placed  on  the  market  by  Mr.  L.  A. 
Weston,  of  Adams,  Mass.  The  device  is  shown  in  the  accom- 
panying cuts,  Figs.  2  and  3.  The  writer  understands  that  the 
price  of  the  gasket  is  ten  cents  for  a  lo-in.  pipe  and  ten  cents  for 
the  form,  thus  making  a  cost  of  twenty  cents  per  joint  for  the 
form  and  gasket.  The  gasket,  of  course,  is  left  in  place,  and  it 
would  appear  probable  that  the  form,  also,  would  be  left  in  place, 
as  a  rule.  The  gasket  is  made  to  fit  over  the  spigot  end  of  the 
pipe,  being  tightened  with  a  screw  driver.  The  notches  in  the 
edge  are  pliable  so  that  the  gasket  adjusts  itself  to  the  inequalities 
in  the  pipe  hub.     No  jute  is  required. 

The  form  provides  for  pouring  the  lower  half  of  the  joint, 
the  remainder  being  filled  by  hand  with  cement  mortar.  The 
form  is  held  in  place  by  wires. 

In  order  to  offset  the  expense  of  the  form  and  gasket,  a 
material  saving  in  labor  cost  must  be  made  in  addition  to  the 
saving  in  cost  of  materials  over  poured  joints  using  other  ma- 
terials than  cement. 

It  seems  to  the  writer  that  there  is  a  good  deal  of  merit  in 
Mr.  Hastings'  suggestion  to  pour  the  entire  joint  with  thick 
cement  grout,  using  a  paper  or  other  cheap. form  which  can  be 
left  in  place  and  make  it  unnecessary  to  keep  the  trench  open 
more  than  a  few  hours  at  the  most. 

The  writer  believes  that  a  poured  joint  is  the  most  desirable 
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form  of  joint  yet  devised  where  it  is  essential  to  prevent  the 
entrance  of  roots  and  ground  water.  Good  results  have  been 
obtained  with  a  sulphur-sand  mixture,  with  bituminous  com- 
pounds such  as  those  manufactured  by  Warren  Bros.,  Boston, 
the  Pacific  Flush  Tank  Company,  New  York,  the  Standard 
Paint  Company,  Boston,  and  others;   and  with  G-K  compound. 


Fig.  2.     Weston  Gasket  and  Form. 


Fig.  3.     Weston  Gasket  and  Form  in   Position  for  Pouring. 
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made  by  the  Atlas  Company,  Lincoln,  N.  J.  On  contract  work, 
these  commercial  compounds  may  have  some  advantages  from 
the  contractor's  viewpoint. 

On  account  of  the  imperfections  in  the  so-called  "  standard 
socket  sewer  pipe  it  is  almost  necessary  to  use  "  deep  and  wide  " 
socket  pipe  if  poured  joints  are  to  be  adopted.     Otherwise  there 
is  liable   to   be   insufficient   space   for   the   flow   of   the  jointing 
material. 


George  A.  Carpenter.*  —  We  have  had  no  experience 
with  the  poured  joint  in  Pawtucket,  for  we  have  adhered  to  the 
old-fashioned  mortar  joint.  In  recent  years  we  have  required 
the  mortar  to  be  placed  by  hands  covered  with  rubber  mittens 
rather  than  by  the  trowel,  and  we  have  recently  used  a  strip  of 
cloth  about  nine  inches  wide  to  cover  the  joint  after  it  is  made. 
This  strip  of  cloth  is  laid  on  the  ground,  partly  under  the  bell 
of  the  pipe  last  laid,  and  mortar  is  spread  on  the  cloth  and  in 
the  bottom  of  the  bell  with  a  trowel.  A  gasket  is  then  placed 
around  the  spigot  of  the  pipe  to  be  laid,  and  it  is  inserted  in  the 
bell  of  the  other  pipe,  care  being  taken  not  to  disturb  the  mortar 
spread  on  the  bottom  of  this  bell.  The  pipe  is  pushed  home, 
brought  to  proper  line  and  grade  on  the  bell  end  and  the  gasket 
is  calked.  The  joint  is  then  filled  with  Portland  cement  mortar 
proportioned  one  to  one,  especial  care  being  taken  to  see  that 
this  mortar  is  crowded  into  the  joint  on  the  under  side  of  the 
pipe.  The  mortar  joint  is  beveled  with  a  trowel,  or  by  the 
hand,  and  then  the  two  ends  of  the  strip  of  cloth  are  brought  up 
around  the  joint  and  tied  together  over  the  top  of  the  bell.  This 
serves  as  a  protection  to  the  green  mortar,  holding  it  tightly  up 
against  the  joint  and  preventing  its  disturbance  as  the  backfilling 
progresses. 

After  all  is  said,  howexer,  the  integrity  of  the  sewer  joint 
depends,  in  large  measure,  upon  the  inspector.  If  he  is  not  on 
the  job  all  the  time,  watching  the  joints  as  they  are  made,  the 
workmen  will  get  careless.  The  joints  will  be  perfect  on  the  top 
where  they  are  readily  inspected,  but  on  the  bottom,  where  there 
is  the  greatest  necessity  that  they  should  be  tight,  they  are  apt 
to  be  neglected- 

*  City  Kngineer,  Pawtiirket,  R.  I. 
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THE   MESABI   IRON   RANGE. 

By  Frank  B.  Walker,*  Member  Boston  Society  of  Civil  Engineers. 

A  TALK  on  the  mining  and  hauling  of  coal  would  have  been 
appropriate  to  these  heatless  days,  but  probably  we  are  as  much 
interested  in  the  question  of  an  adequate  supply  of  iron  and  its 
products  as  any  other. 

The  Germans  say  that  this  is  a  war  of  "  Blood  and  Iron," 
and  well  they  know  it.  The  terrible  struggle  which  Germany  is 
making  to  retain  Alsace-Lorraine  is  not  for  the  beauty  of  its 
mountain  scenery,  but  to  retain  the  very  rich  potash  and  iron 
ore  fields  of  these  two  beautiful  French  provinces.  More  than 
any  other  thing,  the  iron  ore  of  Lorraine  has  made  Germany 
industrially  great.  If  France  had  taken  Lorraine  in  1914, 
Germany  would  have  been  defeated  in  19 16.  Steel  men  claim 
that  Germany's  gigantic  drive  at  Verdun  was  not  so  much  to 
take  Paris,  as  it  was  to  close  the  mailed  fist  absolutely  around 
the  high-grade  iron  ore  district  of  Briey,  which  is  an  extension 
of  the  Lorraine  ore  bodies  and  contains  a  much  higher  grade  of 
ore.     Briey  is  about  twenty-five  miles  east  of  Verdun. 

You  may  be  interested  in  the  steel  producing  capacity  of 
our  country  in  comparison  with  Germany.  The  estimated  pro- 
duction in  the  United  States  for  191 8,  is  48  500  000  tons,  and  a 
year  ago  it  was  43  000  000  tons.     Under  stress  of  war,  our  steel 

*  Special  Engineer  in  charge  of  bridge  work,  Bay  State  Street  Railway,  24s  State  Street, 
Boston,  Mass. 
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men  have  increased  our  steel  production  13  per  cent.     Germany 
has  an  estimated  annual  production  of  steel  ingots  of  20  000  000 


Fig.  I.     Location  of  the  Mesabi  Iron  Range  in  Minnesota. 


tons,  against  16000000  tons  a  year  ago.     England's  estimated 
annual  production  is  12000000    tons,  against  8000000  tons  a 
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year  ago.     The  estimated  world's  production  for  191 8  is  100  000- 

000  tons  of  steel,  of  which  we  make  48^  per  cent. 

Now,  where  do  we  produce  the  millions  and  millions  of 
tons  of  iron  and  steel  required  for  munitions,  ships,  rails,  loco- 
motives and  thousands  of  other  war  purposes?  I  shall  attempt 
to  partially  answer  this  question  by  giving  you  a  few  figures  and 
showing  you  a  few  pictures  of  some  of  the  iron  ore  mines  on  the 
Mesabi  Range,  Fig.  i,  and  ore  docks  in  northern  Minnesota. 

There  are  three  iron  ranges  or  districts  in  Minnesota.  The 
Vermilion,  opened  up  in  1882,  is  about  fifty  miles  northeast  of 
the  Mesabi,  and  the  Cuyuna,  opened  up  in  191 1,  is  about  seventy- 
five  miles  southwest  of  the  Mesabi.  A  diagram,  Fig.  2,  is  shown 
indicating  the  relative  importance  of  the  two  latter  ranges. 
The  Duluth-Superior  Harbor,  at  the  head  of  Lake  Superior,  is 
about  seventy-five  miles  away  from  the  nearest  point  of  the 
Mesabi  Range.  Hibbing  is  eighty-six  miles  from  Duluth  on  the 
Duluth,  Mesabi  &  Northern  Ry.,  and  one  hundred  and  twenty 
miles  from  Superior  on  the  Great  Northern.  This  harbor, 
lying  in  Minnesota  and  Wisconsin,  ships  more  ore  than  any  other 
port  in  the  world. 

The  Mesabi  Range  is  about  75  miles  long,  and  from  |  mile 
to  3  miles  wide.  The  western  end  of  the  range  merges  into  the 
level  of  the  surrounding  country  and  lies  at  an  elevation  of  i  400 
ft.  above  sea  level,  or  800  ft.  above  the  level  of  Lake  Superior. 
At  the  eastern   end,   near  Virginia,   the   elevation   increases   to 

1  800  ft.,  or  I  900  ft.  above  sea  level,  or  about  400  to  500  ft.  above 
the  level  of  the  surrounding  country.  This  ridge  is  called  the 
"  Giant  Range,"  "  Mesabi  "  being  the  original  Chippewa  Indian 
name  for  Giant.  There  are  no  mountains  in  Minnesota.  The 
timbers  and  soil  are  characteristic  of  the  lake  region.  The 
forests  include  white  and  yellow  pine,  tamarack,  spruce,  cedar 
and  balsam,  with  some  poplar,  birch  and  maple.  However, 
old  choppings,  windfalls  and  many  swamps  have  combined  to 
make  the  scene  a  desolate  one,  and  the  immense  open  pits  and 
mountain-high  waste  dumps,  made  from  mine  strippings,  do 
not  add  to  the  beauty.  Yet  all  this  can  be  forgotten  when  it 
is  realized  that  here  is  one  of  Nature's  treasure  stores,  the 
richest  and  most  productive  iron  ore  district  in  the  world.     The 
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Fig.  2.     Chart  showing  Shipments  of  Iron  Ore  from  Mesabi  Range, 
1 892-1916;  Other  Ranges,  1890-19 16. 
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iron  ore  found  on  the  Mesabi  is  called  by  geologists  hematite  or 
ferric  hydrate.  Following  is  an  analysis  of  Mahoning  ore. 
Note  the  high  iron  content  of  62.6  per  cent,  in  this  ore. 

Analysis  of  Iron  Ore  for 

Great  Northern  Iron  Ore  Prop. 

Hibbing,  Minn.,  M.,  Nov.  2,  1917. 


Dried  at  ioo°  C. 


Per  Cent. 


Iron 

Phosphorus 

Manganese 

Silica 

Alumina 

Lime 

Magnesia 

Sulphur 

Loss  by  Ignition 

Moisture 

Natural  Iron  . . . . 


62.64 

•055 

•47 

4-38 

2.13 

.18 

•15 
.011 
3.02 
9.80 


Lab.  No.  452716 

Remarks.     Mahoning  Mine,  No.  3040. 


Analyzed  by  Lerch  Bros. 

The  ore  occurs  in  isolated  bodies  or  lenses.  It  lies  near  the 
surface,  rarely  more  than  300  ft.  deep,  is  fairly  soft  and  is 
usually  covered  with  glacial  drift,  consisting  of  sand,  clay  and 
bowlders.  This  is  called  the  "  over-burden."  Mesabi  ore  is 
similar  in  most  respects  to  ore  from  the  so-called  older  ranges, 
but  differs  from  these  ores  in  being  located  so  near  the  surface, 
and  in  being  much  softer.  These  two  characteristics  are  re- 
sponsible for  its  being  mined  to  such  a  large  extent  in  open 
pits  by  steam  shovels.  Only  about  20  per  cent,  is  mined  by 
the  underground  or  shaft  method. 

The  Iron  Trade  Review  has  kindly  permitted  me  to  show  you 
a  graphic  record  of  shipments  by  ranges  for  the  last  twenty-seven 
years,  Fig.  2.     These  and  all  other  figures  are  in  gross  tons  of 
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2  240  lbs.  I  do  not  want  to  bore  you  with  dry  statistics,  but  a 
few  figures  seem  necessary. 

In  1916,  the  Mesabi  shipped  42  525  000  tons,  and 
In  1917,  the  Mesabi  shipped  40  583  000  tons. 

The  VermiHon   and   Cuyuna,  combined,  shipped,  in    1916, 

3  663  000  tons,  and  in  1917,  3  953  000  tons.  In  1916,  the  Gogebic, 
Marquette,  Menominee  and  other  smaller  ranges  shipped 
20  469  000  tons,  and  in  191 7,  20  246  000.  Total  shipments  Lake 
Superior : 

1916 66  million  tons, 

19 1 7 64  million  tons, 

or  85  per  cent,  of  all  iron  ore  mined  in  the  United  States. 

The  falling  off  of  the  Mesabi  shipments  in  191 7  was  due  to 
the  late  opening  of  navigation  on  Lake  Superior.  In  191 6, 
boats  got  started  April  22,  but  in  1917,  it  was  early  in  June  before 
navigation  opened. 

It  takes  about  two  tons  of  iron  ore  to  make  a  ton  of  steel, 
so  you  can  readily  see  what  the  Mesabi  Range  is  doing  to  win  this 
war;  and,  further,  do  not  be  alarmed  about  our  running  out  of 
ore,  as  it  is  estimated  that  Minnesota  has  reserves  of  i  463  860- 
000  tons  of  merchantable  ore,  of  which  90  per  cent,  is  on  the 
Mesabi  Range,  or  enough  for  thirty-five  years  at  the  present 
rate  of  mining.  The  present  price  of  Mesabi  Non-Bessemer 
iron  ore,  lower  lake  ports  51^  per  cent,  iron,  is  $5.05  per  ton. 

There  are  121  active  mines  on  the  Mesabi  Range,  and  8 
shipped  over  one  million  tons  in  1916.  The  Hull-Rust  made 
shipments  of  over  7  million  tons  in  1916,  and  shipped  in  1916 
and  1917  over  14  million  tons  of  ore.  This  mine  is  owned  by 
the  United  States  Steel  Corporation. 

Diamond  drilling  outfits  are  always  a  part  of  the  scenery 
on  the  Range.  Most  exploration  work  now  is  carried  out  by 
diamond  drills.  I  would  not  make  a  guess  as  to  the  number  of 
drills  operated,  but  it  must  run  into  many  hundreds. 

Mr.  H.  H.  Eames,  in  1866,  reported  immense  bodies  of 
magnetite  and  hematite  ore  in  this  region,  and  for  many  years 
there  was    more   or   less  exploring.     In    1890,   the   Merritts   of 
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Duluth,  who  were  among  the  persistent  explorers,  were  rewarded 
for  their  faith,  as  their  test  pit  crew  struck  ore  in  the  north- 
west quarter  of  Town  58,  No.  Range  18,  west,  just  north  of 
what  is  now  the  Mountain  Iron  Mine,  four  miles  west  of  Vir- 
ginia.    The  discovery  of  ore  at  other  points  rapidly  followed. 

The  Merritts,  in  1894,  built  a  line,  the  Duluth,  Mesabi  & 
Northern,  from  Mountain  Iron  Mine  to  Brookston  on  the  Great 
Northern;  and  the  Great  Northern  built  a  small  ore  dock  on 
the  Superior  Harbor;  and  the  first  ore  was  shipped  over  this 
route  in  1894.  In  1906  and  1907,  it  became  my  duty  to  remove 
this  dock,  then  twelve  years  old,  and  replace  it  with  what  is 
now  Great  Northern  Ore  Dock  No.  i,  the  largest  ore  dock  ever 
built,  up  to  that  date.  The  Merritts  extended  their  line  to 
Duluth,  and  through  a  $600  000  mortgage,  their  whole  property 
fell  into  the  hands  of  the  Rockefellers,  who  later  turned  these 
properties  over  to  the  United  States  Steel  Corporation  when 
that  corporation  was  formed.  The  Duluth  &  Iron  Range  is 
also  owned  by  the  corporation.  The  Steel  Corporation  interests 
are  in  the  name  of  the  Oliver  Iron  Mining  Company,  and  the 
Oliver  shipped  43  per  cent,  of  all  Mesabi  ore  in  1917, — 47  per 
cent,  in  191 6,  and  50  per  cent,  of  all  ore  during  the  past  ten  years. 
The  Great  Northern  Railroad  also  has  very  large  ore  holdings 
on  the  range,  but  these  properties  are  being  disposed  of  to  the 
so-called  independents.  M.  A.  Hanna  &  Co.  recently  pur- 
chased 40  to  50  million  tons,  and  Jones  and  Laughlin  a  large 
tonnage. 

I  had  charge  of  the  engineering  work  for  the  Great  Northern 
Railroad  on  the  Mesabi  Range  and  the  Lake  Terminals  for  many 
years,  and  even  though  I  visited  the  range  several  hundred 
times,  I  never  ceased  marveling  at  the  vastness  of  the  operations 
involved  in  the  stripping,  loading  and  hauling  of  this  ore.  Hun- 
dreds of  locomotives  and  steam  shovels  were  in  operation  day 
and  night,  with  heavy  blasting  at  every  meal  hour.  Just  im- 
agine, if  you  please,  loading  7  660  000  tons  in  less  than  two  hun- 
dred working  days  from  one  mine.  This  would  make  3  860  000 
tons  of  steel,  or  enough  to  lay  20  000  miles  of  railway  with  lOO-lb. 
rail,  including  fastenings;  or  enough  ore  to  make  steel  rails  to 
relay  the  entire  Bay  State  Street  Railway  in  seven  days. 
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The  railway  companies  build  spurs  and  yard  tracks  to  serve 
each  mine,  and  deliver  empty  ore  cars  to  this  yard  as  many  times 
a  day  as  required;  the  mine  locomotives  take  the  empties  into 
the  pits,  where  they  are  loaded  by  steam  shovel,  50  tons  per  car, 
and  then  returned  to  the  yard.  The  Mahoning  requires  250  to 
300  cars,  and  the  Hull-Rust  700  to  800  cars  each  twenty-four 
hours. 

Eighty  per  cent,  to  ninety  per  cent,  of  the  ore  is  mined  by 
stripping  ofT  the  over-burden  with  steam  shovels  and  then  build- 
ing standard  gage  railroad  tracks  down  incline  into  the  mine  and 
loading  the  ore  on  to  the  railroad  cars  by  steam  shovel.  This 
over-burden  is  20  to  40  ft.  thick  and  can  be  readily  distinguished 
from  the  ore  in  the  pictures.     Figs.  3,  4  and  5. 

One  contractor,  while  I  was  on  the  range,  stripped  one  mine 
of  seven  million  yards  of  over-burden.  John  F.  Stevens,  formerly 
chief  engineer  of  the  Great  Northern,  and  later  of  the  Panama 
Canal,  said  that  more  material  was  loaded  on  the  Mesabi  than 
was  loaded  on  the  canal  in  the  same  length  of  time. 

For  a  long  time,  it  was  thought  that  there  was  too  much 
sand  in  the  ore  on  the  western  end  of  the  range;  but  several  years 
ago  the  Wisconsin  Steel  Company  —  owned,  I  think,  by  the 
International  Harvester  Co.  —  put  up  a  washer  at  the  Hawkins 
Mine.  This  was  successful,  and  there  are  about  a  dozen  plants 
in  operation  or  under  construction.  One  peculiar  result  is  that 
washing  the  ore  reduces  the  moisture  content. 

Shaft  mines  work  all  winter,  and  put  the  ore  in  stock  piles. 
This  is  shipped  out  after  navigation  opens  up  in  the  spring. 
Open  pits  shut  down  mining  about  December  i,  and  only  carry 
out  stripping  operations  during  the  winter. 

The  Grant  Mine  is  owned  by  the  Jones-Laughlin  Company, 
and  their  engineers  conceived  the  idea  of  stripping  and  mining 
by  means  of  a  big  clam  shell.  The  experiment  cost  them  a  half 
million  dollars  and  they  had  stripped  60  000  yards,  when  the 
outfit  was  pronounced  a  failure  by  the  owners.  Others  had 
pronounced  its  fate  earlier  in  the  proceeding. 

The  capacity  of  the  bucket  was  11  yds.,  and  the  stock  was 
1 1  in.  thick.  Every  time  it  broke  down  —  and  that  was  fre- 
quently —  a  car  had  to  be  furnished  to  ship  it  away  for  repairs. 
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This  mine,  when  I  last  heard,  was  operated  by  steam  shovels, 
and  they  loaded  no  000  tons  last  year. 

The  Great  Northern  has  a  large  ore  yard  at  Superior,  near 
the  docks.  I  had  charge  of  the  construction  of  this  yard.  The 
ore  trains  of  125  50-ton  cars  are  brought  into  a  large  receiving 
yard,  and  the  road  engine  detached.  A  large  switch  engine  then 
pushes  these  trains  of  125  cars  over  a  hump,  and  the  cars  run  down 


Fig.  5.     Steam  Shovel  loading  Iron  Ore  in  the  Mahoning  Mine. 


the  opposite  side  by  gravity,  into  classification  tracks,  of  which 
there  are  40.  Before  the  cars  leave  the  mine  yard,  the  ore  is 
sampled,  analyses  made,  and  the  dock  office  advised  by  tele- 
phone into  just  what  pocket  in  the  dock  each  car  load  is  to  go. 
A  boat  cargo  from  each  mine  is  accumulated  in  the  dock  before 
shipping.  After  the  ore  cars  are  classified,  they  are  shoved 
up  on  to  the  docks  in  18  car  "  cuts,"  and  dumped  through  the 
bottom  hoppers.  The  cars  being  24  ft.  long,  and  the  ore  dock 
pockets  12  ft.,  a  train  would  naturally  be  dumped  into  every 
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other  pocket.  The  alternate  pockets  would  be  filled  by  other 
trains.  On  the  tv\'o  humps  in  the  yard,  there  were  four  150-ton 
track  scales,  two  working  and  two  emergency.  Cars  are  weighed 
while  in  motion,  and,  surprising  to  say,  very  accurate  results 
are  obtained.  All  payments  are  made  on  basis  of  these  weights, 
—  mining,  royalty,  rail  and  water  freight  and  the  sale  of  the  ore. 
Duluth,   Mesabi  &  Northern  has  a  large  yard  at  Proctor. 


Fig.  7.     Loading  Iron  Ore  at  the  Docks  in  Duluth,  of  the  Duluth, 
Mesabi  &  Northern  Railway. 


This  is  on  top  of  the  Duluth  Hill,  about  6  miles  from  their  ore 
docks.  The  D.,  M.  &  N.  have  a  two  per  cent,  grade,  105  ft.  to 
the  mile  down  the  hill.  Except  for  this  hill  - —  and  this  is  only 
against  empties  —  the  D.,  M.  &  N.  has  no  excessive  grades  from 
the  mines  to  the  docks.  They  have  a  high  type  double-track 
line,  with  many  miles  of  rock  ballast  and  steel  ties.  The  Great 
Northern  has  a  very  flat  grade  line.  From  the  mines  to  the 
Superior  yard,  the  heaviest  grade  is  0.25  per  cent.,  or  13  ft.  to 
the  mile.     The  Great  Northern  is  famous  for  its  low-grade  lines. 
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The  rail  rate  was  formerly  8oc.  per  ton  unloaded  in  the  ore 
docks.  This  was  reduced  a  few  years  ago  to  6oc.  The  annual 
working  season  is  about  two  hundred  days,  and  during  the 
balance  of  the  year  the  entire  plant  is  idle. 

D.,  M.  &  N.  ore  docks,  Figs.  6  and  7,  are  in  Duluth,  the  four 
docks  being  about  the  same  length  as  the  Great  Northern  Docks. 
Duluth,  you  know,  is  situated  on  the  edge  of  a  very  steep  hill, 
about  300  ft.  high,  and  the  city  runs  along  the  lake  shore  for 
miles.  It  is  a  common  saying  that  Duluth  is  40  miles  long,  a 
half  mile  wide  and  a  mile  high.  About  20  million  tons  are 
shipped  through  these  docks  per  year. 

Duluth  &  Iron  Range  has  its  docks  at  Two  Harbors,  about 
30  miles  east  of  Duluth.  About  10  million  tons  are  shipped 
from  here,  of  which  about  2  million  is  from  the  Vermilion  range. 

G.  N.  Ore  Dock  No.  3,  under  construction,  is  shown  in  Fig. 
8.  All  work  is  done  in  the  winter,  when  the  docks  are  idle  and 
when  there  is  enough  ice  to  work  from. 

While  I  was  with  the  Great  Northern,  I  built  all  of  Dock 
No.  I,  and  doubled  the  length  of  No.  3,  and  rebuilt  half  of  No.  2. 
All  of  these  docks  are  about  the  same  type  of  construction. 

Dock  No.  I  is  2  244  ft.  long,  73  ft.  high  above  water  line, 
and  63  ft.  wide;  contains  17  million  ft.  of  fir  timber,  and  rests 
upon  16  000  piles  40  ft.  to  80  ft.  long.  All  timber  was  shipped 
I  800  miles  from  Puget  Sound  points,  requiring  i  000  cars.  This 
timber  would  make  a  board  walk  12  ins.  wide  from  Boston  to 
San  Francisco.  The  piles,  if  placed  end  to  end,  would  reach 
170  miles.  It  cost  a  little  over  $1  000000.  We  started  to  re- 
move the  old  dock  No.  i,  containing  about  6  million  feet  of 
timber,  December  i,  and  started  to  drive  piles  in  January;  and 
the  new  dock  was  in  service  June  20. 

These  docks  will  load  a  boat  very  rapidly.  The  steamer 
Wolvin  was  loaded  with  10  000  tons  of  ore  in  forty  minutes  at 
the  G.  N.  docks,  some  years  ago,  and  I  think  the  record  has  since 
been  beaten. 

G.  N.  Ore  Dock  No.  4,  Fig.  9,  was  the  first  concrete 
steel  ore  dock.  It  is  about  i  800  ft.  long  and  has  only  one  post 
under  a  pocket,  instead  of  18  in  the  timber  docks.  Each  post, 
however,  is  36  ins.  by  84    ins.     It  rests  on  a  sand  filled  crib. 


THE    MESABI    IRON    RANGE. 


119 


■  ■  tt'>^^'^v'-  '"■•   '' 

.....^ ^_..:„ ^.:'%)jM4^ 

Fig.  8.     Ore  Dock  No.  3  of  the  Great  Northern  Railway,  under 
Construction. 


1 

■■ 

■1 

^    J^^^^^^^H 

^p 

P^^^BI^"^^^"".^  ^  ■  ■■ 

^^^mmr  ---«=! 

■ 

1                                                                                                                                     ^1^   p.-^*^».sa.MM«iWilBI 

^^*il4y|j[^^'^"^^^^         /    J 

Fig.  9.     Ore  Dock  No.  4  of  the  Great  Northern  Railway,  at  Allouez 
Bay,  Superior,  Wis. 
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The  top  is  of  steel,  of  which  there  are  9  000  tons.  The  dock  cost 
about  $1  600  000.  The  depth  of  water  in  the  shps  is  24  ins.  to 
25  ft.  Although  there  is  no  tide  in  Lake  Superior,  the  depth 
of  water  will  vary  from  year  to  year  by  several  feet. 

The  lake  ore  boats  are  under-engined,  and  when  unloaded 
are  hard  to  manage.  These  boats  usually  come  up  from  the 
lower  lake  ports  loaded  with  coal,  and  return  loaded  with  ore, 
grain,  etc.  A  great  many  million  tons  of  coal  pass  through 
the  Duluth-Superior  Harbor. 

In  1917,  the  operation  of  boats  was  placed  under  a  central 
control,  and  as  an  emergency  measure  the  ore  was  placed  in 
charge  of  a  committee.  Under  this  plan,  ore  was  allotted  to 
docks  in  accordance  with  the  supply  of  railroad  cars.  In  1918, 
this  plan  is  to  be  considerably  broadened.  This  is  a  war  measure, 
and  considerably  different  from  normal  operation. 

Those  of  you  who  are  familiar  with  the  operation  on  the 
Mesabi  will  appreciate  that  I  have  only  made  a  hurried  sketch 
of  the  whole  process,  as  the  operations  are  too  extensive  and 
vast  to  even  grasp  after  visiting  the  district  many  times. 

I  wish  to  thank  Mr.  Irwin,  of  the  Bay  State  Street  Railway 
Company,  Mr.  Seward,  general  agent,  and  Mr.  Hogeland,  chief 
engineer  of  the  Great  Northern,  and  the  editor  of  the  Iron  Trade 
Review,  for  their  courtesies  in  furnishing  me  with  data  and 
photographs. 
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This  Society  is  not  responsible  for  any  statement  made  or  opinion  expressed  in  its  publications 

THE   HYDRAULIC   LABORATORY 
OF   THE 
MASSACHUSETTS   INSTITUTE   OF   TECHNOLOGY. 

By  George  Edmond  Russell,*  Member  of  the  Boston  Society  of  Civil 

Engineers. 

In  presenting  this  paper  to  the  Society,  the  author  wishes 
to  disclaim  any  intention  of  offering  a  detailed  description  of  the 
Institute's  new  hydraulic  plant,  inasmuch  as  to  do  so  would 
necessitate  drawings  which  at  this  time  are  neither  available 
nor  can  be  prepared.  The  present  object  is  to  give  such  general 
facts  and  descriptions  as  will  enable  the  engineering  profession 
to  learn  of  the  beginnings  which  have  been  made  and  enlist  its 
interest  in  the  further  development  of  this  important  project. 

The  laboratory.  Fig.  i,  is  situated  in  that  portion  of  the 
buildings  which  flanks  the  west  side  of  the  Main  Court,  and 
occupies,  jointly  with  the  steam  and  compressed  air  laboratories, 
the  entire  basement  and  two  floors  of  the  building.  The  portion 
devoted  almost  wholly  to  hydraulics,  measures  about  165  ft.  in 
length,  by  60  ft.  in  width,  and  includes  the  entire  basement  with- 
in this  area  and  two  half  floors  extending  from  the  court  wall  to 


*  Associate  Professor  of  Hydraulic  Engineering,  Massachusetts  Institute  of  Technology. 

Note.  This  paper,  which  will  not  be  presented  at  a  meeting  of  the  Society,  was  in- 
tended to  accompany  the  papers  on  the  construction  of  the  buildings  printed  in  the  January 
issue  of  the  Journal,  but  was  delayed  in  preparation. 
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the  center  line  of  columns.  Above  one  half  of  the  basement 
floor  there  was  left  an  open  space  extending  through  the  two 
floors  above,  to  serve  as  a  craneway  for  the  easy  handling  of 
the  heavy  pieces  of  apparatus  with  which  the  laboratory  is 
equipped. 

The  general  scheme  of  arrangment  comprises  the  following 


Fig.  2.     Steel  Head  Race  in  Third  Floor,  showing  Ram  Outfit  in  Foreground 
AND  Top  of  Pressure  Tank  in  Background. 


details:  A  system  of  canals  in  the  basement  floor  for  receiving 
and  storing  water  taken  from  the  Charles  River  Basin ;  a  diver- 
sified collection  of  pumps  to  serve  as  objects  of  tests  and  to  fur- 
nish the  water  through  the  distributing  systems  to  the  various 
experimental  pieces  of  apparatus;  a  distributing  system  embrac- 
ing piping  for  high-  and  low-pressure  service,  and  both  concrete 
and  steel  canals;    and,  finally,  a  collection  of  apparatus  to  be 
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used  in  connection  with  tests,  illustrative  work  and  original 
investigations. 

The  canal  for  storing  the  water  is  rectangular  in  cross- 
section,  varying  in  width  from  5  to  8  ft.  and  having  an  average 
depth  of  about  5  ft.  It  is  endless,  being  arranged  on  the  four 
sides  of  a  rectangle  whose  length  is  132  ft.  and  width  35  ft.,  and 
is  so  designed  that  it  may  be  possible,  by  operating  a  large  pump- 
ing unit,  to  simulate  within  it  conditions  of  artificial  stream  flow. 
In  all  experimental  work,  water  will  be  drawn  from  this  canal 
and  finally  returned  to  it  after  passing  through  the  apparatus 
which  is  being  used.  Its  filling  is  accomplished  by  a  gravity 
connection  with  the  Charles  River  Basin  aided  by  pumping. 

In  addition  to  the  canal  are  two  pits,  30  ft.  deep,  directly 
connected  by  means  of  valves  with  the  water  in  the  river  basin. 
These  serve  as  suction  wells  for  investigating  the  performance 
of  pumps  under  different  conditions  of  suction  head,  the  water 
level  in  them  being  controlled  by  the  inlet  valves  which  are 
opened  or  closed  as  the  pump  delivery  is  changed.  By  placing 
the  pump  to  be  tested  on  a  raised  platform  above  the  pits,  the 
suction  head  may  be  made  as  much  as  desired. 

The  pumping  equipment  consists  of  15  units  embracing 
numerous  distinct  types  of  varied  size  and  capacity.  The  larg- 
est of  these  is  a  Worthington  30-in.  centrifugal,  directly  con- 
nected with  a  350  h.p.  Ball  angle  compound  engine.  This 
unit  is  capable  of  pumping  22  000  gals,  per  minute  against  a 
head  of  45  ft.,  and  will  be  used  for  supplying  water  to  the  tur- 
bine testing  flume.  The  two-stage  type  is  represented  by  an 
8-in.  De  Laval,  steam  turbine  driven  pump,  and  the  three-stage 
by  a  4-in.  Jeansville  pump  operated  by  a  Terry  steam  turbine. 

The  largest  plunger  pump  is  a  Warren  Duplex,  24  ins.  by 
15  ins.  by  24  ins.,  designed  for  a  maximum  discharge  of  i  500 
gals,  per  minute  against  a  6oo-ft.  head.  This  pump  and  the 
Jeansville  centrifugal  are  used  in  connection  with  the  compres- 
sion tank  to  furnish  water  in  all  experiment  work  demanding 
high  heads. 

Of  special  interest  are  the  arrangements  for  the  testing  of 
water  turbines.  While,  owing  to  the  exigencies  of  the  war,  the 
equipment  is  not  yet  complete,  the  major  portion  is  in  place, 
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and  plans  are  ready  for  going  ahead  with  the  work  in  what  is 
hoped  to  be  the  near  future.  Water  from  the  large  30-in.  cen- 
trifugal flows  through  a  30-in.  Venturi  meter,  and  by  a  vertical 
riser  to  the  third  floor  of  the  laboratory,  where  it  is  delivered 
into  a  rectangular  steel  channel  of  25  sq.  ft.,  cross-section, 
Fig.  2.     In  this  it  runs  for  a  distance  of  135  ft.  to  the  open  flume 


Fig.  3.     Base  of  Steel  Turbine  Flume  and  Hand  Control  Gates. 


containing  the  turbine.  The  flume,  Fig.  3,  is  an  upright  cylin- 
drical steel  tank,  12  ft.  in  diameter  and  22.5  ft.  high,  with  its 
base  resting  on  the  second  floor  of  the  laboratory.  In  its  bot- 
tom is  set  the  turbine,  which  discharges  through  a  draft  tube  into 
a  concrete  tail  race  below.  The  back  and  side  walls  of  the  race 
are  carried  up  from  the  basement  to  the  second  floor,  and  a  large 
cast-iron  gate  placed  across  the  race  so  that  the  water  level 
immediately  below  the  wheel  and  about  the  draft  tube  can  be 
held  at  any  desired  level  before  being  discharged  down  the  race. 
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The  design  of  the  gate  is  peculiar,  it  being  arranged  to  move 
up  or  down  in  the  usual  way,  permitting  the  escape  of  water 
beneath  it,  but  also  provided  with  a  series  of  long  horizontal 
openings  or  sub-valves,  which  are  operated  by  a  secondary  stem 
and  so  designed  as  to  open  successively,  thus  allowing  close 
control  of  the  water  level.  The  stems  of  the  valves  reach 
through  the  floor  above,  where  they  are  operated  by  the  ordinary 
hand  gate-jack  (Fig.  3). 

On  passing  the  gate,  the  water  flows  through  bafifles  and  is 
then  quieted  in  a  straight  reach  of  about  ']2  ft.  before  passing 
over  the  weir  at  the  end  of  the  race.  From  the  weir  it  drops 
into  the  rectangular  storage  canal,  completing  the  cycle  of  flow. 

The  weir  just  mentioned  is  a  standard  suppressed  weir,  10 
ft.  in  length  and  5  ft.  6  ins.  in  height,  although  the  height  is 
quite  easily  alterable  so  as  to  permit  changing  the  velocity  of 
approach.  One  interesting  feature  connected  with  it  is  the  fact 
that,  in  inserting  the  piezometer  connections  in  the  sides  of  the 
concrete  channel,  it  was  thought  wise  to  make  three  separate 
sets  of  connections,  each  one  duplicating  the  conditions  of  the 
Francis,  Steafns  and  Bazin  piezometers,  with  respect  to  size 
and  location.  Three  separate  hook  gage  pails  allow  the  simul- 
taneous measurement  of  the  three  heads.  Already  some  work 
has  been  done  by  adv^anced  students  in  comparing  results  so 
obtained,  and,  while  the  investigation  has  only  begun,  it  looks 
as  if  interesting  and  perhaps  valuable  results  might  be  reached. 

Although  the  weir  was  designed  to  act  as  the  standard  mode 
of  measurement  in  all  turbine  tests,  it  should  be  noted  that  a 
30-in.  Venturi  meter  was  placed  in  the  supply  line  and  a  third 
measurement  is  possible  in  the  head  race,  where  current  meters 
may  be  used.  At  a  future  time  it  is  proposed  to  install  here  a 
moving  screen  which  shall  hang  vertically  in  the  channel,  fit 
with  small  clearance  the  cross-section  of  the  same,  and  move 
down  its  length  on  a  supporting  track  with  the  mean  velocity 
(assumed)  of  the  water.  Experiments,  at  Wisconsin,  and  on  a 
small  scaJe  at  the  Institute,  already  indicate  that  a  high  degree 
of  precision  may  be  thus  reached  in  measuring  mean  velocities 
in  artificial  channels.  It  would  seem,  therefore,  as  if  the  meas- 
urement of  the  quantity  of  water  passing  the  turbine  might  be 
precisely  made. 
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The  power  output  of  the  wheel  will  be  measured  by  an 
Alden  absorption  dynamometer  mounted  directly  on  the  turbine 
shaft.  The  setting  of  the  turbine  is  similar  to  that  at  the  Hol- 
yoke  Flume,  the  wheel  being  hung  on  a  suspension  bearing  which 
is  capable  of  vertical  adjustment. 

The  wheel  to  be  first  installed  is  an  i8-in.  S.  Morgan  Smith 


Fig.  4.     Pelton  Wheel  Unit  with  Brake. 


wheel,  specially  designed  and  donated  by  the  makers  for  the 
purpose  of  experimental  work.  It  has  been  tested  at  Holyoke, 
so  that  any  future  work  done  here  can  be  compared  with  results 
obtained  under  Holyoke  conditions.  The  maximum  head  which 
can  be  obtained  in  the  flume  will  be  about  34  ft.,  this  being  divided 
into  a  pressure  head  above  the  wheel  of  22.5  ft.  and  a  draft  head 
of  1 1.5  ft.  With  this  fall  and  a  maximum  discharge  of  50  sec. 
ft.,  a  gross  power  of  about  193  h.p.  may  be  obtained.     , 
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At  present  the  laboratory  is  equipped  with  three  turbines 
of  the  tangential  type,  one  an  American  30-in.  wheel,  a  Pelton 
36-in.  w^heel,  Fig.  4,  and  a  modern  Pelton-Doble  wheel,  24  ins. 
in  diameter.  These  are  nozzle-fed  with  water  pumped  into  the 
pressure  tanks,  of  which  there  are  two  (Fig.  5).  Both  of  the 
latter  are  cylindrical,  set  vertically,  and  capable  of  furnishing 


Fig.  5.     Pressure  Tanks  and  Weir  Boxes  on  Second  Floor. 


heads  as  high  as  600  ft.  Assuming  that,  under  high  pressures, 
the  water  will  gradually  absorb  the  air  cushion  at  the  top  of  the 
tank,  arrangements  will  be  made  for  supplying  compressed  air 
to  make  up  the  loss  so  incurred. 

The  tanks  are  equipped  with  openings  at  different  levels, 
to  permit  the  insertion  of  experimental  orifices,  nozzles,  mouth- 
pieces, and  any  apparatus  for  using  water  under  a  wide  range  of 
head.     The  position  of  the  tanks  is  such  that  their  discharge 


Fig.  6.     Near  View  of  Collecting  Trough,  showing  Gate-Operating  Valve 

AND  Calibrated  Tank. 
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valves  are  directly  over  the  canals  in  the  basement.  The  larger 
of  the  two  tanks  is  35  ft.  high,  extending  through  the  upper 
floor  of  the  laboratory,  thus  giving  opportunity  for  high-pressure 
work  on  all  floors.  This  tank  is  6  ft.  in  diameter  and  made  from 
i-in.  steel  plate. 

As  far  as  possible,  the  discharge  from  the  various  pumps  and 
wheels  will  be  measured  over  weirs,  but  arrangements  have  been 
made  whereby  all  but  the  largest  pieces  of  apparatus  may  have 
their  discharges  measured  in  calibrated  steel  tanks  which  rest 
on  the  basement  floor  and  discharge  into  the  canal  (Fig.  6). 
There  are  four  of  these  tanks,  — ■  two  10  ft.  in  diameter  and  12 
ft.  tall,  each  with  a  capacity  of  7  000  gals.,  and  two  6  ft.  in 
diameter  and  10  ft.  tall,  with  a  capacity  of  2  100  gals.  each. 
Above  these  tanks  runs  a  steel  collecting  trough,  easily  acces- 
sible from  different  parts  of  the  laboratory,  into  which  water 
comes  from  any  particular  piece  of  apparatus  and  from  which 
it  will  flow  through  valves  into  the  tanks  below.  These  valves, 
as  well  as  those  which  empty  the  tanks,  are  operated  by  water 
pressure,  and  the  design  makes  it  possible  for  the  operator  to 
shift  the  discharge  quickly  from  one  tank  into  another  or  to 
empty  a  tank  without  moving  from  his  position. 

No  equipment  has  so  far  been  installed  for  pipe  experiments, 
but  it  is  planned  to  utilize  space  on  the  third  floor  for  this  pur- 
pose, where  connection  can  be  easily  made  with  the  large  pres- 
sure tank  which  rises  from  the  basement  through  both  floors. 
Here,  too,  will  be  installed  the  apparatus  for  the  calibration  of 
nozzles.  At  present  there  is  on  this  floor,  beside  the  steel  chan- 
nel forming  the  head  race  to  the  turbine  flume,  two  rams  which 
operate  under  a  head  of  about  8  ft. 

This  latter  is  obtained  by  pumping  into  an  elevated  steel 
tank  equipped  with  a  constant  level  overflow.  Waste  water 
from  the  rams,  and  also  the  discharge  from  the  same,  is  returned 
to  the  basement  and  weighed  in  large  tanks.  At  present  the 
equipment  is  composed  of  a  twin  Gould  ram  and  one  Rife. 
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THE  EFFECT  OF  HEATING  CONCRETE  MATERIALS  IN 

THE   MIXER. 

By  H.  E.  Sawtell,*  Member  Boston  Society  of  Civil  Engineers. 

The  following  is  a  description  and  a  statement  of  the  results 
of  a  test,  made  for  Mr.  Charles  T.  Main,  which  may  be  of  value 
to  engineers,  for  the  purpose  of  determining  whether  heating,  in 
the  mixer,  of  materials  by  a  method  being  used  during  cold 
weather,  had  any  effect  on  the  strength  of  the  concrete. 

The  apparatus  used  consisted  of  a  small  tank  for  kerosene, 
a  pump  to  compress  air  in  the  tank,  and  a  connecting  pipe  to  a 
burner,  fastened  to  the  mixer  just  over  the  receiving  chute. 

The  kerosene  was  forced  by  the  compressed  air  through  the 
connecting  pipe  into  the  burner,  where  it  burned  with  a  blue 
fiame.  The  flame  then  passed  down  a  flattened  pipe  into  the 
mixer.  The  flattened  pipe  stopped  just  inside  of  the  mixer  at 
the  top  of  the  opening,  and  the  flame  shot  from  there  to  the 
center  of  the  mixer.  The  flame,  after  leaving  the  pipe,  was 
about  9  ins.  wide,  6  ins.  thick,  and  i  ft.  long. 

The  concrete  materials  entered  under  the  flame,  and  ap- 
parently did  not  come  in  direct  contact  with  it  at  any  time. 
The  air  in  the  mixer  did  get  very  hot,  however,  and  the  concrete 


*  structural  Engineer,  with  Charles  T.  Main,  201  Devonshire  Street,  Boston. 

Note.  This  paper  will  not  be  presented  at  a  regular  meeting  of  the  Society,  but  dis- 
cussion is  invited,  to  be  received  by  W.  L.  Butcher,  Editor,  715  Tremont  Temple,  Boston, 
before  May  10,  1918,  for  publication  in  a  subsequent  issue  of  the  Journal. 
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dried  out  so  fast  that  it  was  necessary  to  add  water  repeatedly 
during  the  mixing.  As  the  effect  of  the  rapid  heating  and  dry- 
ing out  was  doubtful,  it  was  decided  to  make  a  test. 

Six  cylinders,  made  of  1:2:4  concrete,  each  8  ins.  in  di- 
ameter and  16  ins.  high,  were  made  as  follows. 

Sand  and  stone  were  put  into  mixer,  and  turned  for  ten 
minutes.  The  cement  was  then  added,  followed  by  the  water. 
The  mixer  was  started  at  5.40  p.m. 

First  cold  sample  taken  at  6.10  p.m.;  temperature  48  de- 
grees Fahr. 

Second  cold  sample  taken  at  6.15  p.m.;  temperature  48  de- 
grees Fahr. 

Third  cold  sample  taken  at  6.25  p.m.  ;  temperature  50  de- 
grees Fahr. 

Started  heater  at  6.25,  and  temperature  at  start  was  50  de- 
grees Fahr. 

First  hot  sample  taken  at  6.45  p.m.;  temperature  92  degrees 
Fahr. 

Second  hot  sample  taken  at  6.50  p.m.;  temperature  98  de- 
grees Fahr. 

Third  hot  sample  taken  at  6.55  p.m.;  temperature  95  de- 
grees Fahr. 

All  temperatures  were  taken  by  inserting  a  thermometer 
into  the  concrete  of  each  cylinder  as  soon  as  filled.  The  mixer 
was  run  continuously  with  the  same  batch  from  5.40  to  6.55  p.m. 

It  was  necessary  to  add  a  little  water  before  taking  the  third 
hot  sample,  which  accounts  for  the  drop  in  temperature. 

The  three  cold  cylinders  were  marked  2,  4  and  6  respec- 
tively, while  the  three  hot  cylinders  were  marked  i,  3  and  5 
respectively. 

All  cylinders  were  then  placed  in  a  damp  atmosphere  at  the 
bottom  of  an  excavation  10  ft.  deep  and  covered  with  canvas. 
In  ten  days  they  were  removed  to  an  unheated  room,  where 
they  remained  for  about  a  week,  after  which  they  were  care- 
fully boxed  for  shipment  and  sent  to  Professor  Hayward  at  the 
laboratory  of  the  Massachusetts  Institute  of  Technology,  for 
testing.  They  were  crushed  at  the  end  of  twenty-eight  days 
with  the  following  results. 
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No.  of 

Maximum  Load 

Compressive  Strengi 

Cylinder. 

Temperature. 

in  Lbs. 

Lbs.  per  Sq.  In. 

I 

Hot 

71  000 

I  412 

2 

Cold 

137  000 

2736 

3 

Hot 

65400 

I  303 

4 

Cold 

144  000 

2865 

5 

Hot 

40000 

795 

6 

Cold 

117  400 

2336 

The  average  strength  of  the  hot  concrete  was  about  44  per 
cent,  of  that  for  the  cold  concrete. 

Professor  Hayward's  report  states  that  cyUnders  i,  3  and  5 
contained  a  large  number  of  surface  cracks,  of  varying  depth. 

The  bonding  of  the  aggregate  in  numbers  i  and  3  cylinders 
was  not  nearly  as  good  as  in  the  case  of  numbers  2,  4  and  6,  and 
the  bonding  of  the  aggregate  in  number  5  was  especially  poor. 

It  appears  from  these  tests  that  there  is  a  marked  reduction 
of  strength  in  concrete  when  heated  by  the  method  described; 
but,  as  it  may  be  unsafe  to  form  judgment  based  on  such  a  small 
number  of  tests,  we  should  like  to  see  the  matter  investigated 
further. 
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DISCUSSION    OF    THE    FOUNDATIONS    OF    THE    NEW 

BUILDINGS    OF   THE 

MASSACHUSETTS   INSTITUTE   OF   TECHNOLOGY. 

By  J.  R.  Worcester,*  Member  Boston  Society  of  Civil  Engineers. 

The  report  of  the  experimental  work  in  connection  with 
the  foundations  of  the  Technology  buildings  is  a  valuable  addi- 
tion to  the  meager  literature  upon  pile  foundations,  and  the 
care  taken  in  testing  the  ground  and  recording  the  results  of  the 
tests  gives  the  information  thereby  obtained  unusual  weight. 

The  pile  driving  and  load  tests  recorded  do  not  make  en- 
tirely clear  the  reasons  which  led  to  some  of  the  rules  adopted, 
though  undoubtedly  the  latter  were  justified  by  information  not 
easily  obtainable  from  the  reports.  For  instance,  how  was  it 
determined  that  spruce  piles  could  not  have  been  driven  every- 
where in  place  of  oak?  According  to  Rules  i  and  2,  it  was  de- 
termined to  use  oak  whenever  a  2  300-lb.  hammer  falling  10  ft. 
produced  a  penetration  of  less  than  i^  ins.  The  first  ten  piles 
of  Group  A,  which  broke,  were  apparently  subjected  to  con- 
siderably heavier  driving  than  this,  and  we  do  not  find  evidence 

*  Of  J.  R.  Worcester  &  Co.,  Consulting  Engineers,  79  Milk  Street,  Boston. 
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that  they  could  not  have  been  driven  with  a  lesser  fall  far  enough 
into  a  "  hard  "  soil  to  have  carried  the  required  loads  with  safety. 
It  would  not  appear  that  any  great  advantage  was  obtained 
from  the  attempt  to  determine  the  load  causing  rg^-in.  settle- 
ment. Comparing  these  loads  with  the  ultimate  capacity,  we 
find  a  very  variable  factor  of  safety,  as  shown  in  Table  i. 


TABLE 

I. 

Load  Causing 

Maximum 

Factor  of 

Pile  No. 

fe-In.  Settlement. 

Load. 

Safety. 

14  a 

II  000 

77400 

7.0 

2  a-4 

14000 

29860  + 

2.1  + 

12  d 

18  000 

89  800 

5-0 

2  a-2a 

20  000 

62  400  + 

3-1  + 

12  g 

30  860 

83500 

2.7 

II  a 

25  600 

77400 

3-0 

10  a 

25760 

59000  + 

2.3  + 

13  g 

16  000 

43  000  + 

2.7  + 

II  d 

18  000 

64000 

3.6 

n  8 

19  600 

87  000 

4.4 

It  is  evident  that  the  load  at  the  i^-in.  settlement  is  little 
indication  of  the  maximum  capacity.  There  are  two  good 
reasons  for  this.  In  the  first  place,  the  elasticity  of  the  pile 
must  affect  this  observation  to  a  marked  degree,  especially  when 
the  support  is  mainly  near  the  tip  and  there  is  a  considerable 
length  in  material  having  little  supporting  power.  Roughly 
speaking,  a  length  of  20  ft.  under  a  load  of  20  000  lbs.  would 
cause  an  elastic  shrinkage  of  to  in.  This  indicates  that  the 
settlements  of  ye  in.  recorded  may  very  easily  be  entirely  elastic, 
and  not  due  to  any  yielding  of  the  bottom.  Another  reason 
why  Ye  in.  is  not  a  very  useful  point  in  the  settlement  upon  which 
to  rely,  is  the  difficulty  of  observing  the  settlements  with  suffi- 
cient accuracy. 

It  would  appear  that  the  load  at  j  in.  is  more  reliable  and 
useful  as  an  index  of  the  capacity.  Table  2  gives  the  results  of 
the  same  tests  as  before  arranged  with  regard  to  their  capacity 
at  T-in.  settlement. 
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TABLE 

2. 

LxDad  Causing 

Maximum 

Factor  of 

PUe  No. 

J-In.  Settlement. 

Load. 

Safety. 

14  a 

73  000  " 

77400 

1.06 

2  a-4 

28  000 

29  860  + 

1.06  + 

12   d 

75200 

89  800 

1. 19 

2  a-2a 

43000 

62  400  + 

145  + 

12  g 

66000 

83500 

1.26 

II  a 

43500 

77400 

1.78 

10  a 

41  100 

59000  + 

1.44  + 

13  g 

28  000 

43  000+ 

1-54  + 

II  d 

28  000 

64000 

2.29 

n  8 

53700 

87  000 

1.62 

So  far  as  can  be  judged  from  these  tests,  it  would  be  entirely 
safe  to  allow  for  a  working  load  one  half  that  causing  |-in.  set- 
tlement. The  factor  of  2|  actually  used  was  undoubtedly  con- 
servative. 

In  the  design  of  the  concrete  footings,  it  is  not  clear  why  it 
was  thought  necessary  to  increase  the  depth  on  account  of  a 
possibility  that  piles  immediately  under  the  load  will  be  stressed 
somewhat  higher  than  those  at  the  edges.  Even  if  this  were 
the  case,  —  and  it  is  by  no  means  certain  that  it  would  be,  —  it 
is  hard  to  see  how  the  unequal  distribution  of  the  load  would 
have  anything  but  a  beneficial  effect  upon  the  footing. 

In  his  discussion,  Mr.  L.  M.  Hastings  has  touched  upon  the 
vital  question  which  must  occur  to  any  one  familiar  with  the 
history  of  structures  in  the  locality  where  these  buildings  have 
been  placed.  It  will  be  a  very  pleasing  surprise  if  a  gradual 
settlement  of  the  whole  group  does  not  develop,  through  the 
subsidence  of  the  glacial  deposit  below  the  mud.  Such  a  settle- 
ment might  not  be  noticeable  or  injurious  if  it  were  uniform  over 
the  hole  area,  but  the  area  covered  by  the  connecting  buildings 
is  so  large  that  it  would  appear  hardly  probable  that  they  could 
all  move  together.  The  outcome  will  be  awaited  with  great 
interest. 
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Otis  Francis  Clapp,  son  of  James  Otis  and  Lucia  Kingman 
Clapp,  was  born  in  Boston,  Mass.,  September  26,  1843,  and 
died  at  Providence,  R.  I.,  March  3,  1917.  He  was  educated  in 
the  public  schools  and  Hunt's  Academy  at  North  Bridgewater, 
now  Brockton,  Mass.  He  entered  the  office  of  Shedd  and 
Edson  in  Boston,  where  he  received  his  early  training  in  engi- 
neering, and  in  1867  was  sent  from  that  firm's  office  to  Providence, 
R.  I.,  to  make  the  preliminary  surveys  for  the  first  municipal 
water-works  system,  which  provided  for  taking  the  water  supply 
from  the  Pawtuxet  River  and  which  later  was  adopted. 

In  1872  Mr.  Clapp  was  placed  in  charge  of  preparing  plans 
for  a  sewerage  system  for  the  city  of  Providence.  A  large  part 
of  the  city's  sewers  and  the  precipitation  works  for  the  disposal 
of  sewage  were  constructed  under  his  direction. 

In  May,  1897,  he  was  appointed  city  engineer  to  succeed 
J.  Herbert  Shedd,  resigned,  an  office  which  he  held  for  eighteen 
successive  years.  He  was  then  appointed  first  assistant  in  the 
city  engineer's  department  on  special  work  in  connection  with 
the  improvement  of  the  Moshassuck  River  channel,  and  held 
that  position  for  nearly  a  year,  when  he  resigned  on  account  of 
failing  health. 

Mr.  Clapp  was  connected  with  the  engineering  work  of  the 
city  of  Providence  for  more  than  fifty  years,  being  more  particu- 
larly interested  in  water  works  and  sewers.  He  joined  the 
Boston  Society  of  Civil  Engineers  in  1888,  and  was  Vice-Presi- 
dent of  the  Society  in  1904  and  1905,  and  at  the  time  of  his 
death  he  was  a  member  and  a  director  of  the  American  Society 
of  Civil  Engineers. 

In  November,  1869,  he  married  Anna  Isabella  Sweetland, 
whom  he  survived  about  two  years. 

Mr.  Clapp  was  a  man  of  pleasing  personality,  modest  and 
unassuming  in  manner,  and  of  a  genial  temperament  which  had 
attracted  to  him  many  friends. 

*  Memoir  prepared  by  Wm.  D.  Bullock  and  Irving  S.  Wood. 
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HENRY   AUGUSTUS   HERRICK.* 

Henry  A.  Herrick  was  born  November  26,  1861,  at  Brook- 
lyn, N.  Y. 

His  parents  were  Henry  Walker  Herrick  and  Clarrissa  Har- 
low Parkinson.  _^ 

His  parents  moved  to  Manchester,  N.  H.,  when  he  was  four 
years  old.  He  was  educated  in  the  public  schools  in  Manchester, 
graduating  from  the  high  school  at  the  age  of  nineteen  years. 

His  first  work  after  graduation  was  with  the  Amoskeag 
Manufacturing  Company  at  Manchester,  in  connection  with 
the  design,  construction  and  equipment  of  cotton  mills.  He  was 
later,  in  succession,  engaged  in  similar  work  at  the  Methuen 
Mills,  Methuen,  Mass.;  at  Willimantic,  Conn.;  with  F.  P. 
Sheldon,  mill  engineer,  Providence,  R.  I.;  and  at  the  Schuyler-* 
ville  Mills. 

In  1890  he  went  to  Spokane,  Wash.,  where  he  designed 
and  supervised  the  construction  of  the  dam  and  power  station 
which  is  still  in  operation. 

On  January  14,  1891,  he  was  married  and  went  to  Great 
Falls,  Mont.,  where  he  designed  and  supervised  the  construction 
of  the  Black  Eagle  Falls  Dam  and  power  plant  for  the  Boston 
and  Montana  smelter. 

In  the  latter  part  of  1895  he  became  associated  with  Dean 
&  Main,  engineers,  and  was  engaged  in  the  design  and  super- 
vision of  construction  of  many  textile  and  other  industrial  plants. 
Upon  the  dissolution  of  this  firm  in  1907,  he  continued  his  asso- 
ciation with  Charles  T.  Main.' 

The  most  interesting,  valuable  and  effective  work  was 
done  by  Mr.  Herrick  in  the  last  ten  years  of  his  life,  during  which 
time  he  had  charge  of  the  design  and  construction  of  some  of 
the  largest  and  best  hydro-electric  developments  in  the  country; 
namely,  the  Rainbow  Falls  development  and  the  Great  Falls 
development  on  the  Missouri  River  near  Great  Falls,  Mont., 
the  Thompson  Falls  development  on  Clarks  Fork  of  the  Colum- 
bia River,  at  Thompson  Falls,  Mont.,  and  he  was  just  nearing 
the  completion  of  his  work  on  the  Holter  development,   near 

*  Memoir  prepared  by  Chas.  T.  Main. 
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Helena,  Mont.,  when  he  was  stricken  down  by  heart  failure 
and  died  immediately.  All  of  these  developments  formed  a 
part  of  the  system  of  the  Montana  Power  Company,  and  aggre- 
gated about  250  000  h.p. 

During  the  time  that  the  above-mentioned  work  was  in 
progress,  and  between  the  ending  of  one  and  beginning  of  another 
undertaking,  he  made  many  examinations  and  reports  on  other 
projects  and  acted  as  consulting  engineer  on  several. 

Mr.  Herrick  had  developed  a  systematic  analysis  of  dams, 
based  on  his  many  years  of  close  study  and  experience  in  design- 
ing such  structures.  All  of  the  many  fundamentals,  such  as 
geological  formation,  seepage,  drainage,  upward  pressure,  shock 
and  dissipation  of  energy  due  to  overflow,  flood  conditions,  etc., 
received  proper  consideration  in  his  analysis. 

His  early  training  in  design  and  construction  enabled  him 
to  design  the  buildings  for  power  stations  in  a  most  acceptable 
manner.     He  mastered  the  electrical  problems  with  great  ease. 

He  was  a  great  student,  and  a  fine  mathematician,  and  one 
of  the  best  of  the  type  represented  by  self-educated  engineers. 
His  character  was  of  the  highest,  and  his  dealings  with  men 
above  and  below  him  were  always  characterized  with  fine  cour- 
tesy and  uprightness. 

He  was  a  member  of  the  Boston  Society  of  Civil  Engineers, 
joining  November  15,  191 1,  and  of  the  American  Society  of 
Civil  Engineers,  which  he  joined  in  1890.  He  was  also  a  mem- 
ber of  the  Engineers  Club,  Boston;  the  Fresno  Club,  Fresno, 
Calif. ;  Silver  Bow  Club,  Butte,  Mont. ;  and  other  societies. 

His  principal  recreation  was  trap  and  target  shooting,  hunt- 
ing and  fishing,  and  he  took  as  much  pleasure  in  anticipation  as 
in  the  rare  actual  outings  which  his  busy  life  allowed  him. 
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The  Exgixeer  ix  the  Xew  Democracy. 

Ix  complying  with  the  prescribed  obhgation  of  the  retiring 
president  to  deH\er  a  ^"aledictory  address,  I  cannot  in  these  days 
of  war  speak  of  anything  else  than  our  own  place  in  the  great 
struggle  and  in  what  will  come  after.  I  have  accordingly  taken 
for  my  subject,  The  Engineer  as  a  Social  Force  in  the  Neiv  De- 
mocracy. 

The  United  States  has  been  at  war  nearly  a  year.  The 
victory  is  not  yet  won.  But  we  are  going  to  win  it,  —  that 
much  is  certain.  We  are  going  to  win  the  war  because  we  be- 
lieve the  cause  of  liberty  is  worth  fighting  and  dj'ing  for,  and 
because  we  have  men  enough  who  are  willing  to  fight  and  die. 
We  are  going  to  win  because  American  resources  directed  by 
American  engineers,  when  added  to  the  forces  of  our  allies,  will 
turn  the  scale  of  military  power  in  our  favor.  Victory  will 
come;  but  what  will  come  after  the  victory?  The  world  will 
be  made  safe  for  democracy;  but  how  is  democracy  to  be  made 
safe  for  the  world? 

It  is  hard  to  look  ahead,  these  days,  and  very  hard  to  see 
clearly,  but  never  was  foresight  so  much  needed  as  now.     En- 
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gineers,  as  a  class,  have  been  trained  to  look  ahead.  To  draw  a 
plan  is  to  look  ahead,  —  and  the  planners  of  our  railroads,  our 
water  supplies,  our  power  distribution  plants  have  seldom  failed 
to  exercise  good  judgment  in  forecasting  the  future. 

In  recent  years  our  forecasting  has  been  largely  on  a  mathe- 
matical basis,  —  it  has  been  a  quantitative  problem ;  but  now 
the  problem  is  different.  Unless  signs  fail  there  is  going  to  be  a 
social  reconstruction  of  the  world.  In  fact,  this  is  now  going  on 
before  our  very  eyes  if  we  will  but  see.  Ferrero  said  that  when 
Rome  fell  the  Romans  at  the  time  never  knew  that  it  was  falling. 

The  engineer  must  therefore  extend  his  thought  far  beyond 
his  usual  bounds,  because  the  new  problem  is  not  physical  and 
mathematical,  but  rather  political  and  ethical.  The  engineer 
must  join  with  the  members  of  the  other  professions,  and  what 
is  more  important  he  must  join  with  the  workers  themselves,  in 
laying  plans  for  the  new  democracy  and  the  new  social  order 
which  seems  destined  to  come  not  only  in  Russia  but  in  England 
and  Germany,  in  America,  and,  we  may  well  say,  throughout  the 
civilized  world.  Because  of  his  experience  in  looking  ahead, 
because  of  his  position  as  an  intermediary  between  owner  and 
contractor,  between  capital  and  labor,  because  of  his  habit  of 
doing  things  in  large  ways,  the  engineer  seems  destined  to  play 
an  important  part  in  the  coming  reconstruction.  The  engineer's 
prominence  in  the  war  will  give  him  added  opportunities  after 
the  war  is  over.  To  the  victors  belong  the  responsibilities,  not 
the  spoils. 

It  is  hard  to  tell  even  in  generalities  what  is  going  to  happen, 
but  some  things  seem  reasonably  certain.  Autocracy  is  going 
to  give  way  to  democracy  in  all  of  the  great  countries  of  the 
world.  This  means  that  to  a  greater  extent  than  ever  before 
the  political  power  will  be  in  the  hands  of  the  working  people, 
that  persons  of  limited  education  will  have  more  direct  control 
than  now  of  the  policies  and  actions  of  their  go\'ernments.  The 
relations  between  capital  and  labor  are  going  to  change;  the 
wage  system  will  be  modified  and  may  even  gi\-e  way  to  some 
other  system  of  payment  based  on  the  idea  of  profit  sharing. 
The  great  fortunes  and  the  great  holdings  of  land  are  going  to 
be    sul:)divided.     The    government    may    control    not    only    the 
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railroads,  but  other  public  utilities,  as  well  as  the  basic  resources 
of  nature.  We  are  going  to  liv^e  under  new  conditions,  and, 
whatever  our  preconceived  ideas,  we  must  adapt  ourselves  to 
the  new  order.  The  changes  will  not  come  in  a  day,  but  they 
will  come  sooner  than  any  of  us  would  have  predicted  a  year  or 
two  ago.     Indeed,  they  have  already  begun. 

Efficiency  and  Democracy.  —  Democracies,  considered  as 
nations,  are  inefficient.  History  tells  us  that.  Yet  we  need 
not  go  back  of  the  present  war  to  see  it.  An  army  is  more 
efficient  than  a  mob;  an  organized  nation  is  more  efficient  than 
one  not  well  organized ;  industry  and  transportation  organized 
under  the  large  corporation  plan  are  more  efficient  than  under 
the  small  unit  plan.  Organization  and  efficiency  seem  to  be 
inseparable  terms. 

Where  efficiency  exists,  the  ruling  power  is  almost  invariably 
at  the  top  and  its  branches  extend  downwards,  ever  dividing  as 
in  the  \'agarious  organization-charts  which  our  bureaus  of  muni- 
cipal research  delight  to  draw.  But  what  is  meant  by  efficiency  .■' 
Broadly  speaking,  it  is  doing  much  with  little  effort;  it  is  getting 
out  of  a  machine  in  one  form  the  energy  put  into  it  in  another 
form ;  it  is  making  the  most  of  the  apparatus,  the  best  use  of  time, 
accomplishing  a  result  in  the  best  way.  In  any  measure  of 
machine  efficiency  the  thought  is  centered  primarily  on  the  re- 
sult, secondarily  on  the  power  applied  and  the  raw  material 
consumed,  lastly  on  the  effect  of  the  process  on  the  machine 
itself.  Under  autocracy  we  see  this  idea  illustrated  in  human 
society.  The  upper  ruling  power  has  a  result  in  mind,  —  it 
may  be  benevolent  or  selfish,  —  the  nation  is  organized  to  secure 
that  result,  all  the  units  of  the  nation  are  required  to  work  to 
that  end,  and  the  effect  of  the  process  on  the  constituent  human 
units  is  regarded  as  a  minor  alTair.  The  United  States  is  tem- 
porarily and  of  necessity  in  this  condition  to-day.  The  object 
in  view  is  to  win  the  war;  we  are  voluntarily  organizing  our- 
selves from  the  top  down,  to  bring  about  this  result;  we  are 
trying  to  make  the  most  of  our  powers  and  resources;  and  we 
don't  care  what  happens  to  any  one  of  us. 

But  in  times  of  peace  conditions  are  different.  Then  the 
legitimate  object  of  government  is  to  provide  conditions  favor- 
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able  for  the  life  of  each  and  every  indi\"idual  in  the  nation. 
The  purpose  of  the  nation  is  not  ulterior,  but  interior.  Effi- 
ciency takes  on  a  new  meaning.  No  longer  is  it  a  comparison 
between  applied  energy-  and  material  result,  but  a  threefold 
comparison  between  process,  machine  and  product,  with  the 
effect  of  the  process  on  the  machine  as  the  controlling  thought. 
In  mechanics  we  have  no  single  word  to  express  this  idea,  al- 
though we  do  speak  of  the  "  life  of  the  plant,"  of  "  friction," 
of  "  depreciation."  In  human  society  we  have  already  some 
very  old  and  ver^^  adequate  words,  —  health,  comfort,  happi- 
ness and  contentment  of  the  people,  —  sometimes  summed  up 
in  the  word  "  welfare."  In  autocracy,  efficiency  means  a  com- 
parison between  work  and  result;  in  democracy,  it  should  mean 
rather  a  comparison  between  work  and  welfare.  Such  rela- 
tions might  be  called  beneficient,  to  use  an  obsolete  word  with  a 
somewhat  new  meaning,  ■ — a  word  not  to  be  confounded  with 
beneficent  or  benevolent,  both  of  which  contain  the  element 
of  charity.  Beneficiency  is  not  that;  it  is  efficiency  plus  hu- 
manity. In  this  country,  as  in  most  civilized  countries,  we  have 
striven  for  efficiency,  and  it  is  partly  for  this  reason  that  the 
laboring  people  claim  that  we  are  an  economic  autocracy.  It 
is  well  known  that  the  movement  for  efficiency  has  not  been 
received  in  a  friendly  spirit  by  the  laboring  people.  Why? 
Because  they  believe  just  this,  —  that  efficiency  considers  the 
work  and  the  product  and  leaves  them  out.  Beneficiency  would 
mean  placing  the  product  and  the  effect  on  the  worker  in  equal 
regard.     The  world  is  demanding  that  this  change  be  made. 

The  present  war  is  expanding  in  a  most  remarkable  and 
significant  manner.  At  the  beginning  it  was  regarded  as  a  con- 
test of  nations ;  then  it  was  seen  to  be  a  contest  between  national 
autocracy  and  national  democracy;  noAV  It  is  becoming  some- 
thing still  broader,  —  a  contest  between  social  autocracy  and 
social  democracy  the  world  o\er.  We  saw  this  first  in  Russia, 
and  we  viewed  it  with  alarm;  but  when  we  see  it  spread  over 
Austria  and  Germany  we  do  not  object,  because  it  will  tend 
to  disintegrate  our  enemies.  Do  we  realize  that  the  same  con- 
test is  going  on  in  England  and  America?  And  when  it  comes, 
as  come  it  will,  how  are  we  going  to  receive  it?     Our  future 
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tranquillity  depends  much  upon  the  answer.  Are  we  going  to 
hold  to  the  old  idea  of  efficiency,  and  make  the  product  of  the 
nation  the  object  of  our  work,  or  are  we  going  to  take  the  new 
view  of  beneficiency  and  place  the  welfare  of  the  worker  on  an 
equality  with  his  product,  bending  our  present  organizations  to 
that  point  of  view,  lest  they  be  broken  altogether? 

I  hate  the  German  nation  as  exemplified  by  the  Prussian 
autocracy,  with  what,  I  hope  is  a  righteous  hatred,  and  I  am 
confident  that  Germany  will  be  beaten  and  her  present  rulers 
blotted  out;  but  I  do  not  believe  that  a  mere  crushing  of  the 
German  military  power  will  bring  peace  to  the  earth.  I  believe 
that  a  readjustment  of  political  and  social  conditions  through- 
out the  world  is  inevitable,  and  that  peace  and  tranquillity  will 
not  come  until  these  great  questions  are  settled.  We  talk  with 
disdain  about  the  revolutionists  of  Russia,  and  the  word  "  Bol- 
shevic  "  has  come  to  have  a  sinister  meaning.  But  the  ignorant, 
well-meaning  Russian  people  are  honestly  seeking  a  way  to  build 
up  a  new  democracy,  social,  political  and  religious,  and  we  will 
do  well  to  study  their  efforts.  With  their  lack  of  knowledge  and 
experience,  with  a  dark  background  of  brutal  repression,  they 
are  making  grievous  work  of  it.  We,  with  universal  education, 
with  more  than  a  century  of  liberty  and  free  government  as  a 
background,  ought  to  do  better.  The  Russians  have  the  spirit 
but  lack  the  education ;  we  have  the  education,  —  do  we  lack 
the  spirit? 

Following  the  war  the  great  problems  of  the  day  will  be 
social  problems,  and  the  engineer  must  play  his  part  in  them. 
As  the  great  exponent  of  efficiency,  it  will  be  one  of  his  first 
tasks  to  alter  the  meaning  of  the  term  so  that  it  will  of  necessity 
include  a  higher  regard  for  the  worker,  —  for  his  health,  for  his 
comfort  and  for  his  general  welfare. 

Conceptions  of  Democracy.  —  While  we  of  America  believe 
in  democracy,  there  have  been  many  able,  honest,  doubters 
among  the  world's  great  thinkers.  If  one  wishes  to  appreciate 
this  let  him  read  Lecky's  "  Democracy  and  Liberty."  In 
looking  forward  to  a  wider  democracy,  coextensive  with  civi- 
lization, it  is  important  to  consider  what  sort  of  democracy  will 
be  most  beneficient.     The  first  step  in  this  study  is  to  see  in  what 
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respects  people  are  thinking  and  acting  along  wrong  lines. 
Professor  Swain  summarized  these  admirably  in  his  presidential 
address  before  the  American  Society  of  Ci\il  Engineers,  at 
Ottawa,  in  1913  (Trans.  Am.  Soc.  C.  E.,  LXXVI,  1112-1147). 
and  I  cannot  do  better  than  repeat  here  some  of  the  things 
which  he  then  said. 

First  of  all,  "  There  is  a  tendency  to  consider  that  all  men  are 
equal  in  all  respects,''  an  idea  so  obviously  untrue  that  it  ought 
not  to  need  refutation.  Men  and  women  are  different  from 
each  other,  and  these  differences  must  be  recognized  in  a  de- 
mocracy. With  equal  rights  before  the  law,  with  equal  rights 
and  as  far  as  possible  equal  opportunities  to  dexelop,  with  equal 
rights  to  the  great  essentials  of  human  welfare,  with  equal  rights 
to  be  judged  according  to  worth,  it  yet  remains  that  there  are 
differences  in  people  which  cannot  and  ought  not  to  be  blotted 
out,  but  which  on  the  other  hand  ought  to  be  made  the  basis 
of  penalty  and  reward.  The  rewards  should  not  be  equal; 
the  ten-talent  man  should  receive  more  than  the  one-talent  man. 
In  some  wa}^  or  other,  I  cannot  say  how,  a  man's  reward,  whether 
it  be  for  the  work  of  his  hands,  his  head  or  his  heart,  should  bear 
a  reasonable  relation  to  what  he  contributes  to  the  common  good. 

Second,  "  There  is  a  tendency  to  disregard  authority,  to  con- 
sider that  one  mans  opinion  is  as  good  as  that  of  any  other,  —  a 
condition  which  leads  to  intellectual  arrogance,  dogmatism,  and 
lawlessness."  Superabundance  of  printed  matter  has  encouraged 
this,  while  the  headline  habit  has  led  to  loose  thinking,  to  the 
absorption  of  undigested  fragments,  and  to  the  loss  of  the  critical 
faculty.  The  daily  newspaper  is  doing  much  to  bring  about 
intellectual  equality  in  man;  it  raises  the  le\el  of  the  uneducated 
by  enabling  him  to  learn  about  science  and  literature  and  affairs 
of  state,  while  it  lowers  the  level  of  the  intelligent  by  feeding  him 
on  Buster  Browns  and  Krazy  Kats.  In  the  daily  press  the 
opinion  of  the  experienced  man  who  really  knows  what  he  writes 
about  is  placed  on  the  same  level  as  that  of  the  cub  reporter 
who  cares  more  for  his  story  than  for  the  truth. 

Third,  "  There  is  a  disregard  of  experience,  a  tendency  to 
consider  any  man  good  for  any  job."'  This  is  most  glaring  in 
the  political  world.     We  choose  our  executives  by  popular  vote, 


ADDRESS   AT    THE   ANNUAL    MEETING.  149 

without  regard  to  special  experience  or  training;  we  even  talk 
about  training  a  city  manager  in  a  technical  school.  Do  we 
not  know  that  a  well-ripened  city  engineer  is  the  man  best  fitted 
to  be  a  city  manager,  —  that  judgment  comes  only  with  experi- 
ence? Why  do  reform  governments  so  often  fail?  Because 
success  depends  not  only  upon  honesty  but  upon  knowledge  and 
experience.  Why  do  reactionary  governments  so  often  succeed? 
Because  extravagance  and  corruption  are  not  synonymous 
terms,  and  because  the  "  old  line  "  government  is  often  bene- 
ficient  rather  than  efficient,  thereby  getting  better  results  from 
the  employees.  We  must  not  lose  sight  of  the  fact,  however, 
that  corruption  and  extravagance  too  often  go  together,  and 
that  a  beneficient  government  may  become  far  too  benevolent  to 
its  office  holders,  with  efficiency  left  to  take  care  of  itself. 

Fourth,  "  There  is  a  tendency  to  relax  disciplined  This 
was  the  first  efl^ect  of  the  Russian  revolution.  The  soldiers  re- 
fused to  obey  or  even  to  salute  their  officers.  But  we  do  not 
need  to  go  to  Russia  for  illustrations.  We  see  it  in  our  schools, 
in  our  homes,  in  our  laws,  in  our  social  relations.  Professor 
Swain  says,  "  We  are  victims  of  an  exaggerated  humanity  and 
a  decay  of  discipline.  We  fail  to  recognize  that  a  prescription 
often  needed,  instead  of  condoling,  kind  words,  sympathy  and 
self-sacrifice,  is  the  prompt  and  energetic  application  of  the  toe 
of  the  boot  to  the  lower  end  of  the  spinal  column." 

Fifth,  "  There  is  a  tendency  to  laud  innovations,  to  discredit 
the  old  and  exalt  the  ?iew,''  —  a  tendency  which  springs  perhaps 
from  the  rapid  progress  of  science  and  inventions. 

Sixth,  increase  of  wealth  has  led  to  luxury,  extravagance, 
ostentation  and  waste. 

Seventh,  increasing  altruism  is  perhaps  causing  the  survival 
of  the  unfit  and  hence  a  tendency  to  the  deterioration  of  the 
race. 

These  seven  accusations  of  democratic  tendencies  are  worthy 
of  most  serious  thought.  Difi^erent  people  will  accept  them  in 
varying  proportions,  but  it  must  be  admitted  that  there  is  truth 
in  each  one. 

What,  then,  is  democracy?  It  was  never  defined  better 
than  by  Lincoln,  —  "  A  government  of  the  people,  by  the  people, 
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for  the  people."  The  United  States  lives  by  these  words  to-day. 
Are  we  about  to  apply  the  same  formula  to  public  utilities,  to 
business,  to  industry?  It  looks  so.  The  workers  are  demanding 
a  share  in  the  control  of  their  work.  They  will  get  it,  and  I 
believe  they  ought  to  get  it.  But  Lincoln's  formula  does  not 
say  that  all  men  are  equal,  that  we  should  disregard  experience 
and  authority,  or  that  w^e  should  relax  discipline  and  abolish 
organization,  or  that  service  should  be  unrewarded  and  neglect 
of  duty  go  unpunished.  It  is  just  as  important  for  the  workers 
to  study  their  Lincoln  —  our  Great  Labor  President  —  as  it 
is  for  the  men  who  manage  business  to  study  what  he  said  and  did. 

Work  and  Reivards.  —  The  great  contest  will,  as  it  always 
has,  center  around  the  problem  of  rewards.  Few  will  deny 
that  to-day  rewards  are  disproportionate  to  service  rendered 
the  community  in  many  of  the  walks  of  life.  It  has  seemed 
to  me  that  for  many  years  the  unskilled  laborer,  the  common 
workman,  has  not  received  his  fair  share  of  the  satisfactions  of 
life.  He  has  not  been  happy  in  his  work,  and  if  a  man  does  not 
find. happiness  in  his  work  he  will  not  be  contented,  because  a 
large  part  of  every  one's  life  is  given  up  to  work.  The  change 
from  the  outdoor  life  of  the  farm  to  the  indoor  life  of  the  factory, 
the  extreme  subdivision  of  labor  by  which  a  man  or  a  woman 
does  but  one  thing  in  a  most  monotonous  way  is  largely  respon- 
sible. The  mind  cannot  get  satisfaction  out  of  quantitati\'e 
work,  out  of  so-called  efficient  labor,  even  though  the  money  in 
the  pay  envelope  increases.  One  great  problem,  therefore,  is 
to  find  a  way  to  make  hard,  routine  work  less  monotonous, 
more  enjoyable,  more  healthful.  We  cannot,  of  course,  get 
away  from  work  or  from  hard  work,  if  we  try;  there  must  also 
be  self-sacrificing  work.  We  can,  however,  improve  working 
places  with  respect  to  hygienic  and  attractive  conditions,  and 
we  can  improve  work  with  respect  to  hours  and  rest  periods  and 
to  permanency  of  occupation.  But  we  must  also  have  efficient 
work,  and  this  means  better  planning  of  details. 

To  establish  a  uniform  length  of  working  day  is  wholly  illogi- 
cal. The  human  machine  should  be  operated  at  its  maximum 
beneficiency,  —  at  that  rate  at  which  it  runs  best  for  the  machine 
and  for  the  product,  and  for  such  inter\-als  of  time  as  are  best  for 
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the  product  and  for  the  machine.  For  hard,  monotonous  work 
there  should  be  short  days  or  days  with  broken  periods,  just 
as  an  army  is  rested  on  the  march;  for  varied  work  the  days 
may  well  be  longer.  There  is  opportunity  here  for  the  physiolo- 
gists and  psychologists  to  study  and  give  advice.  We  can  also 
hold  the  laborer  in  greater  respect  and  provide  rewards  accord- 
ing to  his  ability,  experience  and  faithfulness.  The  coal  short- 
age and  the  food  shortage  have  emphasized  the  dependence  of 
human  society  upon  common  labor. 

It  has  also  seemed  to  me  that  the  laborer  of  to-day  does  not 
get  a  fair  opportunity  to  build  a  home,  and  next  to  work,  perhaps 
even  more  than  work,  home  life  determines  contentment.  The 
first  physical  requisite  of  a  home  is  shelter,  family  isolation, 
and  a  reasonable  amount  of  individual  privacy.  Homes  begin 
to  \'anish  when  cities  become  congested.  Home  life  in  an  apart- 
ment, whether  it  be  in  the  north  end  of  Boston  or  in  the  Back 
Bay,  tends  to  shrivel  and  disappear.  A  colossal  blunder  which 
civilization  made  in  the  nineteenth  century  was  to  allow  cities 
to  overgrow  themselves,  to  allow  urban  life  to  develop  dispro- 
portionately to  rural  life.  Attracted  by  high  wages,  by  pros- 
pects of  easy  living,  by  the  pleasures  which  undoubtedly  come 
from  the  foregathering  of  the  people,  the  young  men  and  women 
of  the  country  flocked  to  the  city,  only  to  find  in  the  end  that 
the  very  elements  of  life  —  air,  food,  water,  shelter,  clothing  — 
were  being  obtained  with  increased  difficulty  and  cost,  and  that 
ephemeral  pleasures  and  easy  conditions  of  living  were  being 
substituted  for  the  solid  satisfactions  of  home  life.  The  decay 
of  home  life  is  reflected  in  the  steadily  decreasing  birthrate. 
(The  birthrate  to-day  for  the  old  New  England  stock  is  said  to 
be  as  low  as  that  of  France.)  We  deplore  all  this,  and  wonder 
what  we,  as  a  nation,  are  coming  to;  but  we  fail  to  attack  one 
of  the  most  vital  problems,  namely  the  decentralization  of  popu- 
lation. Congested  city  life  may  be  efUcient,  but  in  the  long  run 
it  is  not  beneficient  to  the  mass  of  the  people.  Decentralization 
does  not  mean  doing  away  with  cities;  it  means  substituting 
many  cities  of  moderate  size  for  a  few  cities  of  very  large  size. 
State  planning  is  even  more  important  than  city  planning. 

Because  the  laborer  has  not  received  his  fair  share  of  the 
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satisfactions  of  life  he  has  endeavored  to  get  them  in  the  form  of 
increased  wages.  It  seems  to  me  that  in  many  cases  this  has 
gone  too  far.  When  a  carpenter  or  a  plumber  or  a  bricklayer 
gets  more  money  for  his  work  than  the  engineer  who  directs  the 
work,  —  and  this  has  happened  repeatedly  of  late,  —  when  the 
laborer  earns  more  than  the  small  trader  or  the  bank  clerk  or  the 
school  teacher  or  the  clergyman,  it  shows  that  money  rewards 
are  not  being  given  in  accordance  with  what  people  are  contribut- 
ing to  society.  Granted  that  the  big  fortunes  and  the  earnings 
of  capital  have  in  the  past  been  excessive,  it  is  probably  true 
to-day  that  there  is  a  strong  tendency  for  the  laborer  to  get  too 
much  money  for  the  work  he  does.  But  when  he  gets  it  he  still 
finds  that  he  cannot  procure  with  it  the  satisfactions  of  life;  his 
extra  leisure  and  his  money  are  both  spent  unwisely.  In  other 
words,  our  money  standard  of  rewards  has  failed.  It  has  over- 
stimulated  enterprise,  it  has  brought  about  an  unwarranted  in- 
equality in  the  distribution  of  wealth,  and  it  has  not  brought 
contentment  either  to  the  laborer  or  the  capitalist. 

The  Engineer  and  Beneficient  Democracy.  —  The  engineer 
has  a  unique  opportunity  to  be  a  great  social  force  in  the  new 
democracy,  to  bring  about  harmony  between  work  and  the 
worker,  to  make  work  beneficient.  The  engineer  is  the  planner 
of  cities,  the  designer  of  factories,  the  builder  of  roads  and 
railways,  the  distributer  of  power,  the  digger  of  mines,  the  opera- 
tor of  all  sorts  of  industries.  What  has  he  planned  and  built 
and  operated  for?  Chiefly  for  product.  He  ought  not  to  be 
criticized  for  that.  It  is  a  major  element  in  the  problem,  and 
he  has  been  content  to  consider  that  as  his  particular  work. 
But  the  engineer  has  greater  opportunities  than  almost  any  one 
else  to  make  working  conditions  and  living  conditions  better 
for  the  worker.  The  engineer  is  often  the  inspector  of  the  work 
done.  W^hy  should  he  not  also  be  the  inspector  of  the  worker, 
and  see  that  his  yoke  is  made  as  easy  and  his  burden  as  light  as 
it  can  be  reasonably  made?  Specifications  are  drawn  for  the 
product  of  work;  why  not  better  specifications  for  the  worker? 

It  would  not  be  just  to  say  that  these  things  have  been 
altogether  neglected.  There  has  been  a  considerable  impro\e- 
ment    all    along    the    line    in    recent    \ears.     Health    protective 
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measures  are  being  put  into  specifications,  provision  is  often 
made  for  the  housing  of  workmen  during  construction;  safety 
devices  of  all  sorts  are  being  rapidly  put  into  factories;  welfare 
work  of  many  kinds  is  in  progress;  living  conditions  are  improv- 
ing; but  these  things  have  not  been  done  as  a  matter  of  course, 
but  rather  by  the  compulsion  of  law  or  the  benevolence  or  the 
patronage  of  the  owner.  The  laboring  people  do  not  want 
these  things  in  this  wa}^;  they  want  them  as  a  matter  of  custom 
and  right.  In  fact,  at  the  present  moment  the  labor  unions  in 
America  do  not  appreciate  them  as  a  great  factor  in  their  prob- 
lem. They  have  two  principal  thoughts,  —  more  pay  for  less 
work,  and  uniformity  of  pay  regardless  of  ability.  The  labor 
unions  of  this  country  are  far  behind  those  of  England  in  appre- 
ciating the  importance  of  the  conditions  under  which  men  and 
women  work  and  in  planning  a  constructi\e  program  to  secure 
these  and  other  benefits  for  all  the  people.  The  labor  unions 
must  have  a  change  of  heart  if  they  expect  to  play  the  noble 
part  in  the  beneficient  democracy  which  they  can  play  if  they 
will.  There  are  already  signs  of  this  change.  The  entrance 
of  woman  into  industry  is  bringing  conditions  under  which 
people  work  into  the  limelight,  for  women  are  by  nature  more 
influenced  by  their  surroundings  than  are  men.  If  labor  fails 
to  take  the  fair  attitude,  is  selfish,  and  overreaches  as  capital 
has  overreached  in  the  past,  the  new  democracy  will  fail.  Un- 
less American  skilled  labor  adopts  a  broad-minded,  constructive 
policy,  in  which  the  rights  and  welfare  of  all  are  considered,  the 
pendulum  will  swing  far  towards  proletariat  control  and  then 
swing  back  to  autocratic  conditions.  There  should  be  a  serious 
effort  on  the  part  of  the  engineer  to  prevent  it  from  swinging 
too  far  in  either  direction. 

Engineers  perform  five  principal  functions,  —  they  advise, 
design,  inspect,  construct  and  operate.  In  these  functions  they 
come  close  to  capital  on  one  side  and  close  to  labor  on  the  other. 
The  advisory  or  consulting  engineer  and  the  designing  engineer 
are  almost  invariably  employed  by  capital.  The  constructing 
engineer,  the  contractor,  and  the  operating  engineer  are  close 
to  labor,  and  the  laborer's  pay  often  goes  through  their  hands. 
As  an  inspector  the  engineer's  attitude  is  judicial.     Sometimes 
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these  functions  are  bound  up  in  one  indi\'idual,  but  more  often 
designing,  construction  and  operation  are  in  different  hands. 
In  fact,  the  contractor  and  the  operator  may  not  i^e  regarded  as 
engineers  at  all.  Labor,  as  such,  is  represented  in  the  walking 
delegate,  a  sort  of  malign  guardian  angel,  who  knows  nothing 
except  the  color  of  the  sheep  in  his  flock,  and  who  seldom,  if 
ever,  knows  anything  about  the  work  which  is  going  on.  In 
my  opinion,  labor  should  be  better  represented,  and  I  know  of 
no  one  better  fitted  to  protect  labor  than  the  engineer. 

One  of  the  great  underlying  causes  of  present-day  labor 
troubles  is  that  the  laborer  does  not  understand  what  capital 
really  is,  does  not  distinguish  it  from  so-called  special  privileges, 
from  the  unjustified  control  of  the  resources  of  nature.  To  the 
laborer,  capital  is  impersonal.  The  laborer  does  not  know  the 
people  whose  savings  make  his  work  possible,  or  even  the  person 
who  handles  these  savings.  Conversely,  labor  is  likewise  im- 
personal to  the  man  of  capital.  In  large  establishments  the 
employer  does  not  individually  know  the  people  who  work  for 
him.  This  personal  knowledge,  each  of  the  other,  appears  at 
first  thought  impossible  of  attainment  in  a  complex  civilization, 
with  its  enormous  cities,  its  far-furrowed  fields,  its  immense 
factories,  its  scattered  mines.  Individually  it  is  impossible, 
but  collectively  it  is  not.  The  mine  president  cannot  know  all 
the  laborers,  but  he  can  know  some  and  through  them  the 
others.  Not  all  of  the  laborers  on  a  job  can  eat  lunch  with  the 
big  boss,  but  if  a  few  of  them  did,  once  in  a  while,  the  acquaint- 
ance would  be  mutually  beneficial.  The  greatest  of  all  prob- 
lems for  the  engineer  is  to  help  build  a  bridge  between  capital 
and  labor.  As  a  rule,  the  laborers  like  the  engineer;  they  see 
him  on  the  job,  working  in  old  clothes,  measuring,  planning, 
directing;  they  see  him  eat  and  smoke,  and  they  regard  him  as 
a  human  being  like  themselves.  They  know,  too,  that  the 
engineer  stands  in  with  the  man  who  is  furnishing  the  money 
to  pay  for  the  job.  But  to  properly  fulfill  this  intermediary 
position  the  engineer  must  broaden  his  ideas  of  efficiency  from 
that  of  the  most  work  for  the  least  cost  so  as  to  include  benefit 
to  the  constructing  laborer  as  he  constructs,  and  benefit  to  the 
worker  who  is  to  use  the  constructed  plant. 
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I  imagine  that  an  architect  reading  this  will  say,  "  I  too  oc- 
cupy an  intermediary  position  between  capital  and  labor"; 
and  so  will  the  lawyer  and  the  clergyman  and  the  factory  superin- 
tendent. This  is  true.  It  will  take  many  men  to  build  this 
bridge  and  to  induce  the  human  race  to  travel  it. 

Let  us  now  turn  from  these  social  problems  in  which  the 
engineer  is  to  find  his  place  to  matters  of  a  more  definite  engineer- 
ing character. 

Public  Service.  —  The  unmistakable  drift  towards  the 
adoption  of  the  so-called  socialistic  program,  whether  it  be  per- 
manent or  not,  seems  likely  to  place  engineering  work  more 
and  more  in  the  public  service.  The  engineers  of  the  next  gen- 
eration will  be  employed  more  and  more  by  the  nation,  the 
state  and  the  municipality,  and  their  functions  will  increase 
greatly  in  the  direction  of  executive  work. 

At  the  present  time  we  ha^•e  some  anomalous  situations. 
Public-service  commissions,  state  boards  of  health,  and  similar 
organizations  are  called  upon  to  advise,  to  approve  plans  and  to 
otherwise  pass  judgment  on  the  designs  and  proposed  work  of 
engineers  acting  independently  or  employed  by  private  capital. 
The  salaries  paid  to  engineers  employed  in  the  public  service 
are  in  general  lower  than  the  earnings  of  engineers  in  private 
practice.  The  positions  are  often  filled  by  young  men,  - — ■ 
usually  able,  but  nevertheless  inexperienced.  Not  infrequently 
it  falls  to  the  lot  of  these  men  to  pass  judgment  on  plans  pre- 
pared by  other  engineers  who  are  far  more  competent  and  broad- 
minded  than  they  themselves,  and  decisions  humiliating  to  the 
private  engineer  and  unfortunate  to  the  state  are  liable  to  result. 
The  obvious  remedy  for  this  condition  is  to  so  adjust  the  rewards 
of  public  service  that  the  ablest  and  most  experienced  engineers 
will  be  attracted  to  it.  These  rewards  must  be  expressed  in 
reasonable  salaries,  but  also,  and  what  is  perhaps  more  im- 
portant, in  respect  and  security  of  office. 

During  the  last  few  years  the  so-called  ""  city  manager  " 
plan  of  municipal  administration  has  rapidly  come  to  the  front. 
This  is  distinctly  a  recognition  of  the  engineer.  A  very  large 
percentage  of  the  city  managers  thus  far  chosen  comprises  men 
chosen  from  the  ranks  of  our  profession. 
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After  the  war  many  of  the  engineers  who  have  entered  the 
army  and  navy  will  doubtless  remain  in  the  service. 

Many  engineers  of  great  ability  have,  from  motives  of 
patriotism,  accepted  emergency  government  positions  for 
compensations  far  below  anything  they  would  consider  in  ordi- 
nary times.  If  in  the  coming  peace  times  they  can  be  made  to 
feel  that  they  will  be  doing  their  country  a  great  service  and  one 
for  which  their  fellow-citizens  will  give  them  honor,  they  will 
gladly  continue  in  the  public  service.  Certainly  there  are 
elements  besides  monetary  considerations  which  control  the 
acceptance  of  government  positions  by  engineers. 

One  result  of  the  entrance  of  the  engineer  into  public  execu- 
tive life,  if  such  reforms  as  the  initiative  and  referendum  prevail, 
will  be  a  demand  that  he  display  a  quality  not  usually  con- 
spicuous among  engineers,  —  the  ability  to  describe  a  compli- 
cated project  in  such  a  simple  and  clear  statement  that  the  man 
on  the  street  can  understand  it.  To  describe  the  merits  and 
demerits  of  a  proposed  plan  before  a  board  of  directors  with 
the  drawings  before  them  is  one  thing;  to  put  the  same  plan 
before  the  voters  of  a  city,  in  the  daily  press  or  in  public  meet- 
ings, is  quite  another  matter.  Such  a  city  manager  as  Mr. 
Waite,  in  Dayton,  owes  his  success  in  great  measure,  I  take  it, 
to  his  ability  to  make  the  people  get  his  ideas.  The  success  of 
democratic  government  lies  in  the  intelligent  interest  which 
the  citizens  take  in  what  the  officials  are  doing.  More  and  more, 
therefore,  will  it  be  the  business  of  the  engineer  to  educate  the 
public. 

Coordination  of  Public  Service.  —  The  presence  of  men  be- 
longing to  one  profession  in  different  branches  of  the  public 
service  ought  to  bring  about  a  closer  coordination  of  these 
branches.  Governmental  departments  are  of  necessity  special- 
ized, and  of  necessity  there  must  be  direct  lines  of  authority; 
but  unless  there  are  cross  lines,  short  cuts  from  one  department 
to  another,  there  is  tremendous  loss  of  efficiency  and  great  waste. 
We  have  done  well  doubtless  to  emphasize  the  organization 
chart,  but  unless  we  organize  the  cross  lines  we  shall  not  have  a 
perfect  organism.  In  all  this  we  can  learn  much  from  the  or- 
ganization of  the  human  body.     The  nervous  s>-stem  and  the 
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circulatory  system  are  radialh'  planned,  but  not  e\'ery  function 
is  controlled  by  the  brain.  The  human  body  is  full  of  short 
cuts,  and  different  parts  perform  many  automatic  acts.  The 
body  politic  should  also  provide  for  reflex  actions. 

Such  an  organization  as  that  of  the  New  York  Society  of 
Municipal  Engineers,  which  brings  together  engineers  from  all 
the  various  departments  where  engineers  are  employed,  is  an  ex- 
ample of  coordination  in  a  general  way.  But  there  is  no  intrinsic 
reason  why  more  specific  coordination  cannot  be  made  as  a  part 
of  the  regular  machinery  of  government. 

Conservation.  —  Professor  Swain  has  said  that  the  conserva- 
tion of  our  resources  is  a  social  problem.  This  being  granted, 
is  it  not  the  engineer  who  must  guide  the  people  in  their  use  of 
these  resources?  He  knows  the  properties,  advantages  and 
cost  of  different  resources,  and  if  he  will  he  can  advise  their 
use  or  disuse,  looking  not  only  to  the  benefit  of  the  job  at  hand 
but  to  the  possible  exhaustion  of  the  supply.  He  can  often  find 
a  way  to  use  natural  forces  instead  of  power  created  by  the 
consumption  of  resources.  A  gravity  water  supply  instead  of  a 
pumping  supply  may  be  a  wise  choice  because  in  the  one  case  coal 
is  used  while  in  the  other  the  force  of  gravity  is  used.  It  is  not 
without  significance  that  the  English  engineer  Tredgold  defined 
engineering  as  the  "  employment  of  the  great  forces  of  nature 
for  the  use  and  convenience  of  man."  Tredgold  did  not  say 
the  employment  of  the  resources  of  nature.  Water  power  has  this 
advantage  over  steam  power  that  the  rain  falls  year  by  year 
and  always  will,  while  coal  when  it  is  burned  is  gone,  and  more 
coal  can  be  obtained  only  with  increasing  difficulty.  Yet,  it 
must  not  be  forgotten  that  long-distance  power  transmission  by 
electricity  requires  the  use  of  copper  and  other  natural  resources; 
and  such  uses  of  incidental  materials  are  not  to  be  neglected.  In 
many  ways,  however,  natural  forces  may  take  the  place  of  natural 
consumption  of  resources.     I  need  not  multiply  illustrations. 

If  the  state  becomes  the  conserver  of  the  resources  of  the 
world,  the  engineer  in  government  employ  will  be  an  important 
factor  in  guiding  the  conservation  movement.  The  war  has 
taught  us,  as  nothing  else  ever  did,  the  importance  of  our  basic 
productions, 
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Foreign  Engineering.  —  The  war  is  getting  the  people  of 
the  world  acquainted  with  each  other.  It  is  getting  people 
to  think  about  the  resources  of  the  globe  in  terms  of  world-wide 
necessities.  It  is  elevating  business,  commerce  and  transpor- 
tation to  a  higher  plane  than  they  have  ever  occupied  before. 
It  has  emphasized  the  benefits  of  organization.  The^Christian 
missionaries  were  the  first  to  take  the  world  view.  They  were 
ahead  of  the  business  man  in  all  of  the  far-distant  and  inacces- 
sible places,  and  by  their  self-sacrificing  labors  they  pa^"ed  the 
way  for  a  universal  civilization.  But  the  business  man  followed 
after  the  missionaries,  and  the  threads  of  commerce  are  gradually 
binding  the  countries  together.  Hence  the  engineer  is  more 
and  more  to  find  a  field  for  his  service  abroad. 

When  one  considers  Russia  and  Siberia,  —  with  their  re- 
sources of  field,  forest  and  mine,  —  China,  Japan,  the  Philip- 
pines and  India,  and  when  one  considers  also  Africa,  South 
America,  Mexico,  Cuba  and  the  many  tropical  islands,  it  is 
evident  that  the  resources  of  the  world  are  very  far  from  being 
exhausted.  More  and  more  must  the  engineer  think  in  terms 
of  the  world. 

But  in  doing  so  the  idea  of  exploitation  must  forever  be 
renounced.  Of  course  there  must  be  profits  commensurate  with 
the  effort;  there  must  be  business  stimulus;  but  in  the  new 
democracy  these  rewards  must  be  widely  distributed,  and  the 
conservation  of  resources  of  other  countries  must  be  practiced 
as  well  as  the  conservation  of  our  own.  To  over-develop  foreign 
commerce  in  natural  productions  would  inevitably  lead  to  further 
wars.  Beneficiency  must  be  practiced  abroad  as  well  as  at 
home.  The  work  of  engineers  in  foreign  lands  will  greatly  help 
solve  our  own  problems.  Let  us  take,  for  example,  the  control  of 
Chinese  floods,  the  greatest  hydraulic  problem  in  the  world. 
If  American  engineers  can  help  China  solve  this  problem,  the 
problem  of  the  Mississippi  will  afterwards  be  as  child's  play. 
If  American  sanitary  engineers  can  teach  China  how  to  solve 
her  sewage  disposal  problem  and  to  utilize  the  fertilizing  elements 
of  human  beings  in  a  decent  manner  it  may  re\'olutionize  sewage 
disposal  in  America. 

Foreign    service    is    especially    attracti\e    to    young    men. 


ADDRESS   AT   THE   ANNUAL    MEETING.  159 

The  scattering  of  young  men  through  the  EngHsh  colonies  has 
been  of  great  benefit  to  Great  Britain.  It  would  be  well  for 
us  to  encourage  such  service  in  order  to  interest  our  educated 
and  influential  young  men  in  governmental  work  and  thus  raise 
the  standard  of  the  personnel  engaged  in  such  work. 

Domestic  Engineering.  —  It  is  not  necessary  to  go  abroad 
to  find  new  fields  and  new  problems.  The  present  war  has  done 
much  to  expand  the  field.  One  of  the  most  interesting  is  the 
entrance  of  the  engineer  into  the  field  of  domestic  engineering, 
or,  in  other  words,  housing.  The  Ivealth  reports  of  fifty  and 
seventy-five  years  ago  were  full  of  the  needs  of  better  housing, 
and,  although  a  great  deal  has  been  accomplished  in  that  time, 
we  are  still  talking  about  new  building  laws  and  housing  laws, 
and  complaining  of  non-enforcement  of  regulations.  The  laws 
are  indeed  chaotic  and  archaic,  flawful  and  awful. 

Until  recently  the  engineer  has  not  taken  a  leading  part  in 
providing  shelter  for  the  people.  House  building  has  been 
largely  an  individual  matter.  But  the  war  has  changed  all  this. 
Now  we  see  the  uncommon  sight  of  engineers  constructing  houses 
by  hundreds  and  thousands,  building  military  towns  and  camps, 
and  organizing  companies  for  wholesale  house  building.  The 
demand  for  low-priced  houses  has  become  pressing,  and  the 
need  of  temporary  houses  of  laborers  at  many  war  plants  has 
been  enormous.  Engineers  and  architects  are  working  out  de- 
tails of  design  and  standardizing  methods  of  construction.  In 
standardizing  building  construction  we  can  learn  much  from  the 
Chinese.  In  China  and  in  Korea  a  beam  is  a  beam,  and  a  board 
is  a  board.  Houses  are  built  of  beams  and  boards  of  standard 
size.  Even  ornamental  features,  such  as  brackets,  etc.,  are 
standardized.  Beams  taken  from  an  old  house  may  be  again 
used  in  a  new  house.  Scaft'olding  is  used  over  and  over.  All 
this  has  been  from  necessity,  nevertheless  it  makes  mightily 
for  conservation,  and  does  not  produce  a  dreary  monotony  of 
buildings,  as  one  might  think.  With  the  eyes  of  the  engineers 
once  opened  to  the  possibilities  which  exist,  we  may  expect  to 
see  the  whole  problem  of  housing  approached  from  a  new  point 
of  ^'iew  and  given  a  strong  push  towards  solution. 

City  planning  is  another  phase  of  this  problem,  and  is,  of 
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course,  much  broader  than  housing.  The  restriction  of  build- 
ings in  height,  bulk  and  use  as  in  the  recent  law  of  New  York 
City  is  an  important  development. 

Engineering  Education.  —  While  I  have  been  using  the 
word  "  engineer  "  in  the  singular  number,  it  is  obvious  that  to 
carry  out  the  functions  outlined  the  engineering  profession  must 
be  a  great  composite  of  specialists  and  must  contain  also  many 
men  of  broad  attainments,  education  and  experience.  But  all 
of  the  varying  types  of  engineers  must  be  held  together  by  a 
common  bond,  and  that  bond  is  science.  The  engineer  applies 
science,  drawing  upon  natural  resources  and  the  forces  of  nature 
in  a  large  way  for  the  use  and  convenience  and  happiness  of  man. 
The  love  of  physical  science,  respect  for  mathematical  law,  and 
a  constructive  imagination  are  the  foundation  qualities  of  an 
engineer,  but  along  with  them  must  go  an  appreciation  of  human 
needs  and  desires. 

To  provide  this  body  of  specialists  in  applied  science  it 
will  be  necessary  to  maintain  many  engineering  schools  and  to 
have  these  differ  from  each  other.  There  must  be  manual- 
training  schools,  technical  schools,  and  university  schools  of 
applied  science;  schools  with  courses  of  two  years,  four  years, 
five  and  more  years;  schools  with  the  usual  academic  terms, 
schools  which  run  the  year  through,  schools  in  which  work  and 
instruction  are  alternated,  and  schools  in  the  evening.  To 
have  all  technical  schools  standardized  would  be  most  unfor- 
tunate. To  have  a  large  number  of  moderate-sized  schools 
might  be  better  than  a  few  very  large  schools.  0\ergrown 
schools  have  some  of  the  faults  of  overgrown  cities.  There 
should  be  more  competition  in  engineering  education,  but  at 
the  same  time  more  cooperation  in  the  use  of  large  and  expensive 
laboratories  and  machinery  and  more  cross  connections  between 
schools. 

The  war  has  completely  and  forever  broken  down  the  barrier 
between  pure  science  and  applied  science.  The  teacher  of  pure 
science  is  no  longer  to  live  in  isolation,  to  be  placed  on  a  pedestal 
or  scornfully  regarded  as  a  theorist,  and  the  man  whose  instincts 
are  for  organization  and  for  the  utilization  of  what  is  known, 
must  not  claim   too   much   for  his  achievements.     So  also  has 
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the  barrier  broken  down  between  the  arts  man  and  the  science 
man,  and  in  my  opinion  the  return  to  the  study  of  the  classics, 
of  language,  of  literature,  of  history  and  of  government  by  men 
who  are  planning  to  be  engineers  will  take  place  to  an  increasing 
extent.  The  wider  work  in  engineering  will  need  a  broader 
foundation. 

Professor  Mann,  in  his  studies  of  engineering  teaching  in 
America,  has  emphasized  the  needs  of  character  building  and 
personality  as  primal  requisites,  and  the  importance  of  studying 
science,  engineering  practice  and  the  cost  of  works,  and  holds 
that  the  last  two  are  receiving  too  little  attention  in  the  schools 
to-day.  The  reason  why  this  has  not  been  done  is,  of  course, 
obvious;  namely,  that  in  the  ordinary  four  years' course  there  is 
not  time  to  study  all  of  the  necessary  fundamental  subjects 
and  at  the  same  time  go  very  far  into  such  matters  as  practice 
and  cost.  To  do  this  properly  requires  more  than  four  years  of 
study.  There  ought  certainly  to  be  ample  opportunities  given 
young  men  for  such  extended  studies  in  our  great  universities. 
Students  intending  to  be  lawyers,  ministers  or  doctors  expect 
to  study  not  four  years  only,  but  six  or  seven.  Why  should  the 
young  man  who  wishes  to  become  great  in  the  profession  of  engi- 
neering expect  to  give  less  time  to  his  preparation  for  a  life's  work? 
In  the  new  democracy  the  country  will  need  more  men  of  this 
type. 

The  Engineering  Society  as  a  Graduate  School.  - —  On  the 
other  hand,  many  young  men  cannot  afford  to  study  more  than 
four  years,  some  cannot  give  even  that  time;  and  the  engineering 
graduate  does  not  immediately  begin  to  practice  or  preach,  as  the 
doctor  or  the  minister  does,  but,  whatever  his  training,  begins 
at  the  bottom  and  works  up.  This  apprenticeship  is  necessary, 
and  no  amount  of  schooling  can  replace  it.  If  the  time  in  school 
is  limited,  it  is  all  the  more  necessary,  in  my  opinion,  that  it 
be  spent  in  learning  fundamental  principles,  and  that  specializa- 
tion be  not  carried  too  far,  —  not  as  far  as  it  often  is  to-day. 
Where,  then,  is  the  young  man,  the  ordinary  technical  school 
graduate,  to  learn  about  practice  and  costs  and  all  that?  It 
seems  to  me  that  here  is  an  opportunity  for  the  engineering- 
society  which  has  thus  far  been  neglected.     Conditions  ought  to 
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be  such  that  the  graduate  in  engineering  entered  some  profes- 
sional engineering  society  as  a  matter  of  course.  Here  he  ought 
to  find  opportunities  for  learning  about  engineering  practice  and 
costs,  in  the  best  of  all  ways,  —  that  is,  by  coming  in  contact 
with  engineering  works  themselves  and  the  men  who  build  them. 
It  would  not  be  a  difficult  matter  for  engineering  societies  to 
offer  short  courses  of  lectures  given  by  the  older  members  for 
the  benefit  of  the  younger.  And  I  venture  to  say  that  members 
no  longer  juniors  would  be  glad  to  attend  such  short  courses  in 
order  to  refresh  themselves.  Too  much  have  our  society  meet- 
ings become  mere  formal  lectures  illustrated  with  lantern  slides. 
These  are  all  very  well,  but  they  are  not  enough.  We  need  the 
more  frequent  meeting  of  small  groups.  I  offer  this  as  a  recom- 
mendation, —  that  the  Boston  Society  of  Civil  Engineers  ar- 
range for  a  few  series  of  short  lectures  in  engineering  practice 
during  the  coming  year,  for  the  benefit  of  members  of  the  Society. 
Individualistic  Democracy.  —  My  final  thought  recurs  to  the 
new  democracy.  I  believe  that  when  the  good  features  of  the 
socialist  program  have  been  sifted  from  the  bad,  —  the  good 
ideas  adopted  and  the  bad  discarded,  —  there  will  follow  a 
new  organization  of  society  in  which  individuality  will  be  the 
prominent  note.  Although  a  democracy,  it  will  be  a  highly 
specialized  and  well  disciplined  and  organized  democracy,  where 
the  natural  inequalities  of  men  and  women  will  be  recognized 
and  rewarded,  but  where  all  will  have  an  equal  chance  to  obtain 
the  great  satisfactions  of  life.  But  we  shall  never  arrive  at  this 
condition  unless  our  students  throughout  their  entire  school 
age  are  taught  to  develop  their  own  personalities,  unless  we  adopt 
some  form  of  democratic  military  discipline,  unless  efforts  are 
made  to  find  the  right  job  for  the  right  man,  and  unless  more 
efforts  are  made  to  bring  different  classes  of  workers  and  em- 
ployers to  sympathize  with  each  others'  contribution  to  the 
common  good.  But,  abo^'e  all  and  before  everything  else,  we 
must  win  the  war. 
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The  Fuel  Administrator  has  lately  said  that  New  England 
needs  about  32  000  000  tons  of  bituminous  coal  next  year.  By 
far  the  larger  part  of  this  is  used  for  power  purposes.  The  cost 
of  this  bituminous  coal  is  very  large,  say  $320  000  000,  so  any 
general  saving  of  even  a  few  per  cent,  will  run  into  large  figures. 
Beyond  this  is  the  question  of  transportation  facilities  and  the 
question  of  adequate  supply  of  our  needs  at  any  price.  A  sav- 
ing of  only  one  per  cent,  due  to  more  economical  burning  of  this 
coal  would  mean  the  release  of  one  10  000-ton  collier  for  a  year, 
or  that  the  railroads  could  release  6  400  50-ton  coal  cars  one  trip 
a  year  for  other  work.  There  are  many  plants  where  a  sub- 
stantial saving  can  be  made,  and  very  few  plants  indeed  where 
no  saving  at  all  can  be  made. 

The  bituminous  coals  used  in  New  England  for  power  pur- 
poses come  almost  exclusively  from  Pennsylvania,  Maryland  or 
West  Virginia,  and  are  among  the  best  coals  mined  in  the  United 
States.  The  following  figures  (Table  i),  taken  from  a  report  of 
the  Boston  Chamber  of  Commerce  a  few  years  ago,  show  the 
average  analysis  to  be  expected  in   peace  times.     During  the 
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rush  of  war  times,  with  less  careful  mining  and  selection,  the 
ash  contents  may  run  considerably  higher,  and  consequently 
the  B.t.u.  run  lower  than  given. 

TABLE  I. 

Fixed               ^'  B.t.u. 

District.                               Moisture.    \'olatile.         Carbon.             Ash.  Dry  Basis. 

71          15.84         72.05          10.50  14  015 

39         20.47         67.41           9.73  14086 

53  19-50  69.50  8.47  14324 
55         17-53         70.52           9-40  14238 

54  30-35  58.55  9-56  13875 
32  22.78  65.30  10.60  14  048 
25         31-08         55.20         10.45  13849 

33.91         56.28           7.06  14259 


Broad  Top,  Pa o 

Clearfield,  Pa 2 

Cambria,  Pa 2 

Somerset  Co.,  Pa 2 

Jefferson  Co.,  Pa i 

Indiana  Co.,  Pa i 

Westmoreland,*  Pa 3 

Pittsburgh,  Pa 2 

Georges  Creek,  Big  Vein,  Md. . .  3 
Upper  Potomac  &  G.  C.  Small 

Vein,  Md.  &  W.  Va 2 

Fairmont,  W.  Va 2 

New  River,  W.  Va 2 

Kanawha,  W.  Va 3 

Pocahontas,  W.  Va 2 


/5 

02  18.58  69.93  8.47  14350 

75  20.16  67.02  10.07  14  051 

48  36.35  53.60  7.57  14  166 
98  -20.47  70.21  6.34  14696 

49  32.39  57-40  6.72  14309 
86  17.59  72.40  7-15  14  661 


With  volatile  contents  running  from  under  16  per  cent,  up 
to  over  36  per  cent.,  fixed  carbon  from  54  per  cent,  to  73  per  cent., 
and  ash  from  6.34  per  cent,  to  10.60  per  cent.,  it  becomes  \'ery 
evident  that  these  coals  will  not  all  burn  alike  and  that  conditions 
suitable  for  one  coal  may  not  be  suitable  for  another. 

Combustion  of  coal  takes  place  in  steps:  (i)  It  absorbs 
heat  to  dry  it  and  raise  it  to  the  ignition  temperature.  (2)  The 
hydrocarbons  or  volatile  portion  of  the  coal  has  to  be  vaporized 
and  supplied  with  the  necessary  oxygen  for  combustion.  (3) 
The  solid  or  fixed  carbon  of  the  coal  has  to  be  supplied  with  the 
necessary  oxygen  for  combustion. 

While  the  second  and  third  steps  are  taking  place  simul- 
taneously, the  combustion  of  the  volatile  portion  is  completed 
long  before  combustion  of  the  fixed  carbon.  Where  coal  is  fed 
in  quantity,  as  in  all  hand  firing,  efficient  combustion  demands 
that  a  large  volume  of  air  be  supplied  immediately  after  coaling, 
and  after  the  volatile  has  been  burned  a  lesser  amount  of  air 
for  the  combustion  of  the  fixed  carbon. 

*  Eastern  part. 
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Another  point  to  be  remembered  is  that  during  combustion 
the  particles  of  burning  gas  or  carbon  must  not  be  allowed  to 
cool  below  the  ignition  temperature,  or  combustion  will  cease, 
with  consequent  formation  of  soot  and  smoke  and  the  loss  of 
heat. 

Approximately  7I  lbs.  (100  cu.  ft.  at  70  degrees  fahr.)  of 
air  per  10  000  B.t.u.  are  theoretically  required  for  perfect  com- 
bustion. Due  to  the  impossibility  of  properly  mixing  the  com- 
bustible with  the  air  so  as  to  bring  each  atom  of  air  to  an  atom  of 
combustible,  excess  air  must  be  given  for  complete  combustion. 

The  aim  in  all  boiler  work  should  be  to  get  complete  combus- 
tion with  the  smallest  excess  of  air  possible.  The  best  way  to 
find  what  excess  air  has  been  used  is  to  measure  the  percentage 
of  CO2  in  the  flue  gas.  Best  boiler  practice  rarely  exceeds  15 
per  cent.  CO2,  and  12  per  cent,  to  14  per  cent,  is  good.  Anything 
less  than  12  per  cent.,  however,  shows  loss  of  heat  in  chimney 
gases  due  to  too  great  an  excess  of  air.  Many  places  have  been 
found  where  the  CO2  averaged  only  5  per  cent.,  showing  an  ex- 
cess of  air  of  some  214  per  cent. 

With  a  flue  gas  temperature  of  550  per  cent.,  the  heat  car- 
ried away  by  the  dry  chimney  gases  per  pound  of  carbon  burned 
as  given  by  Babcock  &  Wilcox  Co.  in  "  Steam  "  (p.  158)  follows: 

15  per  cent.  C02=   27  per  cent,  excess  air  =  i  800  B.t.u. 

12  per  cent.  CO2  =   54  per  cent,  excess  air  =  2  200  B.t.u. 

5  per  cent.  C02=2I4  per  cent,  excess  air  =  5  250  B.t.u. 

Carbon  has  value  of  14  540  B.t.u.  when  burned  to  CO2,  so 
the  above  losses  in  heat  become  — 

For  15  per  cent.   CO2 12.3  per  cent. 

12  per  cent.  CO2 15.0  per  cent. 

5  per  cent.   CO2 36.0  per  cent. 

The  loss  due  to  incomplete  combustion  or  the  formation 
of  CO  instead  of  CO2  is  not  serious  in  most  plants  unless  the 
combustion  chamber  is  much  too  small.  This  is  rather  diffi- 
cult to  change  in  an  existing  plant,  but  if  analysis  of  the  flue 
gases  shows  any  considerable  amount,  say  .25  per  cent.,  steps 
should  be  taken  to  remedy  it.     In  all  new  work  allow  plenty  of 
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combustion  chamber  space,  so  the  gases  can  be  all  consumed 
before  they  impinge  on  the  heating  surfaces.  In  striving  for 
the  higher  percentages  of  CO2  in  flue  gases,  care  must  be  exer- 
cised to  see  that  CO  is  not  formed,  for  a  pound  of  carb.on  burned 
to  CO  only*  gives  4380  B.t.u.,  while  if  burned  to  COo  it  gives 
14  540  B.t.u.  Proper  admission  of  air  and  liberal  combustion 
chambers  keep  this  loss  a  minimum. 

The  loss  due  to  combustible  in  the  ash  depends  on  the  type 
of  grate  or  stoker  and  the  carefulness  of  the  fireman  in  firing  and 
cleaning  the  fires.  This  loss  may  amount  to  ten  per  cent,  of  the 
fuel.  The  openings  in  the  grate  or  stoker  should  be  propor- 
tional to  the  kind  of  coal  to  be  used,  a  non-coking  coal  requiring 
smaller  openings  than  a  coking  coal.  It  is  often  possible  to  save 
a  lot  of  these  siftings,  especially  with  stokers,  by  installing  proper 
hoppers  or  pans  to  catch  them  and  keep  them  out  of  the  -ashes. 
A  periodical  examination  of  the  ashes  carted  away  is  well  worth 
while. 

The  loss  due  to  water  in  the  coal  is  twofold  —  first,  if  bought 
with  the  coal  it  is  very  expensive  as  each  per  cent,  of  water  means 
a  per  cent,  of  coal  paid  for  and  not  received;  second,  it  has  to 
be  evaporated  and  superheated  to  flue  temperature.  Both 
together  mean  about  i.i  per  cent,  loss  for  each  one  per  cent, 
water  in  the  coal. 

It  is  sometimes  helpful  to  wet  the  coal  just  before  firing 
on  ordinary  hand-fired  grates,  to  prevent  the  rapid  release  of 
the  volatile  hydrocarbons  and  give  a  chance  for  them  to  be 
consumed  also;  on  some  overfeed  stokers  wetting  may  prevent 
excessive  sifting.  In  each  of  these  cases  the  loss  due  to  evapora- 
tion and  superheating  to  flue  temperature  is  present,  but  the 
other  gains  more  than  offset  it.  The  water  only  acts  in  a  me- 
chanical way  and  adds  no  heat. 

The  loss  due  to  visible  smoke  is  usually  very  small,  rarely 
reaching  one  per  cent,  of  the  coal  fired,  but  dense  smoke  quite 
often  means  bad  conditions  elsewhere.  If  the  coal  is  fed  in  too 
large  amounts,  considerable  hydrocarbon  may  be  discharged 
without  being  burned.  It  may  also  indicate  too  small  a  combus- 
tion chamber.  A  smoky  chimney,  however,  may  be  more  eco- 
nomical than  a  clear  chimnev  if  the   latter  is  obtained  bv  exces- 
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sive  air  dilution.     Our  smoke-prevention   laws  make  a  smoky 
chimney  a  nuisance  and  too  expensive  to  maintain. 

Standby  losses  may  be  considerable  in  plants  having  a 
fluctuating  load,  and  consist  of  coal  required  to  start  up  cold 
boilers,  coal  used  to  bank  fires  during  shut-down  periods,  heat 
lost  in  shutting  down  boilers,  and  heat  lost  in  water  blown  ofif 
to  get  rid  of  mud  and  scale  from  mud  drum.  The  magnitude  of 
these  losses  are  dependent  on  the  character  of  the  load  to  be 
carried.  Where  boilers  are  not  needed  for  more  than  twenty- 
four  hours  it  is  usually  cheaper  to  let  them  go  out  and  build 
new  fires  rather  than  bank  them.  See  that  the  damper  between 
the  boiler  and  the  flue  is  in  good  condition,  and  open  only  enough 
during  banked  periods  to  carry  away  the  gases,  as  a  badly  fitted 
damper  or  one  left  open  too  wide  allows  surprisingly  large  quan- 
tities of  air  to  flow  through  the  boiler  and  cool  it. 

Flat  grates  with  hand  firing  work  satisfactorily  up  to  150 
horse-power  on  return  tubular  boilers  and  300  h.p.  on  water 
tube  boilers,  but  above  that  size  smokeless  combustion  is  diffi- 
cult without  special  arrangements  such  as  Dutch  ovens,  the 
Chicago  settings,  or  steam  jets. 

The  Dutch  oven  containing  the  grate  is  placed  in  front  of 
the  ordinary  setting.  This  gives  a  mass  of  hot  brickwork  to 
heat  the  liberated  volatile  matter  to  ignition  temperature,  and 
increases  the  combustion  chamber  space,  thus  giving  the  gases 
time  to  finish  combustion  before  striking  the  relatively  cold 
boiler  surfaces.  This  may  be  used  on  either  return  tubular  or 
water  tube  boilers. 

The  Chicago  settings  consist  of  combinations  of  firebrick 
arches,  baffles  and  piers  built  in  the  combustion  chamber  to  mix 
the  air  and  volatile  matter  of  the  coal  and  help  maintain  them 
at  ignition  temperature.  This  is  used  on  return  tubular  boilers. 
Steam  jets  pointed  downward,  for  forcing  extra  air  over  the 
fire  at  the  front  wall,  through  the  side  walls,  or  even  through 
the  bridge  wall,  and  mixing  it  with  the  volatile  matter  from  the 
coal,  often  show  good  results,  both  in  better  efficiency  and  a 
lessened  amount  of  smoke.  Unfortunately,  when  these  depend 
on  the  fireman  for  operation  they  do  not  show  the  same  results 
commercially  as  on  test.     They  should  be  used  only  while  the 
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volatile  matter  is  being  driven  off,  and  should  be  shut  off  after- 
wards until  the  next  charge  of  coal  is  fired.  The  ordinary  fire- 
man either  won't  use  them  at  all  or  will  lea\'e  them  on  all  the 
time  unless  he  is  closely  watched.  In  the  first  case,  cost  of  in- 
stallation has  been  wasted,  and  in  the  second  case  a  lot  of  steam 
and  the  efhciency  not  bettered,  —  in  fact,  it  may  have  been 
reduced.  Steam  air  injectors  can  be  made  automatic  and  there- 
fore independent  of  the  fireman,  but  they  need  careful  adjust- 
ment to  obtain  the  best  economy. 

Down-draft  furnaces  are  made  with  two  grates,  one  above 
the  other.  The  upper  one  is  made  of  parallel  water  tubes  con- 
nected through  headers  or  drums  to  the  water  space  of  the 
boiler  in  a  proper  manner  to  insure  positive  circulation  of  water. 
The  bottom  grate  is  an  ordinary  flat  grate.  Coal  is  fired  on  the 
top  grate  only.  The  upper  front  doors  are  always  left  open,  and 
the  air  passes  down  through  the  green  coal,  mixing  with  the 
volatile  matter  distilled  off,  and  then  passes  over  the  incandes- 
cent fire  below.  The  lower  grate  is  fed  b>'  the  half-consumed 
coal  sliced  down  from  the  upper  grate.  Lump  coal  gives  better 
results  than  slack,  as  the  latter  is  apt  to  fall  through  too  freely. 
This  equipment  gives  very  good  efficiency  and  smokeless  com- 
bustion where  it  is  carefully  handled,  not  forced,  and  has  the 
boiler  tubes  properly  covered  with  fire  tile. 

Shaking  grates  assist  the  fireman  in  cleaning  the  fires,  often 
decrease  slicing,  and  assist  in  maintaining  the  fire  in  a  loose  or 
broken  up  condition  so  the  air.  can  get  through  better.  This 
helps  economy,  but  their  general  use  has  been  to  assist  the 
fireman  in  getting  more  capacity. 

Semi-bituminous  coals,  such  as  New  River,  Pocahontas, 
Clearfield,  etc.,  work  well  with  a  fire  twelve  to  fourteen  inches 
thick,  and  should  be  fired  every  ten  or  fifteen  minutes.  The 
more  volatile  coals  used  in  New  England  are  harder  to  burn 
efificiently,  and  the  fires  should  be  thinner.  With  our  most 
volatile  coals  the  fire  should  not  be  more  than  seven  or  eight 
inches  thick.  The  thinner  the  fire,  the  more  often  should  coal 
be  put  on. 

The  two  methods  of  hand-firing  coal  used  are  the  coking 
and  spreading.     In  the  coking  method  considerable  coal  is  fired 


ECONOMY   OF    FUEL    IN    POWER   STATIONS.  169 

at  the  front  of  the  grate  and  allowed  to  coke.  After  the  gases 
have  been  partly  driven  oft"  it  is  pushed  back  on  to  the  rear  part 
of  the  fire.  This  keeps  a  bed  of  incandescent  fire  at  the  back, 
over  which  the  volatile  matter  and  air  have  to  pass,  and  the 
high  temperature  assists  them  in  combining.  This  method  is 
good  where  the  gases  have  to  travel  back,  as  in  a  return  tubular 
boiler.  In  the  spreading  method  but  little  fuel  should  be  fired 
at  one  time,  and  it  should  be  placed  ev^enly  over  the  fire  all  the 
way  back.  Where  there  are  two  doors  to  a  furnace,  fire  them 
alternately,  as  the  bright  fire  on  the  other  half  of  the  grate  ma- 
terially assists  in  burning  the  volatile  matter.  This  method  is 
good  where  the  path  of  gases  is  straight  up  from  the  fire.  Hand 
firing  produces  its  best  results  when  it  imitates  the  mechanical 
stoker,  that  is,  when  the  coal  is  fed  in  very  small  quantities  at 
short  intervals,  but  has  this  disadvantage  that  large  volumes 
of  cold  air  are  admitted  with  each  charge  of  coal. 

In  large  plants,  having  mechanical  means  for  delivering 
the  coal  to  the  stokers  and  easy  ash  removal  facilities,  mechani- 
cal stokers  will  save  considerable  labor.  In  small  plants,  how- 
ever, where  the  coal  w^ould  have  to  be  shoveled  into  the  stokers 
and  the  ashes  taken  out  in  wheelbarrows,  or  barrels,  no  labor 
will  be  saved,  and  the  only  justification  for  installing  mechanical 
stokers  is  fuel  saving  and  smoke  prevention. 

Interest  on  the  in\^estment,  depreciation,  repairs  and  power 
for  operation  are  all  larger  with  mechanical  stokers  than  with 
hand-firing;  but  mechanical  stokers  make  possible  the  use  of 
poorer  fuels  with  as  high  or  higher  efiiciency  than  is  obtainable 
in  hand-firing  with  better  grades  of  fuel. 

Mechanical  stokers  divide  themselves  into  three  general 
classes:  (i)   Chain  grates,  (2)   overfeed,  (3)   underfeed. 

Chain  grate  stokers,  such  as  the  "  Babcock  &  Wilcox," 
Green,  Illinois,  etc.,  consist  of  an  endless,  chain,  or  belt,  around 
sprockets  at  the  front  and  rear  of  the  furnace.  The  belt  is  made 
up  of  short  links,  sections  or  bars.  The  coal  is  fed  by  gravity- 
from  a  hopper  on  to  the  front  end  of  the  grate,  and  is  carried 
back  to  the  bridge  wall  by  the  grate.  During  the  first  part  of 
this  travel  it  is  under  an  ignition  arch  which  drives  oft'  the  \'ola- 
tile  matter  and  ignites  it  and   the  solid  carbon.     Dampers  or 
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baffles  should  be  arranged  under  the  different  parts  of  the  grate 
to  control  the  admission  of  air.  A  water  box  or  dampers  should 
be  *used  at  the  rear  end,  to  prevent  excessive  leakage  of  air. 
The  coal  is  supposed  to  be  all  consumed  and  nothing  left  but  ash 
when  it  arrives  at  the  rear  end  —  refuse  falls  over  the  rear  end, 
so  no  cleaning  is  required,  ordinarily. 

The  chain  grate  will  handle  coals  high  in  volatile  and  ash 
with  very  good  economy,  will  be  smokeless,  and  the  cost  of  up- 
keep will  be  small.  It  is  not  fitted,  hoAvever,  for  coals  low  in 
volatile  matter  and  ash,  and  where  used  with  these  coals  the 
repairs  are  excessive  and  the  efficiency  poor. 

Overfeed  stokers  divide  themselves  naturally  into  the  front 
feed  and  the  side  feed.  Front  feeds  are  represented  by  the 
Roney,  Wilkinson  and  Acme.  They  have  a  hopper  at  the  front 
end,  the  grate  slopes  downwards  and  backwards  at  about  forty- 
five  degrees,  the  bars  or  ledges  tip  and  drop  the  coal  from  one 
bar  to  the  next,  until  it  finally  reaches  a  small,  flat  dumping 
section  at  the  rear,  where  combustion  is  finished.  When  con- 
siderable ashes  have  collected,  the  fireman  cleans  by  dumping 
the  grate.  Small  coking  arches  'at  the  front  ignite  the  fuel  as  it 
starts  its  travel,  and  the  bright  fire  below  materially  assists  com- 
plete combustion. 

The  side  feed  stokers  are  represented  by  the  Murphy, 
Detroit  and  Model,  and  illustrated  by  the  Murphy  (Fig.  i). 
Here  there  is  a  hopper  at  each  side,  the  full  depth  of  the  stoker, 
pusher  plates  feed  coal  on  to  bars  which  slope  down  to  the  center. 
Alternate  bars  are  rocked  at  the  bottom  end  and  pivoted  near 
the  top.  This  rocking  carries  the  coal  to  the  bottom  of  the  V, 
where  a  clinker  grinder  drops  the  ash  and  clinker  through  to 
the  ash  pit.  These  stokers  have  a  full  fire-brick  arch  over  the 
whole  of  the  stoker.  Hot  air  is  delivered  from  under  the  cok- 
ing plates  and  the  haunches  of  the  main  arch  to  the  freshly 
ignited  coal. 

All  the  overfeed  stokers  are  useful  for  burning  semi-bitumi- 
nous coal  when  not  unduly  forced,  that  is,  will  handle  loads  from 
100  per  cent,  to  150  per  cent.,  of  rating  nicely,  and  can  be  forced 
to  around  200  percent.,  but  the  higher  rates  cause  rapid  deterio- 
ration.    The  side  feed,  due  to  the  full  ignition  arch,  are  nearer 
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smokeless  than  the  front  feed  although  all  of  them  are  satisfac- 
tory from  this  point  when  carefully  handled  at  light  loads. 

The  underfeed  stokers  are  represented  by  the  Jones,  Ameri- 
can, Taylor,  Riley  and  Westinghouse,  illustrated  by  the  Taylor 
(Fig.  2)  and  Riley  (Fig.  3). 

They  all  use  forced  draft.  The  Jones  and  American  are 
horizontal,  and  the  others  are  inclined.  The  American  uses  a 
screw,  and  the  others  all  use  rams  to  feed  the  coal  in  under  the 


Fig.  I. 


THANSVEilSE    SECTION. 
Murphy  Side  Feed  Stoker. 


fire.  \\'ith  the  Jones  and  American,  the  coal  wells  up  over  the 
sides  and  end  of  trough  and  the  air  is  forced  through  tuyere 
blocks  around  the  trough.  Ashes  have  to  be  hand  cleaned  from 
the  dead  plates  around  the  troughs.  These  are  usually  used  on 
small-sized  boilers  only. 

The  Taylor,  Riley  and  Westinghouse  are  inclined;  the  main 
rams  feed  fuel  at  the  top  of  the  troughs.  Taylor  uses  auxiliary 
rams,  Riley  uses  reciprocating  tuyere  sections,  and  Westinghouse 
main  ram  feeds  at  inclination  of  grate,  to  assist  the  movement 
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of  fuel  to  the  bottom,  where  various  kinds  of  dumping  grates, 
pusher  plates  and  grinders  are  being  tried  for  getting  rid  of  the 
ashes.  All  of  them  are  built  up  of  troughs  with  sections  of 
tuyeres  between.  There  is  always  one  more  section  of  tuyere 
blocks  than  there  are  troughs.  These  stokers,  due  to  the  forced 
draft,  can  operate  with  hea\y,  thick  fires,  burn  coking  coal  well, 
are  smokeless,  and  can  be  forced  to  very  high  overloads.  Good 
quality  firebrick  must  be  used  in  the  settings  of  the  boiler  and 
grate,  as  they  produce  very  high  temperatures.  They  are  ex- 
pensive to  install,  and  the  fans  have  to  be  maintained,  but  the 


Fig.  2.     T.WLOR  Under  Feed  Stoker. 

chimneys  do  not  have  to  be  very  tall  and  cost  of  maintenance  is 
not  excessive.  They  make  very  little  smoke  when  carefully 
operated.  All  underfeed  stokers  can  burn  the  cheaper  grades 
of  coal  economically,  and  one  man  can  fire  3  000  or  4  000  h.p. 
of  the  inclined  type  —  but  not  so  many  of  the  horizontal  type, 
due  to  hand  cleaning. 

At  the  present  time,  unless  an  addition  to  plant  is  required 
by  reason  of  increased  load,  the  question  of  fuel  ^saving  resolves 
itself  into  the  best  use  of  the  existing  plant  rather  than  replacing 
with  new,  as  the  costs  are  ver}^  high  and  deliveries  cannot  be 
made  for  a  year  or  more  in  many  cases. 

Spend  a  few  minutes  every  day  if  possible  in  the  fireroom, 
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watching  the  men  at  work,  and  see  how  they  are  performing  it, 
also  talk  to  them  about  it.  There  are  lots  of  firemen  who  are 
good  men  but  who  from  lack  of  training  and  superintendence 
have  fallen  into  very  careless  ways.  The  easiest  way  is  quite 
often  not  the  most  efficient.  It  is  often  easier  to  keep  a  good 
steam  line  with  a  very  heavy  fire  i6  or  i8  ins.  thick  when  an  8 
or  lO-in.  fire  would  be  much  more  efficient,  but  the  thin  fire 
requires  much  more  frequent  attention.  The  more  volatile 
matter  the  coal  contains  the  thinner  the  fire  should  be.  With  a 
thick  or  a  thin  fire,  it  is  easier  for  the  man  to  put  in  25  shovels 
of  coal  at  25-minute  intervals  than  to  put  in  14  shovels  of  coal 
at  15-minute  intervals,  because  when  hoeing  and  slicing  are 
taken  into  account  the  latter  method  will  keep  him  moving  most 
of  the  time  and  the  former  method  allows  some  rest  between, 
even  if  he  has  to  shovel  more  coal  actually. 

Fire  often  and  light.  Don't  break  up  the  fire  any  more 
than  is  necessary.  Fire  one  half  at  a  time  only.  Keep  a  level 
fire  and  allow  no  holes  to  burn  through.  All  firemen  know  this 
but  few  really  carry  it  out  without  watching. 

Mechanical  stoking  also  needs  careful  attention.  Do  not 
allow  holes  or  craters  to  form,  do  not  slice  or  break  up  fire  with 
hand  tools  any  more  than  is  necessary.  New  firemen  are  very 
prone  to  do  this,  and  beyond  a  limited  extent  it  does  more  harm 
than  good.  Keep  the  apparatus  in  good  working  order  so  that 
it  will  function  properly. 

In  both  hand  firing  and  mechanical  stoking  see  that  the 
air  supply  is  adequate  and  properly  regulated  to  the  needs  of  the 
fuel  and  load.  By  adequate  I  mean  sufiicient  in  amount.  I 
have  found  a  number  of  firerooms  that  w^ere  so  tightly  shut  up, 
in  winter  time  especially,  that  there  was  a  considerable  vacuum 
in  them.  I  once  measured  a  vacuum  of  several  tenths  of  an 
inch  of  water  column. 

The  Babcock  &  Wilcox  Company,  in  "  Steam,"  give  a  dia- 
gram showing  that  .5  in.  effective  draft  on  the  grate  will  burn 
thirty-two  lbs.  coal  per  sq.  ft.  of  grate  and  .4  in.  effective  draft 
will  only  burn  2~k  lbs.  coal  per  scf.  ft.  of  grate,  a  loss  of  14  per 
cent,  in  capacity.  Adequate  quantities  of  air  should  be  supplied 
even  if  it  is  necessarv  to  heat  it  by  steam  coils,  to  make  the 
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room  livable  for  the  fireman.     The  condensed  hot  water  can  go 
right  back  into  the  boiler. 

Hand  dampers  on  the  boilers  should  be  set  to  give  the 
requisite  draft  for  the  work  to  be  done  by  the  boilers  and  not 
opened  wide,  as  is  usually  the  case.     If  properly  set,  especially 


Fig.  4.     Uehling  CO2  Recorder  and  Uehling  Boiler  Front  Indicator. 


with  mechanical  stokers,  the  operation  of  the  main  damper  will 
be  lessened  and  the  efficiency  of  the  plant  increased. 

Due  to  the  ease  of  analyzing  the  flue  gases  and  finding  the 
percentage  of  CO2,  and  therefrom  the  economy  of  combustion, 
many  devices  have  been  brought  out  to  do  this  with  considerbale 
success  either  as  indicators  or  as  combined  indicators  and  re- 
corders. The  simplest  is  perhaps  the.Orsat  apparatus,  but  this 
needs  attention  and  only  tells  the  story  for  the  time  at  which 
the  sample  is  taken.  A  sample  can  be  taken  in  a  bottle,  cover- 
ing a  considerable  period  of  time,  however,  and  then  a  single 
determination  will  give  the  average  efficiency  during  the  period. 
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A  better  method  is  to  use  one  of  the  recorders  such  as  the 
UehHng  (Fig.  4),  Sarco,  etc.,  as  this  gives  a  continuous  record 
and  the  fireman  can  see  the  effects  of  his  operation.  Any  COo 
instrument  to  record  true  results  needs  some  Httle  attention 
itself,  and  the  boiler  setting  should  be  tight.  The  samples  are 
taken  in  the  uptake,  and  any  infiltration  of  air  lowers  the  ap- 
parent COo.  A  good  fireman  can't  make  a  good  CO2  record  if 
the  setting  leaks.  All  CO2  recorders  lag  considerably,  and  need 
attention. 

When  several  boilers  are  needed  in  a  plant,  a  steam  flow 
meter  on  each  is  ^•ery  useful  to  the  man  in  charge,  as  he  can 
then  easily  see  which  men  or  boilers  are  not  doing  their  fair 
share  of  the  work.  There  is  no  economy  in  having  some  boilers 
at  very  high  capacity  while  others  are  loafing.  The  same  ap- 
plies to  the  men.  These  help  the  men  also,  for  if  a  hole  develops 
in  the  fire  the  steam  output  will  drop  rapidly,  showing  that  at- 
tention is  necessary.  The  General  Electric  Company  and  The 
Bailey  Meter  Company  have  good  instruments  of  this  class. 

Draft  gages,  showing  the  draft  in  various  parts  of  the 
boiler,  are  very  helpful  to  a  good  fireman,  or  his  superintendent, 
in  maintaining  proper  air  proportions.  These  may  be  pro- 
cured of  various  patterns,  from  the  simple  U-tube  to  types  like 
the  Precision  Instrument  Company's  indicators. 

The  Bailey  Meter  Company  has  a  boiler  meter  (Fig.  5) 
which  records  on  a  chart  the  steam  flow  on  one  pen,  the  gas  flow 
through  boiler  on  another  pen  (slightly  behind  the  steam  pen), 
the  flue  temperature,  and  the  draft.  The  steam  flow  is  obtained 
by  an  orifice  in  steam  pipe.  Gas  flow  is  obtained  by  using  drop 
through  the  boiler  instead  of  an  orifice.  By  the  construction  of 
the  meter  the  gas  flow  pen  should  track  the  steam  flow  pen  when 
the  predetermined  per  cent.  CO2  is  taking  place.  If  the  gas 
line  gets  much  above  the  steam  line,  too  much  air  is  being  used 
or  there  is  a  hole  in  the  fire,  or  the  setting  leaks  somewhere. 
Conversely,  if  gas  line  is  much  below  steam  line,  too  little  air 
is  being  used,  and  unconsumed  carbon  is  probably  going  off  as 
CO  instead  of  COo;  also  smoke  is  probably  being  made,  laying 
you  liable  to  a  fine,  and  also  depositing  dust  in  the  boilers,  de- 
creasing   efficiency    until    next    cleaning    period.     This    meter, 
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while  expensive  as  meters  go,  is  rugged,  accurate  and  requires 
very  little  attention. 

Weighing  the  coal  and  measuring  the  water  fed  to  boilers 
by  water  meter,  weighing  device,  V  notch  meter,  or  Venturi 
meter,  or  any  other  reliable  device,  is  well  worth  while  if  studied. 
Like  all  other  data,  however,  unless  studied  and  the  results 
acted  on  to  better  the  efihciency,  they  are  a  waste  of  money. 

With  a  given  coal  the  air,  coal  and  steam  quantities  should 
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Fig.  5.     Bailey  Boiler  Meter. 

bear  a  definite  relation  to  get  the  best  efficiency;  that  is,  with 
different  coals  the  ratios  are  different,  but  with  a  given  quality 
of  coal  the  ratios  are  fixed,  so  instruments  have  been  devised 
to  give  these.  One  consists  of  an  electric  tachometer  operated 
from  the  stoker  shaft,  with  auxiliary  scales  to  show  coal  fed 
and  the  force  of  draft  required  for  best  efficiency.  When  prop- 
erly graduated  for  the  coal  being  used,  these  help  the  fireman 
maintain  good  operating  conditions.  Draft  gages  are  needed  in 
addition  to  this  instrument,  however.  These  instruments  are 
rugged  and  require  very  little  attention. 
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Instruments  like  U-tubes,  for  measuring  draft,  are  hard  to 
keep  clean  and  are  very  hard  to  read  in  a  boiler  room,  especially 
after  looking  at  a  lire.  The  newer  type  instruments  all  have 
dust-proof  cases,  and  are  much  easier  to  read. 

A  control  panel  centrally  located,  with  all  of  the  meters 
and  controls  for  the  operation  of  one  or  several  boilers  mounted 
on  it,  is  worth  every  cent  it  costs,  as  the  stoker  operator  can  tell 
at  a  glance  which  fire  needs  attention  and  which  are  operating 
satisfactorily.  Without  this  a  man  must  move  continually 
from  one  fire  to  another,  open  doors  to  inspect  the  condition, 
and  then  not  half  know  due  to  the  blinding  glare  of  the  fire; 
also  less  opening  of  doors  decreases  the  amount  of  cold  air  ad- 
mitted, so  the  economy  is  better. 

There  are  many  places  around  a  plant  where  a  little  atten- 
tion will  return  considerable  savings  in  fuel.  I  refer  to  the 
leaks.  Leaks  are  of  many  kinds.  There  is  the  leakage  of  coal 
as  siftings  into  the  ashes,  due  to  too  small  a  shelf  or  hopper 
under  the  stoker;  also  loss  of  unconsumed  carbon  in  ash,  due 
to  careless  cleaning  of  fires,  or  by  clinker  grinders  running  too 
fast.  There  is  the  loss  of  heat  due  to  leakage  of  air  through 
furnace  and  boiler  walls.  Keep  your  settings  tight;  there  are 
several  plastic  cements  that  are  good  for  filling  cracks  in  the 
brickwork.  See  that  the  bafifles  or  flame  bridges  in  the  boilers 
are  tight;  if  they  are  not,  the  hot  gas  short  circuits  to  the  flue 
and  escapes  without  giving  up  all  the  heat  that  it  should.  Take 
a  look  at  these  yourself,  and  while  looking  at  them  also  see  if 
the  heating  surface  of  the  boiler  is  clean.  Soot  is  a  good  non- 
conductor of  heat,  and  you  can't  expect  good  absorption  from 
insulated  surfaces.  Cleaning  heating  surfaces  is  a  rather  dirty 
job  and  disagreeable,  but  must  be  done  faithfully  or  the  plant 
efiiciency  suffers.  Permanent  soot  blowers  such  as  the  Vulcan, 
Diamond  (Fig.  6)  or  Bayer's,  make  it  much  easier  to  keep  a 
boiler  clean  and  use  less  steam  than  the  ordinary  hand  lance. 
They  should  be  picked  with  judgment,  for  the  particular  type  of 
boiler  to  be  used;  if  the  boiler  is  high  and  thin,  a  side-cleaning 
device  like  the  Bayer  is  good ;  if  \'ery  wide,  the  side-cleaning 
type  won't  clean  way  across,  and  the  top-  and  bottom-cleaning 
type,   like,  the  Vulcan  and   Diamond,  is  l)etter.     If  any  of  the 
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elements  must  be  \'ery  close  to  the  fire,  the  calorized  metal  of 
the  Diamond  will  probably  gi\"e  the  better  life  These  me- 
chanical cleaners  use  only  about  two  thirds  of  the  steam  the 
hand  lance  requires,  and  do  better  work  .8;enerally. 


Fig.  6.     Dfamoxd  Soot  Blower. 

Be  sure  that  the  blow-down  vah'e  doesn't  leak;  a  small 
leak  here  working  i  440  minutes  a  day  will  carry  away  a  lot  of 
heat.  A  good  preventive  is  to  use  two  valves,  or  a  valve  and  a 
cock,  using  one  for  blowing  and  the  other  for  holding.  Always 
blow  with  the  same  one,  so  the  other  will  stay  tight.  Feel  of 
the  pipes  often  —  a  hot  pipe  shows  leakage. 
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If  steam  can  be  seen  anywhere  inside  or  outside  of  a  plant, 
coal  is  being  wasted.  All  piping  should  be  kept  tight.  If  steam 
is  being  exhausted  outdoors  make  an  investigation  and  see  if 
all  is  being  saved  by  feed-water  heating  that  is  possible.      See 


Fig.  7.     Cochrane  Metering  Heater. 

if  exhaust  steam  cannot  take  the  place  of  some  live  steam  that 
is  now  being  used.  Exhaust  steam  contains  a  very  large  per- 
centage of  the  heat  originally  given  it  by  the  boilers,  and  can  be 
used  for  many  heating  and  drying  processes.  There  is  a  preju- 
dice against  it  in  many  places  that  should  be  overcome. 

Steam  traps,  unless  kept  in  repair,  allow  considerable  loss 
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of  heat.     Drip  pipe  ends  and  trap  discharges  have  a  great  habit 
of  conceaHng  their  ends  under  water  or  in  out-of-the-way  places. 


This  helps  the  appearance  of  the  plant  if  they  leak,  but  tends  to 
carelessness  in  their  upkeep.  If  you  can't  return  these  wastes 
to  the  feed-water  heaters  or  the  system  somewhere,  at  least 
keep  the  ends  in  sight  so  you  know  they  are  tight. 
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A  log  sheet  giving  the  starting  and  stopping  of  machines 
and  boilers,   pressures,   temperatures,   vacuums,  and   loads  car- 


ried, is  wasted  effort  and  material  unless  it  is  studied  and  the 
facts  discovered  used  for  bettering  the  efficiency. 

If  steam   pressure  drops,  every  one  usually  knows  it,  but  if 
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feed-water  temperature  is  low  all  of  the  time,  who  is  doing  any- 
thing about  it?  Is  there  any  heat  being  wasted  that  can  be 
saved  by  heating  it  ?  Is  the  flue  gas  temperature  high,  normal 
or  low,  and  why?  If  normal,  is  it  due  to  good  operating  condi- 
tions, or  to  a  large  excess  of  air  counteracting  dirty  heating 
surfaces?  Is  the  evaporation  per  pound  of  coal  good?  If  so,  is 
it  due  to  good  operation  or  only  apparent,  due  to  blow-down 
valve  leakages,  blowing  down,  and  general  wastage  of  water 
around  the  plant,  wetting  down  ashes,  etc.? 

Is  the  vacuum  proper  for  the  type  of  prime  mover  used? 
Generally  speaking,  25  or  26  ins.  on  good  steam  engines  and 
the  highest  possible  on  steam  turbines,  28.5  to  29  ins.  or  higher. 
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Fig.   10.     Foster  Superheater  —  Detail  of  One  Element. 


You  can  save  approximately  one  per  cent,  of  coal  for  each 
eleven  degrees  fahr.  that  you  can  raise  the  feed-water  tempera- 
ture from  waste  products  such  as  escaping  exhaust  steam  or 
flue  gases,  neglecting  the  cost  doing  it.  So  if  your  feed  water 
is  going  to  the  boilers  at  materially  less  than  212  degrees,  and 
any  steam  is  being  wasted,  it  would  be  well  to  set  it  at  work. 
If  this  steam  is  clean,  or  contains  only  a  small  amount  of  oil, 
an  open  heater  (Fig.  7)  where  the  steam  and  water  are  brought 
into  intimate  contact  will  give  the  best  results,  as  all  the  heat  is 
utilized  and  the  water  of  condensation  is  saved. 

If  the  exhaust  steam  contains  much  oil  or  other  harmful 
elements,  a  closed  heater  (Fig.  8)  is  better,  as  the  water  and 
steam  are  kept  separate.  Then  the  water  of  condensation  to- 
gether with  the  heat  in  it  are. lost.  See  that  your  heaters  are 
kept  clean,  as  scale  will  materially  interfere  with  their  heating 
ability. 

Economizers    (Fig.   9)    are   closed    heaters   for    utilizing   the 
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waste  heat  of  the  flue  gases  for  heating  the  feed  water.  They  are 
rather  bulky,  and  often  require  induced  draft  fans  to  assist  the 
stack,  as  they  cause  considerable  friction  to  the  passage  of  the 
gases,  and  the  lowered  temperature  of  the  gases  reduces  the  ca- 
pacity of  the  chimney.  However,  where  coal  is  very  expensive  or 
there  is  not  exhaust  steam  enough  to  heat  the  feed  water,  they 
are  of  advantage.  When  high  boiler  pressures  are  used,  resulting 
in  high  flue  gas  temperatures,  economizers  show  large  savings. 
In  existing  plants  where  boilers  are  poorly  designed  and  have  to 
work  at  heavy  overloads,  it  might  be  cheaper  to  gain  capacity 
by  installing  an  economizer  rather  than  building  an  extension. 

Superheaters  (Fig.  lo)  are  either  separately  fired  or  are  in- 
cluded in  the  boiler  setting.  Superheating  the  steam  may  pro- 
duce marked  economies  in  any  plant  using  saturated  steam. 
Each  plant,  however,  should  be  studied  before  deciding  on  the 
amount  to  be  used  and  the  cost  of  doing  it. 

High  degrees  of  superheat  are  only  to  be  attempted  in  plants 
specially  designed  for  it. 

Gebhardt,  in  "  Steam  Power  Plant  Engineering,"  gives  for 
moderate  superheating,  —  that  is  lOO  degrees  to  125  degrees 
fahr.,  — continuous  operation,  a  fair  average  reduction  of  steam 
per  horse-power  of: 

1.  Slow  running,  full  stroke,  or  throttling  engines  including  pumps, 

40  per  cent. 

2.  Simple  engines,  non-condensing,  with  medium  piston  speeds..  .20  per  cent. 

3.  Compound  condensing  Corliss  engines 10  per  cent. 

4.  Triple  expansion  engines 6  per  cent. 

In  turbine  practice,  each  ten  degrees  of  superheat  usually 
lowers  the  water  rate  one  per  cent. 

Some  plants  are  called  upon  to  carry  very  heavy  overloads 
for  a  short  time,  either  periodically  or  occasionally.  Forced 
draft  will  often  save  fuel  and  money  in  those  cases.  If  these 
periods  are  fairly  often,  it  would  be  better  to  install  the  more 
expensive  fan  equipment,  as  that  will  only  use  two  per  cent,  to 
four  per  cent,  of  the  steam;  but  if  these  occasions  are  very  in- 
frequent it  is  cheaper  to  install  a  steam  air  injector  that  may 
use  from  five  per  cent,  to  ten  per  cent,  of  the  steam  or  more. 
The  standby  losses  of  boilers,  such  as  banking,  are  considerable, 
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and  if  boilers  have  to  be  kept  banked  for  long  periods  to  cover 
a  few  emergencies,  auxiliary  forced  draft  will  be  found  advan- 
tageous. 

The  steam  loop  is  a  simple  means  of  returning  the  conden- 
sation in  piping  to  the  boiler,  and  is  adequate  for  small  stations. 
In  plants  of  several  units,  however,  it  does  not  work  so  well, 
and  Holly  drip  return  system  may  be  used.  By  these  means 
all  high-pressure  drips  are  saved  and  the  bleeder  steam  from  the 
nozzle  in  the  upper  tank  can  be  put  into  the  feed  water  heater 
and  the  heat  saved.  The  exact  saving  depends  on  the  men 
operating  the  plant  and  what  wastage  of  steam  would  be  allowed 
from  drips  if  the  automatic  arrangement  were  not  used. 

DISCUSSION. 

Alfred  O.  Doane.*  —  It  has  occurred  to  me  that  it 
might  be  well  to  speak  of  an  economy  that  might  be  effected  by 
using  a  mixed  fuel  which  Mr.  Parker  has  not  touched  upon. 
Perhaps  it  is  impractical  to  use  it  in  his  station,  but  in  our  sta- 
tions we  have  had  very  good  success  and  found  that  it  has  re- 
lieved the  difficulties  in  this  trying  period  of  coal  shortage.  We 
mix  various  sorts  of  small  anthracite  in  proportions  that  we  have 
found  economical  and  practical.  We  do  not  use  water-tube 
boilers.  Our  largest  boilers  are  of  the  Deane  type,  with  vertical 
tubes,  and  we  have  always  made  it  a  practice  to  burn  a  certain 
percentage  of  screenings  and  small-sized  anthracite,  —  finding  it 
advantageous  from  two  or  three  standpoints.  We  can  generally 
realize  a  small  saving  in  dollars  and  cents  in  addition  to  securing 
a  smokeless  operation.  During  this  coal  shortage  we  have  made 
an  attempt  to  burn  still  larger  proportions  of  anthracite  and 
the  limit  of  our  operations  seems  to  be  the  draft  available,  and 
as  we  use  economizers  the  draft  is  somewhat  cut  down,  from 
causes  that  Mr.  Parker  has  stated.  We  have  put  in  some 
blowers  very  much  like  automobile  fans,  and  by  these,  making  a 
slightly  increased  pressure  under  the  grate,  we  have  been  able 
to  burn  a  considerable  proportion  of  fine  anthracite,  resulting  in 
some  saving  of  coal.  We  have  found,  however,  that  there  are 
some  precautions  to  take,  especially  when  using  a  vertical  tube 

*  Division  Engineer,  Mass.  Metropolitan  Water  and  Sewerage  Board. 
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boiler  which  is  very  sensitive  to  undue  heat  on  the  ends  of  the 
tubes.  The  water  may  be  driven  away  from  the  tube  sheet, 
causing  the  ends  of  the  tube  to  burn,  and  holes  in  the  fire  may 
result.  But  by  putting  in  about  one-quarter  inch  air  spaces, 
the  trouble  is  largely  obviated  so  that  we  can  burn  about  eighty 
per  cent,  of  this  fine  coal  with  advantage.  With  natural  draft 
we  have  found  the  limit  of  efficiency  to  be  about  fifty  per  cent, 
or  sixty  per  cent.  The  trouble  seems  to  be  that  while  you  can 
burn  a  large  portion,  there  are  losses  due  to  two  causes.  First, 
with  too  large  a  proportion  of  fine  coal  much  will  sift  through 
the  grate  and  be  lost  in  the  ashes.  Second,  lack  of  draft  causes 
imperfect  combustion,  as  it  is  impossible  to  get  oxygen  enough 
through  the  fire  to  burn  the  fuel  efficiently.  We  have  found 
economizers  advantageous,  as  most  of  our  main  units,  the  air 
pump  and  feed  pumps,  are  driven  directly  from  reciprocating 
parts  of  the  machinery  so  that  we  have  practically  no  heat  from 
auxiliaries  for  the  feed  water.  The  economizer  takes  care  of 
that,  and  also  affords  a  settling  chamber  for  a  very  considerable 
amount  of  dirt  and  scale-forming  material  which  might  other- 
wise reach  the  boiler.  The  matter  of  measuring  feed  water 
may  be  mentioned.  As  we  use  reciprocating  engines,  etc.,  we 
do  not  consider  it  safe  to  put  water  that  has  a  suspicion  of  oil 
into  our  boilers,  especially  as  the  type  of  oil  we  use  is  very  sen- 
sitive to  that  sort  of  thing.  So  w^e  have  to  use  closed  heaters, 
and  in  most  of  our  plants  the  water  has  to  be  measured  after 
it  has  been  heated  to  some  extent.  We  have  had  much  trouble 
trying  to  find  a  satisfactory  hot-water  meter.  It  is  impossible 
to  use  rubber  disks  and  all  metal  disks  wear  rapidly  and  give 
out.  Finally,  we  got  some  Venturi. meters  which  have  given  very 
excellent  satisfaction,  but  are  expensive,  —  especially  the  regis- 
ters, —  so  that  for  most  small  plants  they  would  probably  not 
be  feasible.  I  would  like  to  emphasize  particularly  one  of  the 
points  that  Mr.  Parker  brought  out,  and  that  is  to  take  care  of 
the  settings  of  any  brick  set  boilers,  to  be  sure  there  is  no  leak- 
age of  air,  which  will  greatly  cut  down  the  economy.  This  is 
something  that  has  to  be  followed  up  constantly,  as  cracks 
which  open  and  close,  and  often  are  almost  invisible  will  let  in 
a  surprising  amount  of  cold  air. 
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Frank  B.  Sanborn.*  —  We  ought  to  thank  Mr.  Parker 
for  allowing  us  to  visit  his  plant.  I  am  sure  all  who  visited 
it  and  all  who  have  heard  Mr.  Parker  have  been  impressed  with 
the  opportunities  for  study  that  exist  there  and  the  splendid 
developments  they  are  making  at  that  plant.  I  have  one  or 
two  questions  I  would  like  to  ask  Mr.  Parker.  One  is  concern- 
ing the  means  for  measuring  the  feed  water.  Mr.  Doane  spoke 
of  the  Venturi  meter,  while  the  speaker  showed  a  triangular 
meter.  I  wondered  if  the  triangular  meter  would  not  cost  a 
good  deal  less  and  still  give  pretty  nearly  as  good  ef^ciency. 

Mr.  Parker.  —  There  are  several  kinds  of  weirs  being 
used  with  great  success.  One  is  the  V  notch  and  the  other  is 
a  particular  curve.  I  have  forgotten  just  what  it  is  now,  but  it 
is  curved  down  to  a  point  so  that  equal  increments  of  rise  give 
equal  increments  of  water  flow,  so  that  a  recording  chart  can 
be  very  easily  placed  on  one  of  those  meters.  There  is  also 
another  type  of  meter  which  consists  of  buckets  that  will  hold  a 
thousand  pounds  of  water,  for  instance.  Water  flows  into  them, 
and  when  it  fills  this  bucket  it  is  dumped  over  and  you  get  a 
certain  volume  of  water  at  the  temperature  of  the  feed  water, 
and  it  is  recorded  right  there.  You  can  get  an  indicating  meter 
which  is  not  very  expensive.  They  have  a  lot  of  apparatus 
to-day  for  measuring  fairly  hot  water  that  are  not  very  expen- 
sive. The  hot-water  meter  of  the  old-fashioned  type  is  no  use 
at  all  after  a  short  time. 

Mr.  Doane. —  I  perhaps  did  not  make  it  clear  enough  that 
we  are  under  the  necessity  of  using  closed  feed-water  heaters 
with  the  water  under  pressure,  so  that  we  are  not  able  to  use 
any  of  these  notch  segments.  It  is  the  Venturi  register,  of 
course,  that  is  the  expensive  thing;  but  unless  you  have  the 
register  it  is  almost  impossible  to  keep  track  of  the  flow  with 
an  indicator  or  anything  of  that  kind.  There  was  one  experience 
we  had  with  Venturi  meters  which  may  be  of  interest.  That 
was  that  our  very  long  single-action  feed  pump  developed  a 
high  vibration  and  kick  in  the  pipe,  which  the  ordinary  air 
chambers  did  not  seem  to  take  care  of,  but  we  devised,  after 
considerable   trouble,   a  very   large   air  chamber  in  which   the 

*  Professor  of  Civil  Engineering,  Tufts  College,  Mass. 
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water  was  taken  through  in  a  certain  way  that  practically  ob- 
viated the  trouble  and  made  the  Venturi  register  act  very  much 
better,  as  it  almost  entirely  stopped  any  vibration  of  the  pen 
arm  of  the  meter.  If  you  have  considerable  vibration,  it  is 
practically  impossible  to  get  correct  measurements  with  the 
Venturi  meter. 

Frank  A.  Marston.*  —  An  interesting  example  of  the  in- 
stallation of  an  undergrate  draft  apparatus  to  economize  in  the 
cost  of  fuel,  was  recently  brought  to  the  writer's  attention  at 
Canton,  N.  Y.  For  the  following  information  credit  is  due  Mr. 
L.  R.  Smith,  superintendent  of  the  Canton  Water  Works. 

The  apparatus  installed  is  a  steam-turbine  driven,  propeller 
fan,  automatically  controlled  by  the  steam  pressure  acting  on  a 
balanced  valve  which  also  controls  a  damper  regulator.  It  was 
manufactured  by  the  Coppus  Engineering  and  Equipment  Com- 
pany, of  Worcester,  Mass.  The  level  arm  of  the  damper  regu- 
lator is  connected  to  the  damper  and  to  the  lever  attached  to 
the  balanced  valve  controlling  the  supply  of  steam  delivered 
to  the  turbo  blower,  so  that  when  the  regulator  closes  the  dam- 
per it  also  shuts  the  balanced  valve,  cutting  off  the  steam  supply 
to  the  blower  and  thus  reducing  or  stopping  the  undergrate 
draft.  As  long  as  the  steam  stays  at  the  desired  pressure,  the 
blower  does  not  operate.  When  the  steam  pressure  falls  below 
the  required  amount,  the  damper  and  the  balanced  valve  both 
open,  the  blower  starts  the  draft,  and  the  steam  pressure  is 
brought  back  to  the  desired  point.  The  blower  is  then  shut 
down  and  the  damper  closed,  as  first  described. 

The  cost  of  the  apparatus  installed  complete  was  about 
S225.  Information  is  not  available  for  an  exact  statement  of 
the  fuel  economy,  but  a  general  idea  of  the  results  can  be  gained 
from  the  following  notes. 

When  the  blower  was  installed,  two  or  three  years  ago, 
about  forty  net  tons  of  three-quarter  lump  bituminous  coal 
were  burned  per  month.  After  installing  the  blower,  a  mixture 
of  75  per  cent,  anthracite  yard  screenings  and  25  per  cent,  three- 
quarter   lump   bituminous   coal   was   burned,    requiring    10    per 


■Designing  Engineer,  with  Metcalf  &  Eddy,  14  Beacon  Street,  Boston,  Mass. 
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cent,  more  coal  in  total  quantity.  The  conditions  as  to  pumping 
were  substantially  the  same. 

At  the  present  time  (February,  191 8),  three-quartet  lump 
bituminous  coal  costs  $8.00  per  ton  and  anthracite  yard  screen- 
ings $3.00  per  ton  (2  000  lbs.).  On  this  basis  the  saving  amounts 
to  about  one  hundred  dollars  per  month. 

The  labor  of  firing  the  boilers  is  somewhat  easier,  e\"en 
though  the  quantity  to  be  handled  is  greater.  There  are  two 
return  tubular  boilers  of  85  h.p.  each,  hand  stoked.  The 
steam  pressure  is  maintained  at  from  90  to  100  lbs.  per  sq.  in. 

No  additional  wear  on  the  boilers  has  been  noticed,  although 
it  may  be  that  there  is  greater  depreciation  because  of  the  in- 
creased draft.  The  apparatus  is  rather  noisy,  which  for  some 
locations  might  be  objectionable. 


MEMOIR  OF  DECEASED  MEMBER. 

ALBERT  SEWARD  GLOVER.* 

Born  April  6,  1855.     Died  April  23,  IQ17. 

Albert  S.  Glover  was  born  at  South  Boston  on  the  date 
noted  above.  His  father  was  Albert  Henry  Glover,  originally  of 
Ipswich,  Mass.,  and  his  mother  was  Mary  Ann  Wilson,  of  Salem. 
His  parents  moved  to  Cottage  Farm  when  he  was  a  young  boy, 
and  to  West  Newton  in  1864.  For  many  years  Mr.  Glover's 
father  was  master  builder  for  the  Boston  &  Albany  Railroad, 
having  charge  of  the  construction  of  various  wooden  bridges  and 
buildings,  some  of  them  very  large. 

Albert  S.  Glover  attended  the  Newton  High  School,  where 
he  was  a  leader  in  athletics,  particularly  in  baseball  and  football. 
He  was  graduated  in  1873,  being  a  classmate  of  John  A.  Gould. 
In  the  fall  of  that  year  he  entered  the  Massachusetts  Institute 
of  Technology  with  the  class  of  1877,  having  as  classmates 
Prof.  George  F.  Swain,  Richard  A.  Hale,  Henry  H.  Carter, 
Joseph  P.  Gray,  Charles  F.  Lawton,  George  W.  Kittredge,  the 
late  E.  H.  Gowing,  and  other  well-known  engineers. 

In  1875,  when  work  on  the  Sudbury  Water  Works  for  the 
City  of  Boston  was  actively  begun,  Mr.  Glover  left  the  Institute 
and  took  a  position  on  the  engineering  force,  being  associated 
with  Frederic  P.  Stearns,  George  S.  Rice,  W^ilbur  F.  Learned, 
and  others.  A  little  later  he  was  assigned  by  the  engineer,  Mr. 
Alphonse  Fteley,  to  act  as  his  secretary,  and  as  assistant  to  the 
paymaster  and  purchasing  agent;  and  in  1879  he  became  pay- 
master and  purchasing  agent.  In  July,  1879,  he  was  elected 
water  registrar  of  the  City  of  Newton  —  the  executive  officer  of 

*  Memoir  prepared  by  Richard  A.  Hale  and  Charles  W.  Sherman  and  taken  largely 
from  the  very  complete  memoir  published  in  the  Journal  of  the  New  England  Water  Works 
for  June,  1917. 
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the  Water  Department  —  and  held  that  position  until  January  i, 
1890,  when  he  resigned  to  become  secretary  of  the  Hersey  Manu- 
facturing Company,  having  charge  of  sales  of  Hersey  meters  in 
New  England.  To  this  work  he  devoted  the  remainder  of  his 
life.  He  was  also  clerk  of  the  Common  Council  of  Newton  from 
1882  to  1887. 

Mr.  Glover  was  married,  on  September  21,  1875,  to  Mary 
Wales  Robinson,  of  Newton,  who  survives  him,  with  their  daugh- 
ter, Mary  Wales  Glover,  a  graduate  of  Smith  College. 

He  was  a  member  of  the  following  societies  and  clubs,  in 
addition  to  the  Boston  Society  of  Civil  Engineers,  American 
Water  Works  Association,  New  England  Water  Works  Asso- 
ciation, Newton  Club,  Boston  City  Club,  Engineers  Club, 
Hunnewell  Club,  Middlesex  Club,  Economic  Club,  Bostonian 
Society,  Brae  Burn  Country  Club,  Tedesco  Country  Club. 
He  became  a  member  of  the  Boston  Society  of  Civil  Engineers 
on  June  17,  1885. 
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SOME   FEATURES   OF   NEW  YORK   CITY'S   NEW  RAPID 
TRANSIT  SYSTEM. 

By  Robert  Ridgway.* 

(Presented  March  20.  1918.) 

For  the  past  ten  years,  New  York  City  has  been  engaged  in 
constructing  a  rapid  transit  system  calculated  to  increase  three- 
fold the  facilities  which  existed  before  any  part  of  this  new  sys- 
tem was  placed  in  operation.  The  work  is  being  done  under 
the  direction  of  the  City  of  New  York  through  the  Public  Service 
Commission  for  the  First  District  of  the  State  of  New  York, 
which  commission  is  charged  by  law  with  this  duty  in  addition 
to  its  work  of  regulating  public  service  corporations  within  the 
limits  of  the  city  of  New  York.  The  new  system  has  become 
known  as  the  "  Dual  System  of  Rapid  Transit,"  because  under 
two  contracts,  called  "  Contract  No.  3  "  and  "  Contract  No.  4," 
signed  on  March  19,  1913,  it  is  provided  that  the  new  lines  are 
to  be  operated  by  two  transit  companies.  The  Interborough 
Rapid  Transit  Company,  under  Contract  No.  3,  is  to  operate 
certain  lines  in  the  boroughs  of  Manhattan,  The  Bronx,  Brook- 
lyn and  Queens,  the  new  system  being  an  extension  of  its  present 
subway  and  elevated  systems.  Contract  No.  4  was  made  with 
the  New  York  Municipal  Railway  Corporation,  formed  for  the 
purpose  by  the  Brooklyn  Rapid  Transit  Company,  which  con- 
trols the  existing  "  L  "  lines  in  the  borough  of  Brooklyn.     The 

*  Engineer  of  Subway  Construction,  Public  Service  Commission  for  the  First  District, 
State  of  New  York. 
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lines  covered  by  Contract  No.  4  are  in  the  boroughs  of  Man- 
hattan, Brooklyn  and  Queens,  and  will  be  operated  for  the 
New  York  Municipal  Railway  Corporation  by  the  New  York 
Consolidated  Railroad  Company.  Thus  all  of  the  five  boroughs 
of  the  city  are  provided  for  in  the  new  program  except  the  borough 
of  Richmond  (Staten  Island),  but  a  tentative  plan  has  been 
made  for  a  tunnel  to  be  constructed  some  time  in  the  future 
under  the  channel  known  as  "  The  Narrows,"  connecting  this 
borough  with  the  Fourth  Avenue  subway  in  the  borough  of 
Brooklyn. 

Under  Contracts  Nos.  3  and  4,  while  the  companies  con- 
tribute to  the  cost  of  construction,  the  city  will  own  the  struc- 
tures except  certain  lines  known  as  "  Company  lines,"  which 
are  extensions  of  their  existing  railroads.  The  companies  pro- 
vide the  equipment,  which  includes  third  rail,  signal  and  lighting 
installations,  rolling  stock,  power,  transmission  lines,  etc.  The 
estimated  cost  of  construction  is  $342  000  000,  and  of  equipment 
$81  000  000,  not  including  $105  ooo  000  spent  on  account  of 
the  existing  Interborough  Rapid  Transit  subway.  The  cost 
of  the  "  L  "  systems  of  that  company  and  of  the  Brooklyn  Rapid 
Transit  Company  is  not  included  in  these  figures.  The  surface 
lines  are  not  included  in  the  contracts,  though  most  of  them  are 
controlled  by  the  Interborough  Rapid  Transit  and  Brooklyn 
Rapid  Transit  interests.  The  following  table  will  be  of  interest 
as  showing  the  distribution  of  estimated  cost: 

Interborough  Rapid  Transit  System. 

City-Owned  Lines  (New).  City  Money.     Company  Money.  Total. 

Construction $86  000  000       S58  000  000     S144  000  000 

Equipment 44  000  000         44  000  000 


Total S86  000  000  $102  000  000  $188  000  000 

Company-Owned  Lines  (Xew;. 

Construction $29  000  000  $29  000  000 

Equipment 1 1  000  000  1 1  000  000 

Total $40  000  000  $40  000  000 

Total  cost  of  new  system  (Con- 
tract No.  3) $86  000  000  $142  000  000  $228  000  000 
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Cost  of  Existing  City -Owned  Sub-ways 

and  "  L  "    Connections,  Contracts 

I  and  2. 

Construction $59  000  GOO       $ll  000  000       $70  000  000 

Equipment 35  000  000         35  000  000 


Total S59  000  000       $46  000  000     $105  000  000 


Total  for  I.  R.  T.  system  exclu- 
sive   of    existing     Manhattan 

"  L  "  lines  and  connections .  .  .  $145  000  000  $188  000  000     $333  000  000 

New  York  Municipal  Railway  Corporation. 

City-Owned  Lines  (New).  City  Money.  Company  Money.         Total. 

Construction $134  COO  000  $14  000  000  $148  000  000 

Equipment — 20  000  000    20  000  000 


Total $134  000  000   $34  000  000  5i68  000  000 


Company-Owned  Lines  (New). 

Construction $2 1  000  000       $2 1  000  000 

Equipment 6  000  000  6  000  000 


Total $27  000  000       $27  000  000 


Total  for  N.  Y.  M.  System  (Con- 
tract 4)  exclusive  of  existing 
"  L  "  lines  of  company $I34  000  000       $61  000  000     $195  000  000 

Grand  total  for  Dual  System,  ex- 
clusive of  existing  company- 
owned  "  L  "  lines $279  000  000    $249  000  000     $528  000  000 


Track  Mileage  in  Du.al  System. 
Interborough  Rapid  Transit  Company. 

Existing  subway  (City  owned)  — • 

4-track  structure,  7.5  miles,  30.0  running  track  miles. 
3-track  structure,  1.9  miles,  5.8  running  track  miles. 
2-track  structure,    9.8  miles,  19.6  running  track  miles. 

Total 19.2  miles,  55.4  running  track  miles. 

Existing  "  L  "  lines  (City  owned)  — ■ 

6.2  miles,  17.6  rimning  track  miles. 
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New  subway  (City  owned)  — 

4-track;  structure,   11.7  miles,  47.7  running  track  miles. 

3-track:  structure,     3.9  miles,  11.7  running  track  miles. 

2-track  structure,  8.8  miles,  18.7  running  track  miles. 
New  "  L  "  (City  owned)  — 

3-track  structure,   19.8  miles,  59.7  running  track  miles. 

2-track  structure,  4.1  miles,  9.2  running  track  miles. 
New  "  L  "  extensions  (Company  owned) 

2-track  structure,  ii.i  running  track  miles. 

New    3d   Tracks  on    "  L  "    (constructed 

by  Company),  15.0  running  track  miles. 

Total  (new  lines) 246.1  running  track  miles. 

Add  existing  "  L  "  lines 

(Manhattan  R.  R.  Co.) 90.7 

Total  Interborough  Rapid  Transit. .  .336.8 


New  York  Municipal  Railway  Corpok.\tiox. 

New  subway  (City  owned)  — 

4-track  structure,  11. 2  miles,  46.5  running  track  miles. 
2-track  structure,  13.7  miles,  28.0  running  track  miles. 
New  "  L  "  lines  (City  owned)  — 

3-track  structure,    9.2  miles,  27.6  running  track  miles. 
2-track  structure,    3.4  miles,     6.9  running  track  miles. 
New  "  L  "  extensions  (Company  owned) 
Including  C.  I.  Terminal  and  Sea 
Beach  and  Brighton  reconstruc- 
tion       36.9  running  track  miles. 

New  3d  Tracks  on  "L"  (Constructed  by 

Company) 13.8  running  track  miles. 

Manhattan  Bridge  (4  tracks)         .        5.2  running  track  miles. 

*  Total  (new  lines) 164.9  running  track  miles. 

Add  existing  "  L  "  lines  incorpo- 
rated in  new  system 107.0  running  track  miles. 

Total  N.  Y.  M.  Ry.  Corp. 271.9  running  track  miles. 

*  This  includes  only  additional  trackage  in   the  case  of  reconstructed  existing  lines;  for 
example,  Sea  Beach  Line  —  s  miles,  existing  12  miles  and  as  reconstructed  17  miles. 
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Percentage  of  Work  Done  on  New  System. 
(Construction  and  Equipment.) 

I.  R.  T.  N.  Y.  M.  Total. 

Estimated  total  cost $228  000  000  $195  000  000  $423  000  000 

Cost  of  woriv  done 174  000  000  151  000  000  325  000  000 

Ratio 76  77  77 

Mileage  —  Percentage  in  Operation  in  New  System. 

I.  R.  T.  N.  Y.  M.  Total. 
Total  additional  track  miles  to  be 

provided 246  164  410 

In  operation 67  96  163 

Ratio 26  58  40 

The  construction  and  equipment  work  called  for  by  these 
contracts  is  practically  77  per  cent,  completed.  The  unfinished 
work  is  principally  in  the  borough  of  Brooklyn,  but  also  includes 
the  Broadway-Seventh  Avenue-6oth  Street  line  north  of  4.26 
Street,  of  the  14th  Street  crosstown  line,  part  of  which  is  in  the 
borough  of  Manhattan;  the  four  pairs  of  tunnels  under  the 
East  River;  and  some  odds  and  ends  of  other  lines.  Work  on 
these  unfinished  contracts  is  in  progress  and  is  well  advanced. 
The  building  of  the  proposed  Nassau  Street  subway  in  lower 
Manhattan,  connecting  two  tracks  of  the  Center  Street  Loop 
at  the  station  under  the  Municipal  Building  with  the  Whitehall 
Street-Montague  Street  East  River  tunnels,  has  been  deferred 
for  the  present.  Some  of  the  new  lines  are  now  in  full  or  partial 
operation.  Of  a  total  track  mileage  of  410  miles  provided  for 
in  the  new  program,  163  miles  are  now  being  operated. 

Mr.  LeRoy  T.  Harkness,  now  chief  of  rapid  transit  for  the 
Public  Service  Commission,  took  a  leading  part  in  the  prepara- 
tion of  the  Dual  Contracts  as  assistant  counsel  for  the  commis- 
sion, and  no  one  is  better  informed  regarding  them  than  he. 
The  following  is  quoted  from  his  paper  presented  to  the  Muni- 
cipal Engineers  of  the  City  of  New  York  in  November,  19 13: 

"  The  main  points  in  the  arrangement  with  the  Interborough  Company 
(Contract  No.  3)  were: 

"  I.  The  company  agreed  to  equip  the  lines  proposed  for  operation  by 
it  in  the  report  of  June  5,  1911,  at  an  estimated  expense  of  $22  000000,  to 
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contribute  $58  000  000  toward  the  construction,  and  when  constructed  and 
equipped,  to  maintain  and  operate  such  new  lines  for  a  term  of  forty-nine  years 
in  conjunction  with  the  existing  subway  systems  for  a  single  five-cent  fare. 

"  2.  The  leases  of  the  existing  subways  (Contracts  Nos.  i  and  2)  were 
leveled  so  that  the  subways  constructed  under  those  contracts  and  the  new 
subways  will  fall  into  the  City's  possession  at  one  and  the  same  time. 

"  3.  The  new  lines  are  subject  to  recaption  at  the  end  of  ten  years,  in 
accordance  w  ith  the  provisions  of  the  Rapid  Transit  Act.  This  recaption  may 
be  exercised  either  directly  by  the  City  or  through  a  new  contractor.  Provi- 
sion was  also  made  for  exchanging  part  of  the  new  subway  lines  for  part  of  the 
old  so  that  in  the  event  of  recaption  the  City  may  take  over  a  complete  east 
side  or  a  complete  west  side  line. 

"  4.  The  so-called  Belmont  Tunnel  extending  under  42d  Street  and  the 
East  River  to  the  borough  of  Queens  was  turned  in  as  part  of  the  system  at 
a  valuation  of  $3  000  000. 

"  5.  The  receipts  from  existing  and  new  subway  lines  are  to  be  pooled, 
and  from  the  gross  receipts  of  both  lines  there  is  to  be  deducted  and  paid  in 
the  order  named,  deficits  to  be  cumulative  with  compound  interest: 

"  (a)  Operating  expenses;  provision  for  depreciation,  renewals  and 
obsolescence;  taxes,  insurance  and  rentals  pa^-able  to  the  City  under  existing 
subway  contracts. 

"  {b)  A  sum  to  be  retained  by  the  company  amounting  to  S6  335  000 
per  annum,  representing  the  average  annual  income  received  by  it  from  the 
operation  of  the  existing  subway  lines  and  equipment  for  the  two  fiscal  years 
ending  June  30,  191 1. 

"(c)  A  sum  to  be  retained  by  the  company  equal  to  six  per  cent,  per 
annum  upon  the  new  investment  of  the  Interborough  Company  in  the  new 
lines,  estimated  at  $80  000  000,  or  S58  000  000  for  new  construction  and 
$22  000  000  for  new  equipment. 

"  {d)  To  be  paid  to  the  City  the  interest  and  sinking  fund  upon  the 
bonds  issued  by  the  City  for  the  construction  of  new  lines,  and  in  addition 
such  further  sum  as  will  bring  the  payments  to  be  made  to  the  City  up  to  an 
amount  equal  to  8.76  per  cent,  upon  its  expenditures. 

"  {e)  Any  amount  remaining  to  be  divided  equally  between  the  City 
and  the  company,  share  and  share  alike. 

"  6.  Future  extensions  required  by  the  City  may  be  added  to  the  system 
and  will  be  equipped  and  operated  by  the  company  as  part  of  the  entire  system 
under  a  separate  accounting  system. 

"  7.  The  company  at  its  own  expense  is  to  third  track  and  extend  the 
elevated  lines  leased  by  it  from  the  Manhattan  Railway  Company. 

"  The  main  points  in  the  arrangement  with  the  Brooklyn  Company 
(Contract  No.  4),  the  contract  being  entered  into  with  New  York  Municipal 
Railway  Corporation,  a  company  specially  formed  for  the  purpose,  were: 

"  I.  The  company  agreed  to  equip  the  lines  proposed  for  operation  by 
it  in  the  report  of  June  5,  191 1,  to  contribute  $13500000  toward  the  con- 


NEW   YORK   CITY'S   NEW   RAPID   TRANSIT   SYSTEM.      199 

struction  thereof.and  when  constructed  and  equipped,  to  maintain  and  operate 
such  new  lines  for  a  term  of  forty-nine  years  in  conjunction  with  the  existing 
elevated  railroad  system  of  the  New  York  Consolidated  Railroad  Company 
for  a  single  5-cent  fare. 

"  2.  The  company  to  expend  approximately  $26  000  000  in  third-track- 
ing and  extending  its  existing  lines. 

"  3.  The  new  city  lines  and  also  the  third  tracks  and  extensions  of  the 
existing  lines  to  be  subject  to  recaption  at  the  end  of  ten  years  in  accordance 
with  the  provisions  of  the  Rapid  Transit  Act.  This  recaption  may  be  exercised 
either  directly  by  the  City  or  through  a  new  contractor. 

"  4.  The  receipts  from  the  existing  system  and  the  new  subway  lines  to 
be  pooled,  and  from  the  gross  receipts  of  both  lines  there  is  to  be  deducted 
and  paid  in  the  order  named,  deficits  to  be  cumulative: 

"  (a)  Cost  of  operation  which  shall  include  operating  expenses,  taxes, 
rentals  of  leased  property  used  in  operation,  and  provision  for  depreciation 
and  renewals. 

"  (b)  A  sum  to  be  retained  by  the  company  amounting  to  $3  500000 
per  annurh,  representing  the  average  annual  income  of  the  New  York  Con- 
solidated Railroad  Company  from  the  operation  of  its  existing  lines. 

"  (c)  A  sum  to  be  retained  by  the  company  equal  to  six  per  centum  per 
annum  upon  the  investment  of  the  company  in  the  new  lines. 

"  (d)  To  be  paid  to  the  City  interest  and  sinking  fund  charges  upon 
bonds  issued  by  the  City. 

"  (e)  Any  amount  remaining  to  be  divided  equally  between  the  City  and 
the  company  share  and  share  alike. 

"  5.  Future  extensions  required  by  the  City  may  be  added  to  the  new 
city  system,  and  will  be  equipped  and  operated  by  the  company  as  part  of  the 
entire  system  under  a  separate  accounting  system." 

The  fare  is  five  cents  on  each  system,  with  no  free  transfers 
between  them.  No  provision  is  made  in  the  Dual  Contracts 
for  free  transfers  between  the  rapid  transit  and  surface  Hnes 
except  at  the  86th  Street  terminus  of  the  Fourth  Avenue  subway 
in  Brooklyn.  There  are,  however,  several  points  on  the  existing 
company-owned  lines  of  the  Brooklyn  Rapid  Transit  system 
where  free  transfers  are  given  between  the  "  L  "  and  surface 
lines. 

When  completed,  one  may  ride  a  maximum  distance  of  27 
miles  and  23  miles  on  the  Interborough  Rapid  Transit  and  New 
York  Municipal  Railway  Corporation  systems,  respectively,  for 
a  single  fare  of  five  cents. 

The  foregoing  is  intended  to  give  a  general  summary  of  the 
program  of  rapid  transit  for  the  greater  city.    .Doubtless  most 
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of  you  are  familiar  with  many  of  the  facts  set  forth,  but  the 
speaker  has  thought  best  to  state  them  here,  since  it  is  found 
that  even  in  New  York,  the  community  most  deeply  concerned, 
the  significance  of  the  changes  in  travel  to  be  brought  about  by 
the  inauguration  of  the  new  systems  is  not  yet  fully  appreciated. 
It  is  not  the  purpose  of  the  speaker  to  enlarge  on  the  general 
scheme  of  operation,  to  analyze  the  plan,  or  to  predict  the 
effect  of  the  greater  transportation  facilities  on  the  community, 
socially  or  otherwise.  It  is  thought  that  a  description  of  some 
of  the  features  of  construction  will  be  more  interesting,  since, 
due  to  his  position  with  the  commission,  this  phase  of  the  work 
has  been  more  specially  under  his  observation. 

Generally  speaking,  the  construction  scheme  followed  has 
been  to  build  subways  under  the  streets  in  the  borough  of  Man- 
hattan and  in  the  congested  sections  of  the  other  boroughs,  and 
elevated  structures  (Fig.  i)  in  the  less  congested  sections  and  in 
the  outlying  districts.  Parts  of  three  of  the  company-owned 
lines  of  the  Brooklyn  Rapid  Transit  Company  in  South  Brook- 
lyn, viz.,  the  Brighton  Beach,  the  Culver  and  the  Sea  Beach 
lines,  are  in  open  cuts  without  cover  on  the  company's  rights  of 
way.  They  have  been  largely  reconstructed  and  improved  in 
connection  with  the  new^  development.  On  Queens  Boulevard, 
a  highway  of  200  ft.  proposed  width  in  the  borough  of  that  name, 
it  w'as  decided  to  substitute  an  ornamental  reinforced  concrete 
viaduct  for  the  ordinary  type  of  steel  elevated  structure.  This 
problem  was  treated  successfully  by  the  designers  and  the  com- 
mission's architect,  Mr.  Squire  J.  Vickers.  (Fig.  2.)  Where 
stations  are  located  on  elevated  railroads  at  crossings  of  park- 
ways, the  steel  members  of  the  structures  are  enclosed  in  con- 
crete, the  faces  of  which  are  tooled  and  decorated  with  colored 
tile.     (Fig.  3.) 

While  one  usually  thinks  of  a  subway  as  of  the  standard- 
type  structure  seen  from  station  platforms,  the  local  conditions 
require  many  variations  from  this  type.  The  standard  four-track 
subway  design  (Fig.  4)  requires  steel  bents  spaced  5  ft.  apart 
center  to  center,  each  bent  consisting  of  two  I-beam  side  columns, 
an  I-beam  roof  girder,  and  three  interior  columns  separating  the 
track  ways.      "  Jack  "  arches  of  concrete  fill  the  spaces  between 
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Fic.   I.     Typical  Steel  Elevaii.h  MKicirKE  ix   I'xdia  i,L(i1'I'.i>  ma  iiux 


Fig.  2.     QuEEN's  Bollevard  Elevated  Line  to  Corona  in  the  Borough 

OF  Queens. 
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the  side  wall  columns  and  between  the  roof  beams,  and  concrete 
curtain  walls,  as  a  part  of  the  ventilation  scheme,  fill  the  spaces 


Fig.  3.     Station  at  Mosholu  Parkway  on  Jerome  Avenue  Elevated 
Line,  showing  Typical  Tre.a,tment  when  Parkways  are  Crossed. 


Fig.  4.      Section  of  Typical  Four-Track  Subway  for   Interborough 
Rapid  Transit  Operation. 

between  the  columns  on  the  center  line.  In  this  center  wall, 
openings  for  manways  are  left  every  10  ft.  Where  crossovers 
are  necessary,  one  or  more  lines  of  interior  columns  are  omitted 
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and  the  roof  construction  is  made  deeper  on  account  of  the 
longer  span  of  the  girders.  The  track  centers  are  12  ft.  6  ins. 
and  13  ft.  6  ins.  apart  minimum,  in  the  I.  R.  T.  and  N.  Y.  M. 
structures,  respectively,  the  one  foot  difference  being  due  to  the 
fact  that  the  N.  Y.  M.  car  is  10  ft.  wide,  while  the  I.  R.  T.  car 
is  9  ft.  wide.  The  vertical  distance  from  base  of  rail  to  under 
side  of  roof  is  13  ft.  2  ins.  minimum  in  both  structures.  Rein- 
forced concrete  in  place  of  the  steel  bent  type  has  been  used  for 
some  of  the  subways,  notably  for  the  Center  Street  loop  in  Man- 
hattan and  the  Fourth  Avenue  Subway  in  Brooklyn,  as  well 
as  for  the  Brooklyn  portion  of  the  existing  Interborough  Rapid 
Transit  subway.  The  steel  bent  type,  however,  is  generally 
preferred  by  the  constructors,  not  only  because  it  is  more  cour 
venient  to  erect,  but  it  makes  for  safety  in  construction,  as, 
when  the  steel  frame  is  erected,  the  side  and  vertical  loads  of  the 
trench  can  be  transferred  to  it  without  waiting  for  all  of  the 
concrete  to  be  placed  between  the  bents.  In  the  case  of  the 
reinforced  concrete  structure,  the  concrete  must  be  allowed 
sufficient  time  to  harden  before  it  is  permitted  to  take  such 
loads. 

When  above  ground-water  level,  subdrains  are  usually 
placed  beneath  the  track  floor.  In  the  original  subway,  banks 
of  4-way  ducts  to  carry  the  power  cables  were  laid  up  against 
the  outside  of  each  side  wall.  In  the  new  subway  these  ducts 
are  laid  inside  of  the  .subway  structure  against  the  side  walls, 
and  are  enclosed  in  a  concrete  bench  that  will  form  a  walk  for 
passengers  in  case  of  an  accident  in  the  tunnel.  A  hand  rail  is 
attached  to  the  side  wall  at  a  suitable  elevation  above  the  bench. 
About  midway  between  stations  an  emergency  exit  to  the  street 
is  provided,  as  well  as  a  fan  chamber  and  ample  openings  lead- 
ing to  gratings  in  the  sidewalks  just  back  of  the  curb  lines. 
Similar  ventilating  openings  at  the  approach  to  each  station 
provide  outlets  for  the  air  for  the  purpose  of  reducing  its  velocity 
on  the  station  platforms  in  front  of  incoming  trains.  At  low 
points  in  the  grade,  where  the  drainage  will  not  automatically 
flow  into  the  sewers,  provision  is  made  for  sumps  and  automatic 
pumps  to  take  care  of  seepage.  In  the  first  subway,  the  struc- 
ture was  completely  waterproofed,  generally  with  an  envelope 
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of  asphalt  and  felt,  but  in  special  cases  with  brick  in  asphalt 
mastic.  In  the  new  structures  the  waterproofing  has  been 
omitted  where  the  conditions  would  warrant  it,  in  the  interest 
of  economy  and  because  it  was  believed  that  the  omission  would 
assist  in  lowering  the  temperature  of  the  air  in  the  subway  by 
facilitating  the  radiation  of  heat  through  the  walls  and  roof. 
Such  parts  of  the  structure  as  are  below  the  ground-water  level 
are  waterproofed  with  fabric  and  coal-tar  pitch,  or  with  brick 
laid  in  asphalt  mastic.  It  is  also  the  practice  to  waterproof 
the  roof  of  the  structure  at  stations  with  brick  in  asphalt  mastic 
and  between  stations  with  fabric  and  coal-tar  pitch  unless  the 
roof  is  below  the  level  of  ground  water,  in  which  case  brick  in 
mastic  is  used. 

From  what  has  been  said  it  will  appear  that  the  develop- 
ment of  the  subway  design  during  the  past  fifteen  years  or  more 
has  resulted  in  a  much  more  complicated  structure  than  the 
original  type,  principally  due  to  larger  stations  with  increased 
facilities  and  additional  provisions  for  ventilation. 

Under  Lexington  Avenue,  in  width  75  ft.  between  building 
lines,  the  new  subway  is  built  from  43d  Street  to  the  Harlem  River 
(about  I32d  Street)  generally  as  a  two-level  structure,  the  local 
tracks  on  top  following  for  the  most  part  the  grade  of  the  avenue, 
while  the  express  tracks  are  below,  often  in  a  tunnel,  separated 
from  the  local  tracks  above  by  10  to  55  ft.  of  ground.  Between 
79th  and  99th  streets  the  four  tracks  are  in  one  structure  with 
two  local  tracks  immediately  over  the  two  express  tracks.  For 
a  good  part  of  this  distance  the  structure  is  built  in  a  rock  tun- 
nel, excavated  with  a  cross-section  31  ft.  8  ins.  wide  by  32  ft. 
7  ins.  high.  At  96th  Street  an  additional  width  was  required 
in  the  tunnel,  for  the  platforms  of  the  station  for  the  upper  or 
local  tracks.  At  99th  Street  the  upper  tracks  diverge,  going  north 
until  they  clear  the  roof  of  the  lower  tracks,  descending  thence, 
relatively  to  the  grade  of  the  lower  tracks,  until  near  103d  Street 
the  four  tracks  are  abreast  in  a  rock  tunnel.  The  difficulty  of 
constructing  a  tunnel  of  the  large  and  varying  cross-section 
required  in  the  treacherous  rock  that  was  encountered  in  places 
will  be  readily  appreciated  by  those  experienced  in  such  work. 
A  paper  read  by  Mr.  I.  V.  Werbin,  then  assistant  division  en- 
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gineer  for  the  commission,  to  the  American  Society  of  Civil 
Engineers,  in  September,  1916,  treats  of  the  difficulties  encoun- 
tered in  the  construction  in  an  interesting  and  exhaustive  manner. 
For  the  half  mile  north  of  103d  Street  the  subway  was  built  by 
the  cut-and-cover  method,  largely  in  water-bearing  sand  below 
tide  level.  From  113th  Street  north  to  the  Harlem  River  the 
structure  is  a  particularly  complicated  one,  the  tracks  flexing 
in  such  a  way  as  to  come  into  the  two  level  express  station  at 
125th  Street  so  that  the  northbound  trains,  both  express  and 
local,  are  at  the  upper  level,  while  the  southbound  trains  are  at 
the  lower  level,  thus  reducing  to  a  minimum  the  climb  for  the 
homeward  or  northbound  passengers.  Just  north  of  the  Harlem 
River  the  four-track  subway  divides  into  two  three-track 
branches,  and  the  flexing  of  the  tracks  above  described  is  for 
the  purpose  of  separating  the  east  branch  trains  from  the  west 
branch  trains  without  a  grade  crossing.  This  design  required  a 
trench  in  rock  and  in  water-bearing  sand  of  a  depth  of  over  60 
ft.  below  the  street  level  at  the  approach  to  the  Harlem  River 
crossing.  This  long,  deep  cut,  taking  practically  the  whole 
width  of  the  street,  was  a  particularly  impressive  sight,  and  the 
methods  adopted  by  the  contractor  for  supporting  the  street 
loads,  including  the  two  electric  surface  railroad  tracks,  by 
means  of  well-designed  timber  towers,  were  very  interesting 
and  ingenious  and  were  described  in  a  paper  presented  to  the 
American  Society  of  Civil  Engineers  on  February  16,  191 6,  by 
A.  B.  Lueder,  M.  Am.  Soc.  C.  E.,  and  W.  J.  R.  Wilson,  the 
contractor's  general  superintendent  and  engineer,  respectively. 
The  Harlem  River  is  crossed  by  means  of  a  four-track  sub- 
aqueous tunnel  constructed  by  somewhat  the  same  methods  as 
were  used  for  building  the  tunnel  of  the  Michigan  Central  Rail- 
road under  the  Detroit  River.  The  Harlem  River  tunnel 
consists  of  four  steel  tubes,  19  ft.  internal  diameters,  the  interior 
walls  having  flat  sides.  They  were  fastened  together  on  their 
flat  sides.  At  intervals  of  15  ft.  7  ins.  were  transverse  steel 
diaphragms  which  extended  out  to  the  limits  of  the  concrete 
envelope.  The  tubes  were  enclosed  in  concrete  deposited  by 
the  tremie  method,  after  the  steel  shells  were  sunk  in  place, 
forming  a  structure  76  ft.  wide  by  24  ft.  6  ins.  high.     The  tubes 
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are  lined  with  a  concrete  ring  15  ins.  thick  except  on  the  flat 
sides,  where  it  is  12  ins.  thick  reinforced.  The  bidders  on  this 
contract  were  given  the  opportunity  of  bidding  on  one,  two  or 
three  designs,  two  of  the  cast-iron  shell  form,  the  third  of  the 
steel  shell  form  above  described.  The  lowest  bid  received  was  for 
the  latter  type,  and  the  contract  was  awarded  to  the  low  bidder, 
Arthur  McMullen  and  Hoff  Company.  Mr.  Hoff,  having  been 
associated  with  the  work  on  the  Detroit  River  tunnel,  was  ex- 
ceptionally well  qualified  to  undertake  the  task  of  building  the 
Harlem  River  Tunnel.  The  contract  included  not  only  the 
subaqueous  tunnel  i  080  ft.  long,  but  the  north  and  south  ap- 
proaches as  well.  The  bid  price  was  $3  889  775.05,  of  which 
$1  620  000  was  for  the  i  080  lin.  ft.  of  subaqueous  tunnel,  i.  e., 
at  the  rate  of  $1  500  per  linear  foot  of  four-track  tunnel  complete 
and  ready  for  track.  The  width  of  the  channel  of  the  Harlem 
River  from  bulkhead  to  bulkhead  measured  on  the  center  line 
of  the  structure  was  600  ft.  Therefore  the  subaqueous  tunnel 
extended  a  considerable  distance  inland  from  the  bulkheads, 
which  were  necessarily  removed  during  construction  and  re- 
stored afterwards.  The  Harlem  River  is  a  tidal  stream,  and  in 
order  to  comply  with  the  requirements  of  the  War  Department 
permit,  the  top  of  the  structure  was  placed  at  a  minimum  depth 
of  25.33  ft.  below  m.h.w.,  and  the  bottom  w^as,  therefore,  24.5 
ft.  lower,  the  greatest  depth  being  about  57  feet  below  m.h.w. 
As  the  original  river  bed  was  about  7  ft.  above  the  grade  of  the 
top  of  the  tunnel,  a  considerable  amount  of  dredging  was  re- 
quired, mostly  in  mud  and  sand,  but  partly  in  rock.  Approxi- 
mately 275  000  cu.  yds.,  barge  measurement,  were  dredged  for 
the  purpose. 

The  steel  shells  were  built  in  five  sections  in  a  yard  on  the 
Bronx  side  of  the  Harlem  River,  about  a  mile  northwest  of  the 
site  of  the  tunnel,  somewhat  as  a  steel  ship  is  built.  One  of  the 
sections  was  200  ft.  in  length;  each  of  the  other  four  was  220  ft. 
in  length.  Each  section  included  four  tubes  with  connecting 
diaphragms.  To  the  latter  and  to  intermediate  struts  were  at- 
tached the  4  in.  X  12  in.  horizontal  lagging  which  acted  as  a 
concrete  form.  The  cross-section,  as  before  stated,  was  76  ft. 
in  width  inside  of  the  4  in.  lagging  by  24  ft.  6  ins.  high  from  bottom 
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to  top  of  diaphragms.  Bulkheads  were  placed  in  each  tube  near 
the  ends,  carried  in  every  case  above  the  flotation  line.  As 
each  section  was  ready  for  launching,  nine  canal  boats  were 
floated  at  low  tide  under  it,  the  rise  of  the  tide  lifting  the  struc- 
ture off  the  stringers  on  which  it  was  built.  Tugs  pulled  the 
section  out  into  the  channel.  The  canal  boats  were  scuttled 
and  pulled  from  under,  leaving  the  "  sea-going  tunnel  "  riding 
on  the  stream.     (Fig.  5.)      It  was  towed  by  tugs  to  the  site  of 


■Fig.  5.     Towing  a  Section  of  the  Four-Track  Harlem  River  Tunnel. 

the  tunnel,  a  time  being  selected  so  that  the  tide  was  running 
slightly  against  it,  this  providing  better  steerage.  It  was  neces- 
sary to  pass  through  three  drawbridges  on  the  way,  —  rather  a 
delicate  operation.  Arrived  at  the  site,  the  tubes  were  flooded 
and  sunk  into  place.  (Fig.  6.)  Four  steel  buoyancy  cylinders 
10  ft.  6  ins.  diameter  and  68  ft.  3  ins.  long,  provided  with  the  nec- 
essary valves  and  fittings,  were  attached  transversely  to  the  top 
of  the  structure,  two  cylinders  near  each  end,  and  assisted  in  con- 
trolling the  sinking.      Each  220-ft.  section  weighed  when  afloat 
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with  its  equipment  about  750  tons.  Masts  supporting  line  and 
grade  targets  attached  to  each  end  of  the  section  afforded  means 
of  accurately  adjusting  the  structure  to  its  vertical  and  horizontal 
positions.  After  this  was  accomplished,  the  space  below  the 
bottom  of  the  diaphragms  caused  by  overdredging  was  filled 
with  lean  concrete  by  the  tremie  method.  Then  each  pocket 
formed  by  the  diaphragms  and  the  side  lagging  was  filled  in  one 
operation,  by  the  same  method,  with  1:3:6  concrete.     When 


Fig.  6.     SixKix(.  a  Section  of  the  Four-Track  Harlem  River  Tunnel. 


four  of  the  five  sections  had  thus  been  placed  and  enveloped 
with  concrete,  the  tubes  were  pumped  out  between  hea\y  bulk- 
heads placed  in  the  ends,  and  the  interior  ring  of  i  :  2  :  4  con- 
crete reinforced  on  the  flat  vertical  sides  was  placed  under  normal 
air  pressure.  Subsequently  the  fifth  section  was  completed 
in  a  similar  manner.  Connections  to  the  land  sections  were 
afterwards  made  by  means  of  cofferdams.  The  leakage  into 
this  subaqueous  tunnel  is  practicalK-  negligible,  and  the  speaker 
understands  that  it  is  less  than  that  of  any  other  transportation 
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tunnel  now  in  use  under  New  York  waters.  An  ev^ening  could 
be  devoted  to  a  description  of  this  tunnel,  and  for  those  inter- 
ested in  it  the  speaker  would  refer  to  a  paper  ably  prepared  by 
Mr.  Howard  B.  Gates,  assistant  engineer  in  charge  of  the  work, 
published  in  the  1915  Proceedings  of  the  Municipal  Engineers 
of  New  York  City.  The  speaker  cannot  speak  too  highly  of 
the  manner  in  which  the  contractor  carried  out  this  large  con- 


FiG.  7.     Lexington  Avenue  Line  wtiere  It  Passes  through  Franz  Sigel 
Park  in  the  Borough  of  the  Bronx. 


tract,  and  particular  mention  should  be  made  of  the  work  of 
Mr.  Olaf  Hoff  and  of  the  general  superintendent,  Mr.  N.  R. 
Melvin,  a  natural-born  engineer,  possessed  of  great  ability  and 
foresight.  The  accurate  fitting  together  of  all  parts  of  this 
complicated  work,  its  excellent  workmanship  and  the  entire 
absence  of  serious  accidents  during  construction  is  due  in  large 
part  to  these  two  men. 

North  of  the  Harlem  River  the  subway  branches  into  two 
three-track  lines  as  before  stated,  which  come  out  of  the  ground 
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on  to  elevated  structures  beyond  the  more  thickly  settled  dis- 
tricts. The  west  side,  or  Jerome  Avenue  branch,  passes  under 
Franz  Sigel  Park  in  a  reinforced  concrete  structure  before 
emerging  from  the  ground.     (Fig.  7.) 


^.' /      ■2- 1   "^      Y  0*  otD  itjBwAT  '  n«  UPi^lii  /  rot  mr*-       or  OiXt  JUffUi 

^-        %l 4v     .      /  ,    /  w    V    ^»     Tiutjl     -    BCMOI  um-     .'  ^        -, 


Plan  erf  Rirkwa^  Enclosure 

(in  Pork  Avenue, used  for 
Demck  and  Buildings  for 
■40"St.  SWoft) 


Fig.  8. 


Conditions  at  Corner  of  Lexington  Avenue  .a.nd  Park  Avenue 
NEAR  the  Grand  Central  Terminal. 


One  of  the  most  complicated  and  difficult  problems  pre- 
sented to  the  designers  and  contractors  of  the  Dual  System  was 
the  connection  between  the  new  Lexington  Avenue  subway  and 
the  existing  subway  under  Park  Avenue  in  the  vicinity  of  the 
Grand  Central  Terminal  at  42d  Street.  (Fig.  8.)  Both  of  these 
subways  have  four  tracks,  and  those  of  the  existing  subway  at  the 
points  of  connection  are  in  two  double-track,  concrete-lined  rock 
tunnels.     The  operation  of  the  existing  subway,   in\olving  the 
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handling  of  over  a  million  passengers  daily  and  the  passing  of  a 
train  on  one  of  the  four  tracks  during  rush  hours  about  every 
thirty  seconds,  could  not  be  interrupted.  The  work  had  to  be 
carried  on  with  due  regard  to  this  operation  and  with  safety  as 
the  first  consideration.  For  these  reasons  and  because  of  the 
limited  space  inside  of  the  operating  subway,  the  work  ot  de- 
molition and  construction  was  necessarily  done  from  the  outside 
of  the  old  structure.  It  was  provided  that  no  tracks  should 
cross  at  grade.  Briefly,  the  design  provided  for  taking  the  two 
express  tracks  out  of  the  present  tunnels  at  a  point  near  39th 
Street  and  bringing  them  into  a  new  rock  tunnel  located  between 
the  existing  tunnels,  the  new  tunnel  descending  on  a  2.5  per 
cent,  grade  until  it  is  low  enough  to  pass  under  the  present 
northbound  tunnel,  when  it  curves  to  the  east  and  emerges  into 
the  open  cut  on  the  site  of  the  Old  Grand  Union  Hotel  between 
41st  and  42d  streets.  Similarly,  the  southbound  local  tracks 
are  taken  out  of  the  old  structure  near  38th  Street  into  a  single- 
track  rock  tunnel  extending  north  under  the  west  sidewalk  of 
Park  Avenue,  and  descends  until  it  can  pass  under  both  of  the 
present  tunnels,  when  it  curves  east  also  into  the  Grand  Union 
site.  The  new  northbound  local  track  descends  from  a  point 
between  40th  and  41st  streets,  keeping  its  present  alignment 
until  it,  too,  curves  into  the  same  property.  As  an  indication 
of  the  difficulties  of  the  mining  operations  involved,  a  cross- 
section  of  Park  Avenue  near  40th  Street  now  shows  four  double- 
track  tunnels  and  one  single-track  tunnel,  one  double-track 
tunnel  for  the  surface  car  operation,  two  for  the  present  Inter- 
borough  Rapid  Transit  operation,  one  for  the  new  express  opera- 
tion, and  the  single-track  tunnel  for  the  new  southbound  local 
operation. 

Through  the  Grand  Union  property,  across  42d  Street  and 
through  the  New  York  Central  property  to  43d  Street  and  Lex- 
ington Avenue,  all  four  tracks  are  parallel  and  at  the  same  level. 
Here  is  the  site  of  the  new  Grand  Central  Subway  Station,  con- 
taining two  island  platforms  with  mezzanines  and  the  necessary 
entrance  and  exits.  This  is  destined  to  become  a  great  transfer 
point,  facilities  being  provided  for  exchanges  between  the  Lex- 
ington Avenue  subway,   the  shuttle  service  to  Times  Square, 
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and  the  Queensborough  Tunnel  to  the  borough  of  Queens. 
Facilities  will  also  be  provided  for  entrances  to  the  Grand 
Central  Station  of  the  New  York  Central  Railroad  Company, 
to  the  new  Hotel  Commodore,  and  to  the  new  building  to  be 
erected  on  the  site  of  the  former  Grand  Union  Hotel. 

Across  the  Grand  Union  property  the  structure  is  designed 
to  carry  a  25-story  building,  and  it  is  intended  to  sell  the  prop- 
erty, which  was  acquired  in  fee  by  the  City,  subject  to  a  perma- 
nent easement  for  the  maintenance  and  operation  of  the  subway 
through  it.  Because  of  the  heavy  column  loads  to  be  carried, 
great  care  was  taken  to  secure  proper  foundations.  Some- 
times the  contractor's  representatives  thought  the  engineers 
were  rather  too  particular  and  made  them  go  to  an  unnecessary 
depth  for  the  purpose,  and  some  good-natured  bantering  took 
place  about  it.  The  work  was  well  and  faithfully  done,  and  there 
was  excellent  cooperation  between  the  engineers  and  the  con- 
tractor to  secure  good  results. 

For  the  structure  crossing  the  New  York  Central  property 
between  42d  and  43d  streets,  an  easement  was  obtained  from  the 
railroad  company,  under  the  terms  of  which  the  company  con- 
structed the  subway  there,  and  the  right  was  given  the  City  to 
maintain  and  operate  it.  The  new  Hotel  Commodore  is  now 
being  erected  over  and  about  this  subway  structure,  and,  as 
before  stated,  there  will  be  connections  between  the  station 
platforms  and  this  hotel,  as  well  as  with  the  Grand  Central 
Station  of  the  New  York  Central  Railroad. 

The  pair  of  single-track  tunnels  now  named  the  "  Queens- 
borough  Tunnel,"  formerly  known  as  the  "  Belmont,"  and 
earlier  as  the  "  Steinway  Tunnel,"  extended  east  from  Park 
Avenue  under  42d  Street  and  the  East  River  to  Long  Island 
City  in  the  borough  of  Queens.  The  tunnels,  which  were  built 
between  1905  and  1907,  have  in  part  been  reconstructed  in  con- 
nection with  the  Dual  System  program.  The  island  platform 
east  of  Lexington  Avenue  has  been  extended  over  five  hundred 
feet  west,  ending  at  a  shaft  about  63  ft.  square  east  of  Park 
Avenue,  in  which  three  passenger  elevators  operate  between 
this  station  platform  about  70  ft.  below  the  street  surface,  and 
the  mezzanine  about   19  ft.  below  the  street  surface.     The  ex- 
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tension  of  the  platform  involved  the  lowering  of  the  two  existing 
tunnels  a  maximum  of  about  7  ft.  and  the  removal  of  the  core 
of  rock  between  them  for  a  length  of  about  535  ft.,  all  of  which 
extremely  difficult  work  was  accomplished  without  trouble,  due 
to  the  ingenious  methods  and  the  care  employed.  This  work 
was  done  before  operation  on  that  part  of  the  Queensborough 
Tunnel  was  begun.  Other  features  of  this  tunnel  reconstruc- 
tion were  the  excavation  of  the  core  of  rock  between  the  two 
tunnels  for  a  length  of  about  240  ft.  near  the  Manhattan  shore 
of  the  East  River,  to  provide  for  a  crossover  between  the  tracks; 
the  extension  of  the  two  tunnels  west  to  Vanderbilt  Avenue  from 
which  point  it  is  planned  to  extend  them  later  with  a  view  to 
carrying  the  operation  to  Times  Square;  and  the  construction 
of  a  tunnel  ramp  connection  between  the  station  of  the  tunnel 
and  the  new  Grand  Central  subway  station  overhead.  The 
difference  in  elevation  between  the  two  platforms  is  about  40  ft. 

As  the  present  routing  of  subway  trains  under  42d  Street 
will  be  discontinued  when  the  new  Lexington  Avenue  and 
Seventh  Avenue  lines  are  placed  in  operation,  provision  is  made 
for  a  shuttle  service  between  the  Grand  Central  and  Times 
Square  stations.  In  connection  with  this,  two  of  the  four  tracks 
of  the  existing  subway  are  to  be  extended  east  from  the  present 
Grand  Central  station  to  a  point  convenient  for  transfer  to  and 
from  Lexington  Avenue  trains  and  Queensborough  Tunnel  trains. 
An  extended  platform  is  required  by  this  change  and  is  being 
constructed. 

There  is  not  time  to  describe  the  many  interesting  engineer- 
ing features  of  the  work  in  this  vicinity.  They  are,  however, 
covered  in  an  excellent  paper  read  to  the  American  Society  of 
Civil  Engineers  in  December,  191 7,  by  Mr.  George  Perrine, 
assistant  tunnel  engineer  for  the  contractor,  the  Rapid  Transit 
Subway  Construction  Company,  of  which  Mr.  George  H.  Pegram 
is  the  chief  engineer.  The  tunnel  engineer  in  charge  for  the 
contractor,  Mr.  Robert  A.  Shailer,  is  well  known  to  the  members 
of  this  Society,  and  the  general  superintendent,  Thomas  Mc- 
Cormack,  deserves  more  than  a  word  of  commendation  for  the 
excellent  manner  in  which  this  difficult  work  was  carried  out 
under   his   supervision.     A   false   step   or   a   little   laxity   might 
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easily  have  led  to  an  appalling  catastrophe.  The  cost  of  the 
work  covered  by  the  two  contracts  of  the  compan^^  in  this  vi- 
cinity will  be  about  $3  500  000.  There  is  still  an  opportunity 
for  members  of  the  Society  to  inspect  this  work,  and  the  speaker 
feels  that  those  who  do  so  will  feel  amply  repaid  for  the  efifort. 

The  connection  between  the  present  subway  and  the  new 
Seventh  Avenue  line  at  Times  Square,  completed  about  two 
years  ago  under  a  contract  with  the  Holbrook,  Cabot  &  Rollins 
Corporation,  also  presented  many  interesting  and  novel  features 
including  the  reconstruction  of  a  part  of  the  old  subway  under 
operation  conditions.  Here  the  depth  of  cover  was  so  slight 
that  in  order  to  carry  on  the  work  of  reconstructing  the  subway 
roof  with  a  minimum  of  interference  with  the  extremely  hea\y 
street  traffic  at  that  point,  the  decking  for  the  temporary  street 
surface  between  43d  and  45th  streets  was  raised  about  2  ft. 
above  the  street  grade,  the  surface  car  tracks  with  their  heavy 
underground  construction  being  jacked  up  correspondingly. 
Ramps  at  each  end  of  the  stretch  and  at  the  intermediate  street 
intersections  connected  the  elevated  decking  or  bridge  to  the 
existing  pavements.  Under  the  decking  the  work  of  cutting 
out  the  old  roof  and  side  walls  and  constructing  the  new  was 
carried  on.  At  the  conclusion  of  the  work  the  permanent  street 
surface  was  restored  approximately  at  the  old  grade.  When 
it  is  considered  that  the  clearance  between  the  cars  and  the  sub- 
way roof  which  was  cut  out  and  replaced  was  a  matter  of  only  a 
few  inches,  some  idea- of  the  difficulties  of  reconstruction  will  be 
appreciated. 

The  layout  of  the  various  new  lines  reciuired  the  crossing  of 
existing  subways  and  other  railways,  exclusive  of  surface-car 
lines,  at  15  points,  12  immediately  underneath  and  3  overhead, 
in  addition  to  connections  made  to  existing  subways  at  grade. 
In  every  case  but  one  the  existing  lines  affected  were  in  opera- 
tion at  the  time  the  work  was  done.  In  the  case  of  the  over- 
head crossing  of  the  Interborough  Rapid  Transit  subway  at 
Mott  Avenue  and  149th  Street,  it  was  necessary  to  put  out  a 
length  of  concrete  arch  lined  with  brick,  which  spanned  two 
tracks  and  two  station  platforms,  substituting  a  flat  girder  roof 
which  formed  the  floor  of  the  new  construction  overhead.     Some 
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of  the  undercrossings  were  entirely  in  rock,  the  latter  being  in 
contact  with  the  floor  of  the  old  construction.  Some  were 
partly  in  rock  and  partly  in  earth.  One  under  the  New  York 
and  Harlam  tracks  at  Park  Avenue  and  60th  Street  was  in  an 
old  rock  fill  with  the  soft  ground  of  an  old  swamp  below.  Others 
were  entirely  in  soft  ground,  ranging  from  coarse  dry  sand  to 
saturated  fine  sand  approaching  quicksand.  In  several  in- 
stances provision  for  the  later  subways  had  been  made  in  the 
design  of  the  earlier  ones  so  as  to  make  the  task  of  maintenance 
while  drifting  under  them  easier,  but  generally  this  was  not 
the  case  because  when  the  earlier  work  was  done  the  later 
subway  routes  had  not  been  established.  Each  one  of  these 
crossings  possessed  features  of  peculiar  interest  to  the  construct- 
ing engineer,  but  reference  will  be  made  here  only  to  the  build- 
ing of  the  two-track  Canal  Street  subway  under  the  four-track 
subways  of  the  Interborough  Rapid  Transit  Company  and  the 
New^  York  Municipal  Railway  Corporation  at  Lafayette  Street 
and  at  Center  Street,  respectively. 

The  Canal  Street  subway  connects  the  Fourth  Avenue 
subway  in  Brooklyn  with  the  new  Broadway  Line  in  Manhattan, 
crossing  over  the  East  River  on  the  Manhattan  Bridge.  The 
crossings  referred  to  are  between  the  bridge  and  Broadway. 
The  surface  of  Canal  Street  at  these  crossings  is  about  13  ft. 
above  m.h.w.,  and  the  subgrade  of  the  lower  or  crosstown  line 
is  from  33  ft.  to  35  ft.  below  m.h.w.  in  water-bearing  sand  of 
varying  degrees  of  fineness,  some  of  it  being  coarse  and  well 
graded  enough  to  be  used  in  the  concrete.  The  rock  lies  at  a 
considerable  depth  below  subgrade.  While  no  accurate  figures 
are  available,  the  contractor  estimates  that  at  the  time  of  maxi- 
mum pumping  he  took  care  of  a  flow  of  10  mil.  gals,  daily,  the 
water  coming  from  various  depths  in  a  length  of  several  hundred 
feet.  The  design  of  the  Center  Street  Subway,  built  about  ten 
years  ago,  provided  a  girder  floor  supported  on  concrete  steel  piles 
as  a  provision  for  the  future  work  below  it.  The  Lafayette  Street 
subway  made  no  such  provision.  When  it  was  built  between 
1900  and  1904  the  crosstown  line  had  not  been  adopted;  conse- 
quently it  was  more  difficult  to  pick  up  and  maintain.  It  was 
necessary  to  lower  the  ground  water  very  carefully  and  gradually 
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in  order  to  prevent  a  serious  loss  of  material,  but  this  was  suc- 
cessfully accomplished.  The  pumping  affected  the  water 
level  for  a  large  area,  and  complaints  were  received  from  build- 
ings a  half  mile  or  so  away  which  maintained  pumping  plants 
that  the  ground  water  at  their  pumps  had  been  lowered  enough 
to  seriously  inconv^enience  them,  these  buildings  being  nearer 
to  the  North  River  in  some  cases  than  to  the  work  described. 
The  water  was  fresh,  notwithstanding  the  fact  that  pumping 
was  maintained  during  the  construction  of  this  and  the  adjacent 
sections  to  the  west  for  at  least  four  years  within  three  quarters 
of  a  mile  of  both  rivers.  The  contractor,  the  Underpinning 
and  Foundation  Company,  devised  and  successfully  used  an 
ingenious  method  of  supporting  the  sides  of  the  cut  by  means  of 
concrete  walls  four  feet  thick  instead  of  by  the  use  of  wood  or 
metal  sheeting.  These  walls  acted  likewise  as  lateral  supports 
for  the  adjacent  buildings.  Not  being  gravity  walls,  however, 
it  was  necessary  to  securely  brace  them  with  an  interior  system 
of  timber  sets.  The  steel  roof  girders  of  the  subway  were  in 
some  instances  used  in  connection  with  this  system  of  bracing, 
being  set  6  in.  or  more  above  their  proper  grade  when  the  excava- 
tion had  reached  that  depth  and  securely  wedged  against  the 
faces  of  the  protection  walls.  Afterwards,  when  the  excavation 
was  completed,  these  girders  were  loosened  and  lowered  one  at  a 
time  on  their  columns  and  riveted  in  place,  the  side  thrust  then 
being  taken  by  the  permanent  steel  and  concrete  structure. 
Careful  consideration  was  given  to  the  design  of  this  subway  be- 
fore a  decision  was  reached,  and  on  account  of  the  fact  that  it 
would  be  submerged  in  saturated  sand,  an  opportunity  was 
given  contractors  to  submit  alternative  bids  on  a  tunnel  design 
that  would  permit  the  use  of  compressed  air.  The  bids  received 
indicated  the  adopted  open-cut  design  to  be  a  far  more  economical 
one  than  the  tunnel  design.  On  account  of  its  great  depth  in 
water-bearing  sand,  this  structure,  which  is  completed  and  in 
operation,  attracts  more  than  usual  interest,  particularly  the 
problem  of  waterproofing  it.  It  is  waterproofed  generally  by 
the  use  of  brick  in  mastic.  In  special  cases  where  there  are  con- 
centrated loads,  lead  sheets  are  employed.  It  was  required  to 
connect   this  waterproofing   to  that  of  the  existing    structures. 
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and  it  is  not  necessary  to  point  out  to  those  who  have  had  ex- 
perience in  such  work  the  difficulty,  if  not  impossibility,  of  se- 
curing an  absolutely  perfect  job.  Some  annoying  leaks  de- 
veloped, particularly  during  the  extremely  cold  weather  of  the 
past  winter,  where  the  new  and  old  structures  are  in  contact,  due, 
in  measure  at  least,  to  the  contraction  of  the  masonry  and  the 
waterproofing.     From    the    nature   of    things,,   these    leaks    are 


Fig.  9.     Park  Place  —  Beekman  Street  Subway  at  the  Locatiox  of  the 
United  States  Post  Office  Building. 


very  difficult  to  repair,  but  measures  are  being  taken  to  correct 
them  that  will  be  effective,  it  is  believed. 

The  Seventh  Avenue  Interborough  Rapid  Transit  line  is  a 
four-track  structure  from  a  connection  with  the  present  tracks 
at  Times  Square  down  Seventh  Avenue,  Varick  Street  and  West 
Broadway  to  Park  Place,  two  tracks  continuing  down  Green- 
wich Street  and  under  Battery  Park  to  a  connection  with  the 
present  South  Ferry  Loop.  The  other  two  tracks  turn  east 
under  Park  Place  at  a  depth  great  enough  to  avoid  grade  cross- 
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ings  at  the  turn-out,  continuing  under  the  two-level  subway  in 
Broadway,  which  forces  the  subgrade  of  this  Hne  to  a  depth  of 
more  than  60  ft.  below  the  street.  The  structure  then  passes 
under  the  General  Post  Office  Building  (Fig.  9)  at  its  widest  part, 
under  the  Interborough  Rapid  Transit  subway  a^  Park  Row, 
under  Beekman  Street  in  a  soft-ground  tunnel,  down  William 
Street  in  cut  and  cover,  and  under  the  East  River  to  a  connection 
with  the  present  subway  under  Fulton  Street  near  the  Borough 
Hall  Station.  The  alignment  under  the  Post  Office  Building  is  so 
arranged  that  the  center  line  of  the  structure  coincides  approxi- 
mately with  one  of  the  lines  of  building  columns,  while  the 
two  adjacent  lines  of  building  columns  follow  approximately 
the  side  lines  of  the  structure.  The  concrete  foundations  of  the 
Post  Office  Building  rested  on  sand,  relatively  coarse,  approxi- 
mately at  elevation  103  ft.  (elevation  100  ft.  being  mean  high 
water),  while  the  roof  of  the  subway  is  from  6  ft.  to  8  ft.  below 
these  foundations.  The  deepest  point  of  the  subway  excavation 
is  about  25  ft.  below  mean  high  water  and  about  28  ft.  below  the 
Post  Office  Building  foundations.  The  ground-water  level 
when  work  began  was  approximately  ii  ft.  below  mean  high 
water,  and  was  slowly  and  carefully  pumped  down  to  subgrade 
as  the  excavation  progressed,  the  pumping  operations  requiring 
months  of  time.  Drainage  ditches  were  used  leading  to  tem- 
porary sumps  from  which  the  water  was  pumped  into  the  sewers. 
The  sequence  of  the  contractor's  operations  were  so  arranged 
that  the  time  so  consumed  did  not  delay  the  completion  of  the 
work.  In  all,  63  column  and  pier  loads  had  to  be  carried  to 
greater  depths  in  connection  with  the  subway  construction,  and 
are  now  supported  either  on  the  subway  structure  or  on  piers 
carried  down  to  or  below  subgrade  just  outside  of  the  walls. 
The  heaviest  pier  or  column  load  to  be  taken  care  of  in  connec- 
tion with  the  underpinning  operations  was  about  i  100  tons. 
The  contractor,  F.  L.  Cranford,  Inc.,  and  his  engineer,  James 
C.  Meem,  applied  a  very  ingenious  method  for  underpinning 
the  building.  Enough  of  the  sub-basement  floor  was  taken  up 
to  uncover  the  column  foundations  affected,  and  a  portion  of 
the  longitudinal  footing  was  cut  off  on  each  side  of  each  of  the 
three    lines    of    columns.     Thirty-inch    built-up    lattice    girders 
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were  placed  against  the  column  footings  into  which  horizontal 
holes  were  drilled  and  ij-in.  square  dowel  pins  inserted  between 
the  diagonals  of  the  lattice  girders.  On  top  of  these  30-in. 
girders  15  ins.  built-up  lattice  girders  were  placed  transversely 
against  the  column  footings  and  were  enclosed  in  a  mass  of 
concrete,  thus  forming  a  reinforced  concrete  girder  paralleling 
the  subway  structure  for  the  full  width  of  the  Post  Office  Build- 
ing, about  280  ft.  Pits,  5  ft.  by  5  ft.  in  horizontal  section,  were 
sunk  at  intervals  under  these  girders  to  the  level  of  ground  water, 
and  14-in.  sheet  steel  piles  were  driven  or  jacked  down  to  a  firm 
bearing  below  subgrade  and  filled  with  concrete,  each  pile  being 
tested  by  hydraulic  jacks,  which  reacted  against  the  girder  to  a 
load  50  per  cent,  in  excess  of  the  calculated  load  it  would  have 
to  carry.  This  meant  that  many  of  the  piles  were  tested  up  to  a 
load  of  50  tons.  When  the  necessary  number  of  piles  had  been 
placed,  the  pit  over  them  was  filled  with  concrete,  and  its  share 
of  the  load  of  the  reinforced  concrete  girder  and  the  building  then 
was  transferred  to  it.  When  the  design  required  it,  instead  of 
filling  the  pit  with  concrete,  a  set  of  underpinning  columns,  so 
spaced  as  to  permit  the  subway  roof  steel  to  pass  between  them, 
was  erected  in  the  pit  on  the  pile  cap.  This  method  was  con- 
tinued until  the  entire  length  of  each  girder  was  supported  by 
the  concrete  piers  with  their  pile  foundations,  thus  transferring 
the  loads  of  the  three  lines  of  building  columns  and  piers  to  the 
new  underpinning  structure.  Then,  the  water  level  having 
been  lowered  in  the  meantime,  the  excavation  was  taken  out  to 
subgrade,  exposing  the  steel  piles  as  the  work  advanced,  the 
subway  construction  followed  up  close  and  the  column  loads 
were  again  transferred,  this  time  to  the  subway  structure  except 
those  which  had  been  permanently  supported  on  underpinning 
piers  outside  of  the  structure.  Such  of  the  piles  as  were  in  the 
trackways  were  cut  out,  and  the  others  were  incorporated  in 
the  center  or  side  walls  of  the  subway.  The  slight  settlement 
in  the  building  overhead  is  not  apparent  from  an  inspection  of 
the  fine  cut  exterior  granite  faces,  although  cracks  of  no  import- 
ance structurally  appeared  in  the  interior  walls  and  in  the  plaster- 
ing. The  work  described  did  not  interfere  in  any  way  with  the 
use  of  the  building  except  that  part  of  the  sub-basement  which 
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was  occupied  by  the  contractor  in  connection  with  his  construc- 
tion operations.  The  plungers  for  the  elevator  system  of  the 
building  were  located  about  20  ft.  away  from  the  side  of  the  sub- 
way excavation  and  were  continuously  operated  without  any 
trouble  so  far  as  is  known  to  the  speaker. 

This  same  two-track  subway  passes  under  WiHiam  Street 
for  a  distance  of  one-half  mile.  The  width  of  the  excavation  is 
about  29  ft.,  increasing  at  the  two  stations  to  the  full  width  of 
the  street,  40  ft.  The  high  offtce  buildings  give  this  narrow 
street  a  canyon-like  appearance.  The  work  was  done  by  the  cut- 
and-cover  method,  traffic  being  maintained  on  the  temporary 
decked  surface  of  the  street,  which  decking  was  supported  by 
the  trench  timbering.  Spoil  was  removed  through  three  shafts 
or  hoistways,  located  at  Hanover  Square,  at  Maiden  Lane,  and 
on  property  accjuired  by  the  City  where  the  line  turns  from  Beek- 
man  Street  into  William  Street.  The  depth  of  the  excavation 
ranged  from  25  ft.  to  31  ft.,  extending  from  3  ft.  to  20  ft.  below 
mean  high  water,  the  low  point  being  at  the  south  end  of  the 
section  at  the  junction  with  the  Old  Slip-Clark  Street  river  tubes. 
The  water  was  slowly  lowered  by  careful  and  judicious  pumping 
as  the  work  progressed.  The  material  ranged  from  coarse  to 
line  sand,  with  some  clay.  But  for  the  care  and  foresight  of  the 
engineer  and  the  contractor,  great  trouble  would  have  been 
experienced  in  executing  this  work.  The  impression  had  been 
given  some  of  the  owners  that  it  was  not  a  practicable  proposi- 
tion to  build  a  subway  in  this  street  without  seriously  damaging 
the  buildings,  but  they  have  been  reassured  by  the  results. 
Every  one  of  the  seventy-five  or  so  buildings  facing  William  Street 
in  this  stretch  required  underpinning  except  a  few  of  the  more 
modern  buildings  which  were  supported  on  caissons  extending 
to  rock.  The  buildings  ranged  in  height  from  four  to  twenty 
stories  above  the  sidewalk,  the  highest  one  being  the  Kuhn, 
Loeb  Building,  at  the  southeast  corner  of  Pine  and  William 
streets.  This  twenty-story  building  was  also  the  highest  one 
of  the  many  hundred  buildings  underpinned  in  connection  with 
subway  construction.  Its  foundations,  consisting  of  a  grillage 
of  steel  beams  enclosed  in  masonry  floated  on  saturated  sand, 
were  approximately   15   ft.   below   the  street  level,   and   it  was 
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necessary  to  carry  them  15  ft.  or  so  deeper  and  to  cut  off  5  ft. 
or  more  of  the  old  grillages  where  they  extended  into  the  street 
occupying  space  required  for  the  subway.  Many  novel  and 
ingenious  methods  were  used  by  the  contractor  in  connection 
with  the  underpinning,  and  their  success  reflects  much  credit  on 
this  firm  and  its  engineers.  The  contractor  is  Smith,  HauseV 
&  Maclsaac,  Inc.  It  will  cost,  exclusive  of  track,  about 
$2  500  000,  of  which  approximately  $600  000  represents  the 
cost  to  the  City  of  the  underpinning. 

The  Dual  System  required  the  construction  of  four  pairs 
of  tunnels  under  the  East  River,  excluding  the  Interborough 
tunnel  now  in  operation  from  South  Ferry  to  Joralemon  Street, 
and  the  Queensborough  Tunnel  at  42d  Street,  before  mentioned. 
With  the  Pennsylvania  and  Long  Island  Railroad  tunnels,  this 
will  make  eight  pairs  or  sixteen  single  tubes  available  for  trans- 
portation purposes  under  this  river.  The  new  tubes  being 
constructed  are  the  Interborough  tunnel,  from  Old  Slip,  Man- 
hattan, to  Clark  Street,  Brooklyn,  and  the  three  New  York 
Municipal  Railway  Corporation  tunnels  from  Whitehall  Street, 
Manhattan,  to  Montague  Street,  Brooklyn;  from  14th  Street, 
Manhattan,  to  North  Seventh  Street,  Brooklyn;  and  from  60th 
Street,  Manhattan,  to  North  Jane  Street,  Queens.  All  of  these 
four  tunnels  are  of  the  usual  type  of  circular,  cast-iron  lined 
tubes,  shield  driven  under  compressed  air  in  the  soft  ground  and 
in  the  rock  where  the  latter  structure  was  weak  enough  to  re- 
quire it.  Where  there  was  sufihcient  cover  of  good,  sound  rock, 
ordinary  tunneling  methods  in  free  air  were  employed.  The 
grades  were  fixed  by  the  local  conditions,  and  by  the  conditions 
of  the  War  Department  permits  which  required  a  minimum 
depth  to  the  tops  of  the  tubes  at  pierhead  lines  of  45  ft.  below 
mean  low  water,  or  approximately  50  ft.  below  mean  high  water. 
The  deepest  one  of  these  tunnels,  in  fact  the  deepest  of  all  the 
transportation  tunnels  under  New  York  waters,  is  the  so-called ' 
60th  Street  Tunnel  (Fig.  10),  the  profile  of  which  presents  a  num- 
ber of  interesting  features.  Blackwell's  Island  at  that  point 
divides  the  East  River  into  two  channels,  the  easterly  one  being 
comparatively  shallow,  while  the  deepest  point  of  the  westerly  one 
extends  down  to  the  spring  line  of  the  tunnel.     The  lowest  point 
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of  subgrade  was  fixed  about  no  ft.  below  mean  high  water. 
Soon  after  the  contract  was  let,  the  contractor  placed  a  blanket 
of  clay  of  a  thickness  calculated  to  provide  a  cover  of  approxi- 
mately 40  ft.  over  the  shields  while  they  are  being  driven.  On 
the  completion  of  the  tunnel,  some  of  this  blanket  must  be  re- 
moved, as  the  War  Department  permit  requires  55  ft.  rsf  water 
in  the  channel  at  mean  low  tide.     This  blanket  is  held  in  place 


Fig.  10.     Tunneling  under  the  East  River  for  the  6oth  Street 

Tunnels. 


by  two  walls  of  rip-rap,  or  rock  tunnel  spoil,  extending  across 
the  channel,  parallel  with  and  about  50  ft.  outside  of  the  tunnel 
construction.  The  width  of  this  embankment  from  outside  to 
'outside  of  rip-rap  is  approximately  120  ft.  The  current  runs 
very  strong  at  this  point,  as  one  would  infer  from  the  great  depth 
and  narrow  width  of  the  channel.  Blackwell's  Island  is  a  rock  of 
reef  or  ridge,  and  there  is  also  rock  both  on  the  Manhattan  and 
Queens  sides.  Shafts  were  sunk  in  the  rock  on  the  Manhattan 
side  and  on  Blackwell's  Island  of  a  width  sufficient  to  permit  the 
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turning  of  the  four  tunnel  headings,  two  in  each  direction.  The 
Manhattan  shaft  is  about  100  ft.  deep,  the  Blackwell's  Island 
shaft  about  130  ft.  deep.  After  the  tunnel  headings  were  turned, 
the  permanent  concrete  lining  was  placed  in  the  shafts  which  are 
to  be  used  as  ventilation  openings  and  emergency  exits.  The 
contractor,  the  Patrick  McGovern  Company,  of  Boston,  attacked 
the  work  in  a  most  energetic  way,  and  has  made  excellent  and 
consistent  progress  from  the  start.  The  plan  adopted  was  to 
drive  the  rock  tunnels  each  way  under  Blackwell's  Island  and 
riverward  from  the  Manhattan  shaft  and  from  the  portal  on  the 
Queens  side  as  far  as  it  was  safe  to  go  without  compressed  air; 
also  to  extend  the  rock  tunnels  in  free  air  landward  under  60th 
Street,  Manhattan.  All  of  this  work  has  been  done  and  the 
tunnels  are  partly  lined  with  concrete.  For  the  subaqueous 
portion,  two  large  shields  were  installed  on  the  Queens  side  and 
to  date  have  been  driven  under  the  east  channel  and  into  the 
Blackwell's  Island  workings.  The  south  tunnel  under  Black- 
well's Island  was  excavated  large  enough  to  permit  the  shields 
to  be  shoved  through  it  while  the  north  tunnel  was  excavated 
only  to  normal  size  and  has  been  lined  with  concrete.  Beyond 
the  limits  of  this  concrete  lining  cross-connections  were  exca- 
vated between  the  two  tunnels,  to  permit  the  rolling  of  the  north 
shield  through  into  the  south  tunnel,  skidding  it  through  the 
latter  to  the  .westerly  cross  connection  and  rolling  it  back  again 
to  the  north  tube  to  resume  its  journey  under  the  west  channel. 
These  two  shields,  therefore,  will  be  used  for  all  of  the  subaqueous 
work,  and  it  will  not  be  necessary  to  install  two  additional  ones 
on  the  Manhattan  side.  To  date,  the  south  shield  having  com- 
pleted its  work  under  the  east  channel  has  been  skidded  through 
the  rock  tunnel  already  excavated  under  Blackwell's  Island  and 
is  now  in  a  position  to  tackle  the  deep  work  under  the  west  chan- 
nel. It  is  expected  in  the  course  of  a  few  weeks  that  the  maxi- 
mum air  pressure  of  45  lbs.  or  more  will  be  on,  and  the  engineers 
are  looking  forward  with  interest  to  this  phase  of  the  work. 
Those  of  the  membership  who  attended  the  annual  meeting  of 
the  American  Society  of  Civil  Engineers  probably  visited  the 
Queens  end  of  this  tunnel  by  invitation  of  Mr.  McGovern,  and 
will  remember  the  hospitality  of  the  contractor,  who  entertained 
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the  party  at  a  luncheon  served  in  a  section  of  the  completed 
subway  there.  The  shields  being  used  were  designed  by  the 
contractor  and  his  engineer,  Mr.  A.  A.  Cohill,  in  cooperation 
with  Mr.  J.  R.  Worcester,  of  Boston,  and  embody  some  unusual 
features. 

The  speaker  has  attempted  to  sketch  in  a  general  way  a 
few  of  the  many  interesting  features  of  the  subway  construction 
with  which  he  has  been  connected  during  the  past  six  years,  but 
it  is  not  possible  to  describe  them  in  detail  at  this  time.  There 
are  many  other  features  of  the  work  quite  as  interesting  as  those 
which  have  been  mentioned,  such  as  the  excavations  in  deep 
dry  sand  in  Brooklyn,  the  passing  under  and  underpinning  of  the 
Long  Island  Station  at  Flatbush  Avenue,  and  the  deep  earth 
tunnel  under  a  portion  of  Flatbush  Avenue  at  Prospect  Park, 
where  the  contractor  is  using  a  roof  shield  spanning  two  tracks, 
mo\'ing  it  ahead  on  concrete  bench  walls  previously  constructed 
in  timbered  drifts.  Time  could  also  be  spent  describing  the 
changes  in  sewers  made  necessary  on  account  of  subway  con- 
struction, these  changes  costing  in  the  aggregate  millions  of 
dollars.  A  paper  could  also  be  written  on  the  work  of  main- 
taining, restoring  and  reconstructing  the  intricate  system  of 
underground  public  utilities  on  which  so  much  of  the  business 
and  social. life  of  the  greater  city  depends. 

The  work  described  has  been  done  by  contractors  supervised 
by  the  Engineering  Department  of  the  Public  Service  Com- 
mission for  the  First  District  of  the  State  of  New  York.  The 
contractors  employed  a  maximum  force  of  probably  i8  ooo  men 
during  the  period  of  greatest  activity.  Their  present  force  is 
about  7  ooo  men,  though  at  least  50  per  cent,  greater  force 
could  be  worked  to  advantage  if  it  could  be  secured;  but  war 
conditions  seem  to  make  this  impracticable.  Prior  to  1912,  the 
contracts  were  let  on  the  lump  sum  basis.  Since  then,  with 
very  few  exceptions,  the  unit  price  method  has  been  followed. 
This  necessarily  means  dozens  of  schedule  items  in  all  of  the 
major  contracts,  and  the  work  involved  in  connection  with  the 
making  of  the  monthly  and  final  estimates  is  a  severe  tax  on  the 
field  and  office  staff.  It  is  difficult,  however,  to  simplify  this 
work  if  the  unit  form  is  to  be  followed.     The  speaker  believes 
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that  in  spite  of  all  these  and  other  objections  to  it,  the  unit  price 
form  of  contract  is  preferable  to  the  lump  sum  contract  for  such 
work  as  that  under  discussion  here.  The  maximum  force  of  all 
grades  employed  by  the  Engineering  Department  of  the  Com- 
mission was  2  127  in  December,  1915.  This  has  been  largely 
reduced  since,  the  present  force  being  i  200  men  of  all  grades. 
It  is  hardly  necessary  to  state  that  the  war,  directly  and  in- 
directly, has  drawn  very  heavily  on  the  force  and  impaired  the 
efficiency  of  the  department.  The  commission's  service  flag 
has  255  stars,  representing  men  in  the  military  and  naval  service 
of  our  country,  most  of  them  from  the  Engineering  Department. 
Many  of  these  men  are  on  duty  in  France.  Four  were  officers 
in  the  Engineer  Regiment  which  distinguished  itself  so  con- 
spicuously near  Cambrai  on  November  30,  last,  and  one  of  them 
was  cited  by  the  British  commander  with  other  members  of  the 
regiment  for  distinguished  gallantry  on  that  occasion. 

The  commission  and  its  chief  engineer,  Mr.  D.  L.  Turner, 
as  well  as  the  speaker,  extend  an  invitation  to  the  members  of 
the  Society,  collectively  and  individually,  to  visit  the  work  which 
is  being  done  in  connection  with  the  Rapid  Transit  System  of 
New  York,  and  it  would  give  the  speaker  pleasure  to  arrange  for 
such  visits  at  such  times  as  may  be  convenient  to  the  members. 


MEMOIR    OF   DECEASED    MEMBER. 
CHARLES   W.    GAY.* 

(Died  February  i,  1918.) 

Charles  W.  Gay  was  born  in  South  Dedham,  now  Nor- 
wood, Mass.,  April  28,  1848,  the  son  of  Ebenezer  F.  and  Sarah 
A.  (Webster)  Gay. 

After  completing  courses  in  the  Dedham  public  schools  he 
entered  the  ofifice  of  the  late  Prof.  John  B.  Henck,  of  the  Massa- 
chusetts Institute  of  Technology-,  and  was  engaged  on  laying  out 
large  portions  of  the  Back  Bay  district  of  Boston,  which  work 
was  considered  at  that  time  to  be  one  of  the  most  accurate  sur- 
veys that  had  been  made  in  Boston,  and  later  continued  his 
studies  in  the  ofifice  of  Col.  H.  W.  Wilson,  Boston,  where  he 
was  engaged  in  preparing  assessors'  maps  of  South  Boston. 

About  this  time  he  was  engaged  on  important  street  plan- 
ning in  Washington,  D.  C,  laying  out  new  lines  under  the 
direction  of  the  national  board  of  public  works. 

In  1872  he  opened  an  engineering  office  in  Lynn,  Mass., 
where  he  continued  to  work  at  his  profession  until  his  death. 
He  prepared  plans  for  and  supervised  the  work  of  construction 
of  Birch  Pond  for  the  Lynn  Water  Works  during  1873-75. 

He  entered  public  life  in  1884  as  a  member  of  the. common 
council,  and  in  1888  was  elected  city  engineer  of  Lynn,  which 
ofifice  he  held  eight  years,  later  serving  the  city  as  a  member  of 
the  board  of  public  works  seven  years.  He  was  of  modest  dis- 
position but  did  not  hesitate  to  assert  himself  in  public  print, 
and  was  ever  alert  to  the  possibilities  of  the  future  development 
of  Lynn. 

He  was  an  expert  surveyor,  and  was  considered  an  authority 

*  Memoir  prepared  by  William  L.  Vennard  and  Frank  B.  Rowell. 
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on  real  estate  boundaries  in  Lynn  and  vicinity;  and  few  men 
had  more  to  do  with  street  and  civic  development  in  the  vicinity 
of  Lynn  than  Mr.  Gay.  He  laid  out  a  large  part  of  Swampscott 
and  Nahant,  and  in  the  eighties  began  the  construction  of  the 
sewer  system  of  Lynn. 

He  was  of  the  sterling  type  of  men,  with  high^  principles, 
and  a  true  friend  to  those  who  won  his  friendship.  He  was 
married,  January  27,  1873,  to  Rosamond  A.  McLaughlin,  in 
Andover,  who  with  his  sister  survive  him. 

Mr.  Gay  was  a  member  of  the  American  and  Boston  Societies 
of  Civil  Engineers,  was  a  thirty-second  degree  Mason,  a  member 
of  the  Mystic  Shrine  and  local  clubs. 

The  loss  of  his  daughter,  Florence  Webster  Gay,  in  Decem- 
ber, 1917,  greatly  affected  him,  and  doubtless  hastened  his 
death,  as  he  had  been  suffering  from  heart  and  kidney  trouble. 
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THE    SANITARY   CONTROL    OF   SWIMMING   POOLS. 

By  Stephen  DeM.  Gage,*  Member  of  Boston  Society  of  Civil  Engineers. 

(Presented  before  the  Sanitary  Section,  December  5.  1917.) 

Something  over  seven  years  ago,  while  the  speaker  was 
connected  with  the  Massachusetts  Board  of  Health,  we  were 
asked  to  advise  the  operators  of  two  swimming  pools  as  to  what 
methods  to  employ  to  ensure  a  water  which  should  be  both  clean 
and  safe  for  bathing.  Both  pools  were  new  and  up  to  date,  and 
were  equipped  with  filters  for  repurifying  the  water.  Although 
we  had  little  practical  knowledge  of  swimming  pool  operation 
as  such,  we  had  had  a  wide  experience  in  the  operation  of  the 
various  methods  of  water  purification  at  the  Lawrence  Experi- 
ment Station,  and  approached  the  problem  with  the  feeling  that 
a  few  weeks'  experimental  work  to  tune  up  the  filters  and  get 
them  working  properly  would  probably  solve  all  difficulties. 
We  soon  discovered  that  there  are  a  number  of  factors  involved 
in  the  sanitary  operation  of  a  swimming  pool  which  do  not  have 
to  be  considered  in  problems  connected  with  the  purification  of 
water  for  other  purposes,  and  our  experiments  with  these  two 
pools  were  continued  for  nearly  a  year  before  the  operating 
methods  had  been  adjusted  to  yield  satisfactory  results. f 

As  the  fact  that  these  studies  were  in  progress  became  known 
to   other   swimming-pool  operators,    other   requests   for   advice 

*  Chemist  and  Sanitary  Engineer,  Rhode  Island  State  Board  of  Health, 
t  Clark  and  Gage,  1912  Report  Massachusetts  State  Board  of  Health,  pp.  346-367. 
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were  received,  and  the  investigation  was  extended  to  other  pools. 
In  each  case  we  found  different  conditions,  different  equipment, 
and  a  different  problem  which  required  a  somewhat  different 
method  of  solution.  It  became  evident  then  that  until  pools 
and  equipment  should  be  standardized,  the  sanitary- control  of 
each  swimming  pool  would  be  an  individual  problem,  and  that 
even  could  we  standardize  pool  and  equipment  we  would  still 
be  unable  to  standardize  the  bathers. 

During  the  past  year  we  have  been  engaged  in  an  investi- 
gation of  the  various  swimming  pools  in  Rhode  Island,  in  which 
we  have  endeavored  to  obtain  as  complete  information  as  pos- 
sible as  to  all  details  of  construction,  equipment,  methods  of 
operation,  etc.,  which  might  in  any  way  affect  those  sanitary 
conditions.  As  my  part  of  the  program  to-night  I  propose  to 
discuss  various  aspects  of  the  swimming-pool  problem,  using 
the  Rhode  Island  pools  as  an  illustration  of  conditions  which 
are  more  or  less  general  throughout  the  country.  Throughout 
the  investigation  we  have  received  the  hearty  cooperation  of 
the  swimming-pool  operators,  who  realize  that  they  have  been 
working  in  the  dark  and  welcome  any  criticism  or  suggestion 
which  will  enable  them  to  improve  conditions  or  make  their  pool 
more  attractive.  It  should  be  clearly  understood  that  condi- 
tions as  we  found  them  are  reported  for  purposes  of  illustration, 
and  in  certain  instances  those  conditions  have  been  or  will  be 
greatly  improved  as  the  problems  of  the  different  pools  are 
worked  out  and  the  best  method  of  operation  to  suit  individual 
conditions  is  determined. 

Swimming  Pools  and  Disease. 

Each  bather  carries  a  certain  amount  of  pollution  into  the 
pool  no  matter  how  thoroughly  he  may  have  attempted  to  wash 
himself  before  entering,  and  there  is  always  a  possibility  that 
infectious  material  may  thus  be  introduced  and  transmitted  to 
other  bathers.  The  list  of  diseases  which  may  be  transmitted 
by  these  means  includes  not  only  the  usual  water-borne  dis- 
eases, —  typhoid,  dysentery  and  other  infections  of  the  ali- 
mentary canal,  —  but  also  a  number  of  diseases  which  do  not 
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have  to  be  considered  in  ordinary  water-supply  problems.  In 
a  number  of  instances,  epidemics  of  colds,  sore  throat,  and  simi- 
lar infections  have  been  reported  among  users  of  swimming 
pools,  and  in  one  instance  a  number  of  cases  of  pneumonia  oc- 
curred among  the  members  of  a  swimming  team.  Infections  of 
the  ears  and  of  the  eyes  in  certain  cases  have  also  been  attributed 
to  use  of  swimming  pools.*  There  also  appears  to  be  a  general 
fear  in  some  quarters  that  skin  diseases  and  venereal  diseases 
may  be  transmitted  through  this  means,  and  during  the  past 
summer  the  pool  at  the  Army  and  Naw  Y.  M.  C.  A.  at  New- 
port was  closed  on  account  of  a  feeling  that  it  might  become  a 
medium  for  infection  of  this  nature.  The  number  of  authentic 
cases  of  infection  through  swimming  pools  is  extremely  small, 
when  the  large  number  of  persons  using  such  pools  throughout 
the  country  is  taken  into  account,  and  from  all  evidence  at  hand 
the  danger  of  transmission  of  disease  through  this  medium  must 
be  considered  relatively  slight. 

Nevertheless  it  should  be  clearly  recognized  that  such  danger 
may  exist,  and  that  the  sanitary  control  of  swimming  pools  is 
essentially  a  public-health  problem  which  should  come  under 
the  jurisdiction  of  the  public  health  authorities.  In  California 
and  some  other  w^estern  states,  all  bathing  establishments, 
swimming  pools,  etc.,  are  already  under  state  supervision. 
The  methods  for  properly  controlling  the  purity  of  the  water  in 
a  swimming  pool  require  expert  chemical  and  bacterial  knowl- 
edge which  the  usual  swimming-pool  operators  cannot  be  ex- 
pected to  have,  and  the  placing  of  such  knowledge  at  their  dis- 
posal through  state  supervision  would  in  many  instances  lead 
to  improvements  in  operation  by  which  the  possibility  that  the 
pool  might  become  a  medium  for  infection  would  be  reduced  to 
a  minimum. 

Bathing  Load. 

The  relative  proportion  between  the  number  of  bathers 
using  a  swimming  pool  and  the  capacity  or  volume  of  that  pool 

*  All  references  to  recorded  cases  of  infection  from  swimming  pools  are  omitted  here, 
as  a  complete  bibliography  of  the  subject  will  be  found  elsewhere  in  this  Journal.  An  unre- 
ported epidemic  of  conjunctivitis  occurred  among  users  of  a  swimming  pool  in  a  neighboring 
state  about  five  years  ago. 
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has  an  important  bearing  upon  the  sanitary  condition  of  the 
water.  To  state  the  question  baldly,  a  swimming  pool  may  be 
likened  to  a  big  tub  in  which  a  considerable  number  of  persons 
take  a  bath  in  the  same  water.  Obviously,  if  the  pool  is  small 
and  the  number  of  bathers  large,  the  contamination  of  the  water 
will  be  much  greater  than  if  the  reverse  is  true.  In  certain  in- 
stances this  relationship  has  been  expressed  by  assuming  the 
water  to  be  equally  divided  among  the  persons  using  the  pool 
in  a  given  time.  This  method  of  expression  permits  a  compari- 
son between  the  probability  of  contamination  of  different  pools, 
but  as  the  results  are  in  inverse  ratio  direct  comparison  is  some- 
what difficult. 

For  purposes  of  comparison,  I  have  used  a  somwehat  dif- 
ferent method  of  expression,  which  for  lack  of  a  better  term  I 
have  called  the  "  Bathing  Load."  This  expression,  which  gives 
values  in  direct  proportion  to  the  probability  of  pollution,  is 
obtained  by  dividing  the  number  of  bathers  using  the  pool  by 
the  volume  of  water  in  thousand  gallons.  As  the  attendance 
usually  varies  considerably  on  different  days  of  the  week,  and 
as  pool  usage,  cleaning,  disinfection,  etc.,  are  usually  run  in 
weekly  cycles,  the  weekly  bathing  load  is  probably  the  most 
convenient  term  for  general  purposes,  although  daily,  monthly 
or  yearly  bathing  load  figures  may  be  useful  in  special  cases. 
Experience  elsewhere  has  shown  that  the  amount  of  pollution 
introduced  into  the  water  is  influenced  to  a  certain  extent  by 
the  age,  sex  and  degree  of  personal  cleanliness,  of  the  persons 
using  the  pool.  With  equal  requirements  as  to  preliminary 
bathing,  women  will  contaminate  a  pool  more  than  men  and 
children  more  than  adults.  From  any  available  data,  however, 
it  is  impossible  to  determine  just  what  corrections  should  be 
applied  to  the  computed  bathing  load  for  different  classes  of 
bathers,  and  for  general  purposes  the  uncorrected  figures  are 
sufficient. 

The  fourteen  indoor  pools  in  Rhode  Island  vary  in  capacity 
from  9  500  gals,  to  75  000  gals.  Three  of  these  pools  have 
capacities  of  over  50  000  gals.,  and  six  others  have  capacities  of 
30  000  gals,  or  over.  The  normal  attendance  at  these  pools 
varies  from  about  90  per  week  to  about  i  200  per  week,  and  the 
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normal  weekly  bathing  load  varies  from  2.0  to  24.0.  The  ca- 
pacity, average  attendance  and  normal  weekly  bathing  load  for 
each  of  the  Rhode  Island  pools  are  shown  in  Table  i. 


TABLE  I. 
Capacity,  Bathing  Load,  etc,  of  Rhode  Island  Swimming  Pools. 


Dimensions,  Feet. 


Depth. 


Max.    Min. 


Bathers 

per 
Week. 


>.J 


Brown  Univ^ersity* 

Pawtucket  Boys'  Club.  . 

Providence  Y.  M.  C.  A.* 

Newport  Y.  M.  C.  A.*.  . 

Pawtucket  Y.  W.  C.  A.*. 

Woonsocket  Y.  M.  C.  A.*  . 

LI.  S.  Naval  Training  Sta- 
tion (3  pools) 

Pawtucket  Y.  M.  C.  A.*..  . 

Newport  Army  and  Navy 
Y.  M.C.  A.* 

Moses  Brown  School* 

Aborn  Street  Baths 

Lundin  Baths 

State  Sanatoriumf 


75 
70 
60 
40 
42 
40 

40 
35 

45 
38 
25 
20 
170 


25.0 
25.0 

21.5 
30.0 
16.0 
20.0 

20.0 
21.0 

20.0 
14.0 
18.0 
16.0 
45-0 


7-50 

4-5 

6.25 

3-5 

0.67 

3-0 

6.00 

4-5 

7.00 

3-5 

7.00 

3-0 

7.00 

5-0 

6.50 

3-5 

6.00 

2.5 

6.00 

4.0 

5-67 

4-9 

4.00 

3-9 

4-50 

1-5 

75000 

65  000 
50  000 
45  000 
30  000 
30  000 

30  000 

28  000 

28  000 

21  000 

18  000 

9500 


450 

6.0 

130 

2.0 

I  200 

24.0 

600 

13-3 

«7 

2.9 

240 

8.0 

135 

4-5 

600 

21.4 

300 

10.7 

325 

15-5 

88 

4-9 

75 

7-9 

580 

120 
5 
105 
no 
310 
160 

I 

45 

65 

80 

14-21 

3-7 


When  the  bathing  load  is  large,  more  care  and  attention  is 
necessarily  required  to  keep  the  pool  clean  and  the  water  in  a 
sanitary  condition  than  where  the  load  is  small.  At  the  Paw- 
tucket Boys'  Club,  where  the  pool  receives  no  attention  between 
the  weekly  refillings,  the  fact  that  the  water  does  not  become 
badly  contaminated  may  be  attributed  to  the  very  low  bathing 
load.  At  times,  of  course,  the  number  of  bathers  using  a  pool 
will  greatly  exceed  the  normal,  and  at  such  times  a  variation  in 
the  cleaning  or  purification  practice  may  be  necessary  to  properly 
care  for  the  extra  load. 

After  the  declaration  of  war,  in  1917,  the  various  Y.  M.  C.  A. 
pools  were  thrown  open  to  enlisted  men,  and  there  was  a  large 

*  Pools  operated  by  continuous  repurification  method, 
t  Outdoor  pool  with  continuous  flow. 
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increase  in  the  daily  attendance.  A  most  interesting  but  rather 
disastrous  incident  resulted  from  this  free  bathing  privilege 
while  the  Rhode  Island  troops  were  being  mobilized  in  August. 
During  the  extreme  hot  weather  which  marked  the  week  of 
August  4,  the  men  were  marched  in  continuous  relays  to  the 
Providence  Y.  M.  C.  A.  for  a  bath  and  swim.  The  records  show 
that  during  this  week  more  than  12  000  bathers  entered  the 
pool,  and  the  bathing  load  jumped  to  over  240,  or  more  than 
ten  times  the  normal  load.  While  it  had  been  possible  to  keep 
this  pool  in  a  cleanly  condition  with  a  greatly  increased  number 
of  bathers  throughout  the  early  summer,  the  purification  sys- 
tem w'as  entirely  inadequate  to  handle  this  enormous  load,  and 
it  became  necessary  to  close  the  pool  for  cleaning  and  refilling 
at  a  time  when  it  was  extremely  desirable  that  it  should  be  open 
for  continuous  use. 

Design  and  Construction. 

Swimming  pools  should  be  so  designed  that  there  is  shallow 
water  at  one  end,  for  timid  bathers  or  beginners,  and  water  of 
sufficient  depth  at  the  other  end  for  a  person  to  dive  without 
danger  of  striking  the  bottom.  The  size  or  capacity  of  a  pool 
should  be  planned  with  some  reference  to  the  number  of  bathers 
which  it  is  expected  to  serve.  If  the  pool  is  to  be  operated  on 
the  continuous  repurification  plan,  the  inlets  and  outlets  should 
be  so  located  that  there  will  be  a  proper  circulation  through  the 
pool  at  times  when  the  water  receives  no  mixing  from  the  move- 
ments of  bathers.  Even  if  the  pool  is  designed  to  be  operated 
on  the  fill-and-draw  principle,  unless  a  practically  inexhaustible 
supply  of  water  is  available  at  low  cost,  it  should  be  so  arranged 
that  a  repurifying  system  can  be  installed  later  if  it  is  found. de- 
sirable to  change  the  method  of  operation.  The  type  of  filters 
to  be  used  sTiould  be  carefully  selected  to  ensure  proper  purifica- 
tion and  ease  of  operation,  and  the  filters,  circulation  pumps, 
and  piping  systems  should  be  of  sufficient  capacity  to  provide 
for  any  emergency.  The  design  and  construction  of  a  swimming 
pool,  therefore,  is  essentially  an  engineering  problem  for  the 
solution  of  which  a  thorough  knowledge  of  hydraulic  and  sani- 
tary engineering  is  required. 
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The  variation  in  shape  and  arrangement  of  some  of  the 
Rhode  Island  pools  is  shown  in  Figs,  i  to  9  inclusi\"e.  In  these 
sketches  the  vertical  scale  is  double  the  horizontal  scale,  and  the 
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Some  Rhode  Isl.\nd  Swimming  Pools. 
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Fig.  8.  Fig.  9. 

Rhode  Isl.\nd  Swimming  Pools. 

slope  of  the  bottom  of  the  various  pools  is  thereby  considerably 
accentuated.  The  location  of  the  inlets  and  outlets  are  shown 
by  the  arrows,  which  fly  with  the  current.  While  in  many  cases 
pools  have  been  constructed  with  the  bottom  sloping  from  one 
end  to  the  other,  as  in  Fig.  4,  the  usual  practice  is  to  slope  the 
bottom  from  both  ends  to  an  outlet  located  about  ten  feet  from 
one  end,  and  frequently  to  provide  a  considerable  area  of  shallow 
water  with  comparatively  flat  bottom.  The  object  of  such 
design  is,  of  course,  to  provide  both  deep  and  shallow  water 
and  at  the  same  time  to  cut  down  the  construction  cost  and 
reduce  the  volume  of  water  required  for  filling.  The  Pawtucket 
Boys'  Club  pool  (Fig.  3)  was  designed  primarily  for  the  use  of 
young  boys,  and  it  will  be  noted  that  shallow  water  is  provided 
for  about  half  the  length.  A  somewhat  smaller  shallow  area, 
with  slight  slope,  is  also  to  be  observed  at  one  end  of  the  pools 
at  the  Providence  Y.  M.  C.  A.  (Fig.  i)  and  the  Moses  Brown 
School  (Fig.  6).  The  plan  of  the  large  pool  at  Brown  Univer- 
sity (Fig.  2)  has  been  criticized  somewhat  severely  by  the  swim- 
ming instructor,  as,  while  the  semi-octagonal  shaped  end  is 
very  effective  architecturally,  it  materially  reduces  the  number 
of  bathers  who  can  be  started  at  one  time  in  a  swimming  match. 
In  only  two  of  these  pools  (Figs.  I  and  4)  are  inlets  and  out- 
lets so  located  that  a  reasonably  good  circulation  of  the  water 
can  be  obtained.  At  the  former  pool  the  outlet  is  located  at 
some  distance  from  the  deep  end,  but  there  are  two  inlets  at 
each  end  of  the  pool  which  can  be  throttled  if  necessary  to  main- 
tain a  proportional  distribution  of  the  entering  water.  Theo- 
retically, the  arrangement  of  inlets  and  outlets  shown  in  Fig.  4, 
with  two  inlets  equally  spaced  at  the  surface  of  the  shallow  end 
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and  two  outlets  similarly  spaced  close  to  the  wall  at  the  deep 
end,  should  give  a  more  uniform  circulation  of  the  water  through 
the  pool  than  any  of  the  other  designs  illustrated. 

The  pool  at  the  Pawtucket  Boys'  Club  (Fig.  3)  was  designed 
to  be  operated  on  the  fiU-and-draw  principle.  As  long  as  this 
pool  continues  to  be  operated  in  this  manner,  the  location  of 
inlets  and  outlets  is  immaterial.  As  this  pool  is  already  equipped 
wnth  filters  it  could  be  changed  into  a  continuously  operated  pool 
at  small  expense,  but  with  the  present  arrangement  of  inlet  and 
outlet  a  proper  circulation  of  the  water  could  never  be  obtained. 
With  inlets  and  outlets  located  as  in  Fig.  8,  although  there  is 
probably  a  good  circulation  throughout  the  greater  part  of  the 
pool  there  is  probably  a  considerable  volume  of  dead  water  at 
one  end  when  the  pool  is  not  in  use.  With  the  designs  shown  in 
Figs.  2,  5  and  6,  there  must  necessarily  be  a  short  circuit  from 
inlet  to  outlet  with  very  little  mixing  of  the  water  in  the  greater 
part  of  the  pool  other  than  that  caused  by  bathers. 

A  peculiar  arrangement  of  inlets  and  outlets  is  to  be  noted 
in  the  pool  at  the  Newport  Army  and  Navy  Y.  M.  C.  A.  (Fig. 
7).  The  jet  effect  of  the  water  entering  through  the  four  inlets 
in  the  bottom  of  the  pool  undoubtedly  causes  some  mixing  at 
those  points,  but  it  is  very  doubtful  if  this  mixing  is  as  thorough 
as  the  designer  intended  to  produce,  and  there  is  probably  much 
dead  water  in  the  pool.  A  rather  interesting  attempt  to  main- 
tain a  semblance  of  circulation  in  a  poorly  designed  pool  was 
found  at  the  small  pool  at  the  Aborn  Street  Baths.  This  pool 
has  a  combined  inlet  and  outlet  in  one  corner,  with  an  overflow 
pipe  near  the  outlet  by  which  a  constant  water  level  is  main- 
tained. From  a  water  jet  on  one  side  a  spray  is  thrown  over  a 
portion  of  the  surface.  The  amount  of  circulation  obtained  by 
this  device  is  probably  not  very  great,  but  the  spray  is  said  to 
be  very  popular  with  the  bathers. 

There  should  be  a  broad  walk  extending  entirely  around  the 
pool,  with  a  slight  pitch  to  a  drain  connecting  directly  with  the 
sewer,  in  order  that  dirt,  etc.,  may  not  be  washed  into  the  pool. 
This  is  the  construction  at  all  except  two  of  the  Rhode  Island 
pools.  At  the  Moses  Brown  School  there  is  an  elevated  walk 
above  one  side  of  the  pool  with  no  drainage,  and  the  other  walks 
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drain  into  the  scum  gutters.  At  the  Providence  Y.  M.  C.  A., 
the  walks  pitch  toward  a  shallow  gutter  near  the  edge  of  the  pool, 
which  drains  through  outlets  directly  into  the  recessed  trough 
beneath.  The  walks  around  the  pool,  and  especially  the  rounded 
edge  of  the  pool,  should  always  be  corrugated  or  of  rough  material 
to  prevent  danger  from  slipping.  At  most  of  the  Rhode  Island 
pools,  the  edges  are  of  smooth  tile,  but  in  a  few  cases  rubber 
mats  extending  close  to  the  edge  are  provided. 

All  pools,  unless  very  small,  should  have  steps  or  ladders 
at  both  ends,  preferably  at  opposite  corners.  These  should  be 
constructed  with  rounded  corners  and  edges  and  should  have 
roughened  treads  to  lessen  the  danger  of  accidents.  It  is  much 
better  practice  also  to  have  these  steps  or  ladders  recessed  into 
the  wall,  thus  leaving  the  pool  entirely  free  from  obstructions, 
and  this  is  particularly  desirable  if  the  pool  is  to  be  used  for  water 
polo  and  other  aquatic  sports. 

The  finish  or  lining  of  the  pool  has  an  important  bearing  on 
the  sanitary  control.  A  smooth  continuous  Surface,  with 
rounded  corners  and  no  cracks,  is  most  easily  kept  clean  and 
therefore  most  desirable.  Tile  or  enameled  brick  makes  an 
excellent  lining  if  properly  set  with  well-filled  joints.  It  is  im- 
portant that  this  lining  should  be  white,  or  light  colored,  in  order 
that  the  condition  of  the  water  and  of  the  sides  and  bottom  of 
the  pool  may  be  readily  noted.  In  fact,  a  white  lining  against 
which  any  dirt  is  conspicuous  is  one  of  the  greater  incentives  for 
the  maintenance  of  cleanly  conditions.  All  but  one  of  the  in- 
door pools  in  Rhode  Island  are  furnished  w^ith  a  white  tile  lining 
which  fulfills  these  requirements. 

The  floors  and  walls  of  the  adjoining  bath-rooms,  toilets  and 
dressing  rooms,  and  also  all  lockers  and  furniture,  should  be 
vermin  proof  and  should  be  constructed  of  impervious  material 
to  permit  frequent  washing  and  disinfection.  A  separate  en- 
closure with  separate  entrances  should  also  be  provided  for  spec- 
tators. 

Spit  Troughs. 

Spit  troughs,  overflow  troughs,  scum  gutters,  or  wash 
troughs,  as  they  are  variously  called,  are  usually  built  into  the 
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wall  of  a  swimming  pool  on  one  or  more  sides.  These  troughs 
are  intended  to  serve  a  double  purpose,  that  of  a  convenient 
handhold  for  the  tired  or  exhausted  bather,  and  that  of  a  re- 
ceptacle into  which  the  bather  may  spit,  and  for  the  slop  from 
the  pool.  These  troughs  should  always  be  connected  directly 
with  the  sewer,  and  should  be  so  designed  and  constructed  that 
sputum  and  other  matters  deposited  in  them  cannot  be  washed 
back  into  the  pool.  The  water  in  the  pool  should  always  be 
maintained  at  such  a  level  that  there  will  be  enough  slop  during 
bathing  hours  to  flush  the  trough.  In  the  best  designs  these 
troughs  are  recessed  instead  of  projecting  from  the  side  walls 
in  order  that  danger  of  bathers  being  injured  by  striking  them 
in  diving  or  during  water  sports  may  be  avoided. 

Five  of  the  Rhode  Island  pools  have  spit  troughs  on  all 
four  sides,  and  four  others  have  them  on  three  sides.  In  only 
two  pools  has  no  provision  been  made  for  spitting.  In  all  but 
three  cases,  however,  the  design  of  the  spit  troughs  are  faulty 
in  that  they  either  project  beyond  the  side  walls  or  are  so  con- 
structed that  matters  deposited  in  them  may  be  washed  back 
into  the  pool.  At  two  of  these  pools  the  water  is  maintained 
considerably  below  the  proper  level,  in  order  to  cut  down  the 
waste  of  water.  This  efifectually  prevents  matters  from  poorly 
designed  troughs  being  washed  back  into  the  pool,  but  it  also 
reduces  the  wash  water  below  that  needed  to  carry  those  matters 
forward  to  the  sewer  connection. 

The  designs  of  some  spit  troughs  are  shown  diagramatically 
in  Figs.  10  to  15,  inclusive.     Fig.  10  represents  what  is  probably 
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Fig.  II. 
Types  of  Spit  Troughs. 
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Fig.  13. 


Fig.   14. 
Types  of  Spit  Troughs. 


Fig.   15. 


the  earliest  attempt  to  provide  a  place  for  spitting.  In  some 
instances  these  consisted  merely  of  cups  placed  on  the  side  walls, 
although  generally  they  were  built  as  troughs  along  one  or  more 
sides  of  the  pool.  As  these  cups  or  troughs  projected  beyond 
the  side  walls,  there  was  more  or  less  danger  that  bathers  might 
be  injured  by  striking  against  them.  Figs.  11  and  12  show  at- 
tempts to  eliminate  this  fault  by  cutting  the  troughs  back  into 
the  side  walls.  With  either  of  these  designs  there  was  still 
some  danger  that  a  bather  might  slip  on  the  edge  of  the  pool 
and  strike  the  edge  of  the  trough  in  falling.  With  a  design  like 
that  in  Fig.  11,  bathers  are  also  likely  to  step  down  into  the 
trough  and  thus  disseminate  sputum,  etc.  The  type  shown  in 
Fig.  12  is  less  objectionable  from  both  these  viewpoints,  but  the 
water  level  must  be  kept  so  near  the  top  of  the  pool  that  con- 
siderable water  will  be  slopped  out  upon  the  side  walks. 

Fig.  13  shows  an  attempt  to  overcome  these  defects  by  con- 
structing a  trough  which  is  entirely  recessed  in  the  wall.  This 
type  of  trough  is  found  on  some  of  the  pools  built  eight  or  ten 
years  ago,  and  is  excellent  except  in  the  one  particular  that 
the  contents  may  at  times  be  washed  back  into  the  pool.     Figs. 

14  and  15  illustrate  designs  intended  to  do  away  with  these 
various  objectionable  features.  Of  the  two,  the  writer  con- 
siders Fig.    14  to  better  fulfill  all  requir'ements,  although   Fig. 

15  is  a  popular  design  and  has  been  used  on  a  number  of  recently 
constructed  pools.  With  either  of  these  patterns  it  is  still  pos- 
sible that  the  trough  may  be  flooded  by  an  extra  large  wave 
and  apparently  this  fault  can  only  be  overcome  by  making  the 
troughs  of  considerable  size. 
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Heating,  Lighting  and  Ventilation. 

Adequate  lighting  must  be  provided  so  that  every  part  of 
the  pool  may  be  visible  at  all  times.  For  night  use,  indirect 
lighting  is  best,  as  shadows  in  the  pool  and  its  surroundings  are 
avoided  and  the  danger  of  accidents  is  reduced.  It  is  desirable 
also  that  the  pool  be  so  located  that  it  will  receive  direct  sun- 
light during  a  part  of  the  day,  either  from  windows  or  skylights. 
Good  ventilation  of  the  room  which  contains  the  pool  and  of  the 
bath  and  dressing  rooms  is  essential.  Even  with  the  best  ven- 
tilation it  is  difficult  at  times  to  prevent  walls  and  furnishings 
in  the  vicinity  of  an  indoor  swimming  pool  from  becoming  musty, 
owing  to  the  excessive  humidity.  Whenever  mechanical  venti- 
lation is  used,  the  incoming  air  should  be  heated,  and  the  air 
ports  should  be  so  arranged  that  direct  drafts  will  not  strike  the 
bathers.  Either  direct  or  indirect  heating  may  be  used,  but 
provision  should  always  be  made  for  extra  heat  for  the  rooms 
containing  the  pool  and  the  baths.  Some  means  must  also  be 
provided  for  heating  the  water  in  the  pool. 

For  comfort  and  to  ensure  the  best  hygienic  conditions,  the 
temperature  of  the  pool  should  be  about  70  to  72  degrees  Fahr., 
and  the  temperature  of  the  air  should  be  about  75  to  80  degrees 
Fahr.  For  the  control  of  the  bacterial  content  of  the  water  it 
would  be  better  if  an  even  lower  pool  temperature  could  be  main- 
tained, as  even  a  few  degrees  in  temperature  make  a  tremendous 
difference  in  the  multiplication  of  bacteria  in  the  water.  In 
some  places  it  is  stated  that  the  bathers  complain  and  the  at- 
tendance falls  off  unless  considerably  higher  temperatures  than 
those  stated  are  maintained,  and  as  many  pools  are  run  largely 
to  draw  membership  and  help  pay  running  expenses  this  argu- 
ment must  be  given  due  weight.  Hygienically  considered,  these 
higher  temperatures  are  enervating  and  detrimental  to  the 
health  of  the  bathers.  The  dressing  rooms  should  be  located 
well  away  from  the  pool  and  bath-rooms,  should  not  be  heated 
above  70  to  72  degrees  Fahr.  in  winter,  and  should  be  thoroughly 
ventilated.  Many  a  winter  cold  has  originated  from  a  bather 
going  out  into  the  winter  air  after  dressing  in  a  room  where  the 
temperature  and  humidity  were  too  high. 
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All  of  the  indoor  pools  in  Rhode  Island  are  lighted  during 
the  day  by  windows  or  skylights,  and  in  nearly  all  cases  are 
dependent  upon  these  for  ventilation.  Steam  coils  or  radiators 
are  quite  generally  relied  upon  for  heating.  At  the  Lundin 
Baths  the  pool  is  close  to  the  Turkish  or  hot  room,  and  the  air 
temperature  is  about  lOO  degrees  Fahr.  At  four  of  the  other 
pools  the  temperature  of  the  air  is  kept  at  80  to  85  degrees  Fahr., 
and  at  the  others  the  air  temperature  is  maintained  at  70  to  75 
degrees  Fahr.  At  all  of  the  pools  which  are  operated  on  the 
repurification  plan  the  water  is  heated  by  some  form  of  heater 
placed  on  the  circulation  system.  At  the  Pawtucket  Boys' 
Club  the  water  is  heated  by  the  injection  of  live  steam  while 
the  pool  is  being  refilled,  and  the  temperature  is  maintained  by 
steam  radiators  in  the  pool.  Live  steam  injection  is  also  used 
to  heat  the  pool  at  the  Aborn  Street  Baths.  The  pool  at  the 
Lundin  Baths  is  not  heated,  and  in  winter  is  used  only  as  a 
plunge.  At  two  of  the  pools  the  water  is  maintained  at  76  to 
80  degrees  Fahr.,  and  at  the  others  the.  temperatures  range  from 
68  to  73  degrees  Fahr. 

Preventive  Saxitatiox. 

Under  this  head  are  included  all  those  measures  which 
apply  to  the  bathers  and  to  the  surroundings  of  the  pool,  the 
object  of  which  is  to  promote  cleanliness,  to  prevent  the  pollu- 
tion of  the  water,  to  protect  the  health  of  the  bathers,  and  to 
guard  against  accidents.  Individually  these  numerous  little 
details  may  appear  to  be  of  minor  significance,  but  collectively 
they  play  a  very  important  role  in  swimming-pool  sanitation. 

All  bathers  should  be  required  to  take  a  preliminary  bath 
in  the  nude  with  warm  water  and  soap  before  entering  the  pool. 
Some  persons  assume  that,  because  they  have  had  a  bath  that 
morning  or  some  other  morning,  another  bath  is  an  unnecessary 
function,  and  take  the  preliminary  bathing  requirement  as  a 
reflection  on  their  personal  habits.  As  the  patrons  of  a  swim- 
ming pool  usually  come  from  all  walks  of  life,  this  rule  is  neces- 
sary for  the  protection  of  all,  and  no  discrimination  can  be  made 
without  the  rule  gradually  becoming  a  dead  letter.  At  those 
pools  where  bathing  suits  are  permitted,   great  care  must  be 
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taken  to  see  that  this  bath  is  taken  in  the  nude,  as  persons  who 
feel  that  the  proper  procedure  is  to  don  the  bathing  suit  before 
taking  the  shower  are  not  nearly  as  rare  as  might  be  expected. 
The  thorough  cleansing  of  every  part  of  the  body  and  the  sub- 
sequent removal  of  all  soap  and  dirty  water  are  of  the  utmost 
importance.  The  bath-rooms  attached  to  most  swimming  pools 
are  equipped  only  with  overhead  showers,  the  spray  from  which 
cannot  be  made  to  reach  all  parts  of  the  body.  The  writer  has 
repeatedly  seen  men  and  boys  passing  from  the  bath  room  to 
the  pool  with  a  distinctly  visible  lather  under  the  arms  and 
between  the  legs,  and  it  is  undoubtedly  the  case  that  much  of 
the  pollution  carried  into  a  swimming  pool  is  due  to  the  imper- 
fect cleansing  of  these  parts  of  the  body.  Upward  sprays  of 
the  Bidet  type  should  be  provided  in  all  bath-rooms  in  addition 
to  the  showers,  and  all  bathers  should  be  taught  to  use  both 
properly.  An  attendant  should  always  be  present  during  bath- 
ing hours,  to  supervise  the  thoroughness  of  the  preliminary 
baths  and  to  exclude  diseased  or  otherwise  undesirable  persons. 

Whenever  it  is  possible  to  enforce  such  a  regulation,  all 
persons  should  be  required  to  bathe  in  the  nude.  At  first  there 
was  much  opposition  to  this  rule  when  it  was  adopted  at  some 
of  the  older  pools,  but  its  great  value  as  a  sanitary  measure  has 
come  to  be  clearly  recognized  at  all  pools  for  men  and  at  a  few 
of  the  pools  used  by  women.  No  diseased  person  should  under 
any  circumstance  whatever  be  permitted  to  use  a  swimming 
pool  or  common  bathing  facilities,  and  the  great  advantage  of 
nude  bathing  is  that  it  permits  such  persons  to  be  recognized 
and  excluded  from  the  pool.  Nude  bathing  also  tends  to  pro- 
mote a  greater  degree  of  cleanliness  among  the  users  of  a  pool 
and  thus  aids  in  preventing  pollution.  If  bathing  costumes  are 
permitted,  they  should  be  of  fast  colored  non-linting  material 
and  should  be  limited  to  a  one-piece  suit.  These  suits  should  be 
furnished  by  the  management  and  even  if  owned  by  the  patrons 
should  be  left  at  the  bath-house  and  thoroughly  sterilized  each 
time  used.  Even  when  nude  bathing  is  the  rule,  the  use  of 
tight  fitting  rubber  caps  should  be  encouraged.  Much  of  the 
sediment  which  accumulates  on  the  bottom  of  a  swimming  pool 
is  composed  of  hair  which  could  have  been  kept  out  of  the  water 
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by  the  use  of  bathing  caps.  In  this  particular  also  the  use  of  a 
tight-fitting  suit  of  close  material  might  be  an  advantage  rather 
than  a  disadvantage,  although  the  sanitary  value  of  nude  bath- 
ing appears  to  far  outweigh  any  advantage  which  would  be  ob- 
tained in  this  manner. 

Spitting  in  the  pool  or  anywhere  else  except  in  receptacles 
provided  for  the  purpose  should  be  absolutely  prohibitedr  Every 
bather  takes  more  or  less  water  into  the  mouth  in  swimming, 
and  unless  the  "  no  spit  "  regulation  is  rigidly  enforced  this 
water  may  contain  fresh,  and  therefore  potentially  dangerous, 
mucus  recently  ejected  by  some  other  bather. 

It  is  almost  needless  to  say  that  no  com.mon  drinking  cups, 
towels,  common  brushes  and  combs,,  should  be  permitted  any- 
where in  a  bathing  establishment.  Individual  soap  and  towels 
should  be  supplied  by  the  management,  and  the  latter  should 
be  washed  and  sterilized  each  time  used. 

Water-flushed  toilets  and  urinals  should  be  conveniently 
located  to  the  pool  and  bath-room,  and  every  bather  should  be 
instructed  to  completely  empty  the  bladder  before  entering  the 
water.  Some  persons  have  a  constitutional  weakness  which 
compels  them  to  involuntarily  pass  urine  when  bathing,  and 
every  precaution  must  therefore  be  taken  to  prevent  contamina- 
tion of  the  pool  from  such  sources. 

Except  in  the  case  of  janitors  or  attendants,  no  person  in 
street  dress  should  be  permitted  on  the  walks  around  the  pool 
or  in  the  bath  and  toilet  rooms  used  by  bathers. 

A  bathing  attendant  or  swimming  instructor  skilled  in 
methods  of  rescue  and  resuscitation  should  always  be  present 
during  class  hours  or  when  the  pool  is  used  by  children.  /\11 
apparatus  necessary  for  rescue  and  resuscitation  should  be  con- 
veniently placed  ready  for  instant  use.  The  water  in  the  pool 
should  always  be  kept  sufficiently  clean  to  permit  bathers  to 
see  the  bottom  before  diving,  and  when  the  water  is  drawn  ofif 
all  doors  should  be  locked  or  roped  off  to  prevent  any  one  from 
diving  or  falling  into  the  empty  pool. 

There  should  be  a  limit  to  the  time  bathers  are  permitted 
to  stay  in  the  water  or  around  the  pool.  It  is  not  unusual,  es- 
pecially during  swimming  competitions,  to  see  bathers  standing 


THE    SAMTARY    CONTROL   OF    SWIMMING    POOLS.        245 

around  the  pool  awaiting  their  turn,  shivering  and  chattering 
their  teeth.  Swimming  is  undoubtedly  a  healthful  exercise, 
but  too  long  a  stay  in  the  water  or  in  the  warm,  damp  atmos- 
phere surrounding  the  pool  is  debilitating  and  may  lead  to  colds 
or  more  serious  trouble.  Thirty  minutes  in  the  pool  is  probably 
long  enough  for  the  average  person,  and  this  period  should  be 
reduced  for  persons  not  in  the  best  of  health. 

The  sanitary  regulations  and  the  means  taken  to  enforce 
them  vary  widely  at  the  different  pools.  At  certain  pools,  as 
for  example  at  the  Providence  Y.  M.  C.  A.,  all  bathers  must  pass 
through  the  shower-bath  room  to  reach  the  pool.  At  nearly  all 
the  pools  conspicuous  notices  are  posted  calling  attention  to 
the  preliminary  bathing  requirement.  In  some  instances  talks 
on  personal  hygiene  and  cleanliness  are  given  to  the  different 
gymnasium  and  swimming  classes  in  which  the  necessity  of  the 
preliminary  bath  as  a  sanitary  measure  is  emphasized. 

At  all  the  men's  pools  in  Rhode  Island  nude  bathing  is 
the  rule,  and  suits  are  permitted  only  during  swimming  competi- 
tions when  visitors  are  present.  At  the  Pawtucket  Y.  W.  C.  A. 
and  at  the  Pawtucket  Boys'  Club  and  the  Woonsocket  Y.  M.  C.  A. 
during  the  hours  assigned  to  women,  bathing  suits  are  permitted. 
At  both  the  Pawtucket  Y.  W.  C.  A.  and  the  Pawtucket  Boys' 
Club,  the  bathing  costume  for  women  is  limited  to  a  one-piece 
suit,  and  at  the  latter  place  clean  suits  are  supplied  by  the 
management.  At  Woonsocket  the  pool  is  used  once  each  week 
by  women  who  bring  their  own  suits.  At  the  Pawtucket 
Y.  W.  C.  A.  and  at  most  of  the  Y.  M.  C.  A.  pools,  soap  and 
clean  towels  are  furnished  by  the  management,  usually  for  a 
small  fee,  and  private  soap  and  towels  are  prohibited.  At 
many  of  the  swimming  pools  a  medical  examination  is  required 
of  bathers,  but  in  the  majority  of  cases  this  examination  is  made 
only  when  the  person  registers  for  the  bathing  or  gymnasium 
classes,  and  only  at  the  schools  and  colleges  is  any  attempt  made 
at  regular  medical  supervision. 

Measures  for  the  prevention  of  accidents  are  more  or  less 
intimately  connected  with  sanitary  measures.  Most  of  the 
Rhode  Island  pools  have  scum  troughs  on  the  sides,  which  serve 
as  handholds  for  bathers,  and  at  the  pool  at  the  Moses  Brown 
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School,  there  is  a  handrail  along  one  side  just  above  the  water. 
Shallow  water  should  be  provided  at  one  end  of  the  pool,  for 
bathers  who  have  not  learned  to  swim.  At  all  of  the  Rhode 
Island  pools,  attendants  are  present  during  certain  assigned  hours, 
but  at  most  of  these  places  bathers  are  also  permitted  to  use  the 
pool  at  other  times.  At  all  the  pools,  however,  regulations  pro- 
hibiting bathing  alone  are  posted  in  conspicuous  places.  At 
the  Army  and  Navy  Y.  M.  C.  A.  pool  at  Newport,  where  there 
are  no  spit  troughs  or  other  handholds  for  bathers,  the  caution 
against  bathing  alone  is  printed  in  large  letters  on  the  wall  above 
the  pool.  At  some  of  the  pools  there  are  call  bells  conspicuously 
marked,  which  can  be  used  to  call  assistance  in  case  of  accident. 

Methods  of  Keeping  the  Water  Clean. 

Swimming  pools  may  be  classified  as  those  which  are  re- 
filled when  the  water  becomes  too  dirty  for  use,  and  those  at 
which  filtration,  dilution  and  disinfection  are  relied  upon  to 
keep  the  water  clean  and  which  are  emptied  and  refilled  only  at 
long  intervals.  Undoubtedly  the  best  and  most  cleanly  method 
of  operating  a  swimming  pool  is  to  empty  it,  thoroughly  clean 
the  sides  and  bottom,  and  refill  it  with  fresh  water  every  day. 
This  is  the  practice  with  the  three  pools  at  the  U.  S.  Naval 
Training  Station  at  Newport,  where  an  unlimited  supply  of  salt 
water  is  available.  In  most  cases  the  expense  of  this  method 
of  operation  is  prohibitive,  and  those  pools  which  are  operated 
on  this  principle  are  kept  in  operation  for  somewhat  longer 
periods,  usually  until  the  water  becomes  noticeably  dirty.  At 
the  Lundin  Baths  and  Aborn  Street  Baths  the  pools  are  refilled 
at  intervals  of  three  to  seven  days,  and  of  two  to  three  weeks, 
respectively,  depending  on  the  number  of  persons  who  hav'e 
used  the  pool.  At  the  Pawtucket  Boys'  Club  the  pool  is  operated 
on  a  regular  weekly  cycle,  being  emptied  on  Sunday  and  cleaned 
and  refilled  on  Monday.  At  this  pool  there  is  usually  a  con- 
siderable amount  of  sediment  on  the  bottom  by  the  end  of  the 
week,  and  at  times  the  water  has  an  appreciable  stain  and  a 
noticeable  scum  on  the  surface. 

Where  the  water  must  be  taken  from  the  city  mains,  the 
cost  of  the  water  for  refilling  and  the  cost  of  heating  it  in  cold 
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weather  make  this  method  of  operation  an  expensive  one.  For 
example,  the  cost  of  water  for  filHng  the  Boys'  Club  pool  is 
approximately  four  dollars,  and  about  three  tons  of  coal  are 
required  to  heat  this  water  to  the  desired  temperature.  With 
coal  at  present  prices  the  operating  expense  on  account  of  these 
two  items  is  well  over  thirty  dollars  per  week  in  the  winter. 
At  this  pool  the  city  water  is  so  highly  colored  and  so  much  iron 
is  stirred  up  in  the  pipes  during  refilling  that  all  the  water  is 
filtered  before  used.  Although  the  pool  could  probably  be  emp- 
tied, cleaned  and  refilled  between  Saturday  night  and  Monday 
morning,  the  extra  time  consumed  in  filtering  the  water  reduces 
the  actual  time  this  pool  can  be  used  to  about  five  days  per 
week. 

The  open-air  pool  at  the  State  Sanatorium  for  Tuberculosis 
is  in  a  class  by  itself.  This  pool,  or  artificial  pond  with  natural 
earth  bottom,  was  constructed  in  an  old  mill  race.  By  means 
of  head  gates  the  water  can  be  let  into  the  pool  at  any  desired 
rate,  and  by  raising  or  lowering  flashboards  on  the  dam  at  the 
outlet  practically  any  depth  of  water  up  to  seven  feet  can  be 
obtained.  As  operated,  a  constant  flow  of  water  through  the 
pool  is  maintained  during  bathing  hours.  The  bathing  hours 
for  children,  for  men  and  women  patients,  and  for  employees, 
are  definitely  fixed,  and  no  mixing  of  the  different  classes  of 
bathers  is  permitted.  In  the  forenoon  during  the  hours  assigned 
to  children,  the  flashboards  are  lowered  to  obtain  a  maximum 
depth  of  water  of  about  two  feet,  but  at  other  times  a  depth  of 
between  four  and  five  feet  is  maintained. 

Eight  of  the  Rhode  Island  swimming  pools  are  emptied 
and  refilled  only  at  long  intervals,  and  repurification  is  relied 
upon  to  maintain  the  water  in  a  cleanly  condition.  All  of  these 
pools  are  equipped  with  circulation  pumps  and  filters,  by  which 
the  water  can  be  taken  from  the  bottom,  purified  and  returned 
to  the  pool.  The  equipment  for  repurification  varies  widely 
at  the  different  pools.  The  circulation  pumps  at  six  of  the  pools 
are  of  the  centrifugal  type,  varying  in  size  from  i|  ins.  to  3  ins. 
The  other  two  pools  are  equipped  with  duplex  plunger  pumps 
5  ins.  X  6  ins.  and  6  ins.  x  6  ins.  respectively.  All  pumps  are  elec- 
trically driven.     Seven   of   the   eight   pools   are  equipped   with 
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mechemical  filters  of  the  pressure  type,  and  one  pool  is  equipped 
with  open  gravity  filters,  originally  designed  and  operated  as 
slow  sand  filters  but  now  operated  as  rapid  filters.  Four  dif- 
ferent makes  of  pressure  filters  are  represented  at  the  seven 
dilTerent  pools.  At  five  of  the  pools  the  filter  is  in  a  single  unit; 
in  two  cases  a  double  unit  filter  is  used,  and  in  one  instance  a 
three  unit  filter  is  used.  At  three  of  the  pools  equipped  with 
centrifugal  pumps  the  capacity  of  those  pumps  was  not  known 
and  could  not  readily  be  determined  under  the  conditions  which 
existed.  At  the  other  five  pools  the  capacity  of  the  pumps  and 
filters  varies  from  420  gals,  to  6000  gals,  per  hour,  and  the  time 
the  filters  are  operated  varies  from  about  one  hour  to  twenty- 
four  hours  per  day. 

At  seven  of  the  pools  which  are  operated  on  the  continuous 
plan,  alum  is  used  as  a  coagulent  whenever  the  filters  are  in 
operation.  At  the  Pawtucket  Y.  M.  C.  A.  alum  is  used  only 
when  filling  the  pool,  and  no  coagulents  are  used  at  other  times. 
Alum  is  also  used  in  filtering  the  water  for  filling  the  pool  at  the 
Pawtucket  Boys'  Club.  The  amounts  of  coagulent  used  at  the 
different  places  vary  from  one  fouth  of  a  grain  to  about  four 
grains  per  gallon.  At  three  of  the  pools  soda  is  also  added  to 
the  water  more  or  less  regularly,  to  neutralize  any  excess  acidity 
caused  by  the  use  of  the  alum.  At  two  of  the  pools  where  both 
soda  and  alum  are  used,  no  attempt  is  made  to  use  definite 
amounts,  and  the  amount  actually  used  could  not  be  estimated 
from  any  existing  data. 

As  stated  previously,  more  or  less  w-ater  is  splashed  into  the 
scum  gutters  and  upon  the  sidewalks,  which  does  not  find  its 
way  back  into  the  pool  and  the  replacement  of  this  loss  with 
fresh  water  is  one  of  the  factors  which  contribute  toward  the 
maintenance  of  the  pool  in  a  sanitary  condition.  In  most  cases 
the  purifying  effect  of  the  addition  of  fresh  water  is  apparently 
overlooked,  and  efforts  are  made  to  effect  economies  in  opera- 
tion by  reducing  the  water  waste  to  a  minimum.  At  three  of 
the  Rhode  Island  pools  the  value  of  fresh  water  as  a  purifying 
agent  is  thoroughly  recognized,  and  considerable  volumes  of 
new  water  are  added  to  the  pool  each  day. 

Even   with    the   utmost   precautions   to  ensure   the  cleanli- 
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ness  of  bathers  much  visible  dirt  finds  its  way  into  the  water 
during  bathing  hours.  This  dirt,  which  consists  largely  of 
epithelium  and  hair,  settles  out  upon  the  bottom,  and  unless 
removed  at  regular  intervals  imparts  a  very  uncleanly  appear- 
ance to  the  pool.  More  or  less  slime  also  accumulates  on  the 
bottom  and  side  walls  and  has  to  be  removed  at  intervals.  In 
some  of  the  early  attempts  to  operate  pools  continuously,  this 
dirt  was  stirred  up  in  the  water  and  the  filter  system  was  relied 
upon  to  remove  it,  but  for  reasons  which  will  be  explained  later 
this  practice  was  far  from  being  a  success,  and  in  modern  pool 
practice  this  dirt  is  now  removed  by  mechanical  means. 

At  many  pools  the  bottom  is  cleaned  by  long-handled 
brushes  or  squeegees,  the  dirt  being  carefully  pushed  forward 
to  the  outlet  through  which  it  is  discharged  to  the  sewer  or  to 
the  filtration  system.  This  is  the  method  employed  at  five  of 
the  Rhode  Island  pools.  The  disadvantage  of  this  method  of 
cleaning  is  that  it  can  never  be  thorough,  as  some  of  the  dirt  is 
stirred  up  in  the  water  and  escapes  the  cleaners.  At  three  of 
the  pools  a  suction  cleaner  is  employed  to  remove  the  dirt  from 
the  bottom,  which  effectually  overcomes  the  objections  to  the 
older  method.  As  the  suction  pipe  has  to  be  made  of  consider- 
able size  in  order  to  obtain  the  necessary  water  velocity,  the  ap- 
paratus is  very  heavy  and  two  men  are  required  to  operate  it. 
Because  of  its  weight  this  apparatus  cannot  be  successfully 
used  on  the  side  walls,  and  these  must  still  be  cleaned  with 
brushes  or  squeegees.  It  has  been  observed  that  there  is  less 
trouble  from  growths  of  green  slime  in  pools  cleaned  by  this 
method,  and  this  has  been  attributed  to  the  action  of  the  copper 
worn  away  from  the  brass  cleaning  nozzles.  The  effect  of  cop- 
per as  an  algaecide  is  well  known  and  may  be  a  contributing 
factor,  but  the  more  thorough  and  more  frequent  cleaning  which 
these  pools  receive  must  also  be  taken  into  consideration  in  the 
interpretation  of  this  apparent  phenomena. 

At  four  of  the  Rhode  Island  pools  the  bottom  is  cleaned  every 
morning,  two  others  are  cleaned  every  other  day,  and  two  are 
cleaned  only  once  a  week.  At  the  better  operated  pools  the 
side  walls  are  also  scrubbed  down  and  any  floating  matters  on 
the  surface  of  the  water  are  flushed  into  the  scum  gutters  each 
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time  the  pool  is  cleaned.  The  purification  equipment,  and  the 
operating  and  cleaning  details  at  these  various  pools  are  shown 
in  Table  2. 

Theoretical    Effectiveness    of    Repurification    Systems. 

From  the  foregoing  we  have  seen  that  three  separate  agen- 
cies are  employed  to  prevent  the  accumulation  of  dirt  in  the 
water  of  a  continuously  operated  swimming  pool.  Two  of 
these,  filtration  and  the  addition  of  fresh  water,  are  definite 
quantities,  and  their  effect  individually  or  collectively  can  be 
expressed  in  definite  terms  for  purposes  of  comparison.  The 
removal  of  sediment  from  the  bottom  of  the  pool,  although  an 
important  factor  in  maintaining  the  water  in  a  cleanly  condition, 
is  not  at  present  a  measurable  quantity  and  can  be  discussed 
only  in  general  terms. 

In  the  repurification  of  swimming-pool  water  by  filtration, 
the  water  is  taken  from  the  pool,  purified  and  then  returned  to 
the  pool.  Assuming  that  the  purification  of  the  water  passed 
through  the  filter  is  complete,  and  this  assumption  is  necessary 
for  purposes  of  computation,  the  problem  of  determining  the 
amount  of  purification  accomplished  in  a  given  time  becomes 
one  of  the  determination  of  the  effect  of  continuous  dilution  of 
the  dirty  water  in  the  pool  with  clean  water. 

The  effect  of  the  successive  replacement  of  small  portions 
of  any  volume  of  dirty  water  with  equal  amounts  of  pure 
water  may  be  computed  by  the  formula  — 

D  being  the  porportion  of  dirty  water  remaining  in  the  mix- 
ture, n  the  number  of  successive  dilutions,  V  the  total  volume 
at  the  start  and  v  the  volume  of  pure  water  added  each  time. 
The  proportion  of  pure  water  may  then  be  obtained  by  subtrac- 
tion. 

This  formula  may  be  used  directly  to  compute  the  purifi- 
cation effected  by  the  addition  of  fresh  water  to  a  swimming 
pool,  since  this  water  is  usually  added  at  one  time.  A  certain 
error  is  introduced  when  we  attempt  to  use  this  formula  to  com- 
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pute  the  effect  of  filtration  on  the  composition  of  the  pool,  owing 
to  the  fact  that  the  dilution  is  continuous  rather  than  intermit- 
tent. If  the  time  intervals  and  replacement  volumes  which 
are  taken  as  units  are  sufficiently  small,  however,  the  results 
obtained  are  sufficiently  accurate  for  all  practical  purposes. 
The  combined  effect  of  filtration  and  the  addition  of  freshwater, 
is  not,  however,  the  simple  sum  of  the  etTect  of  the  individual 
filters,  but  must  be  obtained  by  multiplying  together  the  pro- 
portionate amounts  of  dirty  water  remaining  after  the  appli- 
cation of  each  factor  and  subtracting  the  product  from  the 
original  amount  of  dirty  water.  It  is  usually  more  convenient 
to  compute  this  combined  elTect  separately  by  the  use  of  the 
formula  — 

'(V-v)  (V-v'Y 


D  = 


yi 


in  which  v  and  v^  are  the  volumes  of  pure  water  introduced  by 
the  respective  purification  methods. 

Each  of  the  preceding  computations  has  been  based  on  the 
initial  amount  of  dirt  in  the  water.  A  greater  or  less  amount 
of  dirt  is  also  introduced  each  day,  and  this  fact  must  be  taken 
into  consideration  in  a  comparison  of  the  eftectiveness  of  the 
repurification  methods.  It  is  impossible  to  determine  the 
average  amount  of  dirt  introduced  into  a  swimming  pool  by  any 
definite  group  of  bathers.  For  purposes  of  comparison,  however, 
it  is  necessary  to  assume  some  definite  amount,  and  the  simplest 
method  is  to  assume  that  each  daily  increment  of  dirt  is  equiva- 
lent to  the  initial  amount  in  the  pool  at  the  time  repurification 
was  started.  With  this  assumption  the  proportion  of  the  total 
dirt  which  will  be  found  in  the  water  at  the  end  of  any  given 
number  of  days  is  the  average  of  the  proportions  of  the  initial 
dirt  remaining  in  the  water  at  the  end  of  each  successive  day 
during  that  period.  Under  these  conditions,  while  the  percent- 
age purification  steadily  increases  from  day  to  day,  the  actual 
amount  of  dirt  in  the  water  also  increases  each  day.  If  the  com- 
bined purification  factors  are  sufficiently  large,  a  balanced  con- 
dition will  e\entually  be  obtained  in  which  the  daily  purification 
will  be  approximately  equal  to  the  daily  pollution,  and  under 
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the  condition  the  pool  could  continue  in  operation  indefinitely. 
If  the  repurification  system  is  too  small,  however,  the  amount 
of  accumulation  of  dirt  will  sooner  or  later  become  so  large  that 
the  pool  will  have  to  be  emptied.  The  individual  and  combined 
effect  of  filtration  and  fresh  water  addition  at  the  Providence 
Y.  M.  C.  A.  for  one  week,  computed  on  the  assumption  of  con- 
tinuous daily  pollution  as  outlined  above,  is  shown  graphically 
in  Fig.  16. 
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Effect  of  Repurification  Factors  at  Providence  Y.  M.  C.  A. 
Pool  during  First  Week  of  L^se. 


If  the  water  used  for  filling  is  of  high  color  or  contains  any 
appreciable  turbidity,  it  is  the  usual  practice  to  keep  the  pool 
closed  and  run  the  filters  continuously  until  such  time  as  the 
water  has  become  of  satisfactory  appearance.  Swimming-pool 
operators  have  frequently  asked  why  it  is  that  it  takes  so  long 
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to  remove  the  last  traces  of  color,  and  why  one  pool  can  be 
cleaned  up  so  much  quicker  than  another.  The  answer  to  the 
first  questions  is  to  be  found  in  the  fact  that  the  purification  is 
by  continuous  dilution,  and  to  the  second  that  the  ratio  of  the 
filter  capacity  to  the  volume  of  water  to  be  cleaned  up  is^  prob- 
ably very  different.  In  Fig.  17  are  shown  the  purification  curves 
for  one  week  for  four  of  the  Rhode  Island  pools  computed  on 
the  assumption  that  the  filters  are  operated  twenty-four  hours 
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Repurification  at  Different  Pools  with  Filters  Operated 

CONTIN'UOUSLY  TO  ClEAN  UP  PoOL. 


a  day  to  clean  up  the  pool.  The  difference  in  the  effect  of  hav- 
ing a  filter  equipment  of  generous  size  and  of  having  filters  or 
pumps  which  are  probably  too  small  for  the  size  of  the  pool  is 
well  shown  in  the  diagram.  At  the  Brown  and  Y.  W.  C.  A. 
pools  it  will  be  observed  that  there  is  a  rapid  improvement  in 
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the  quality  of  the  water  during  the  first  two  days  and  that  a 
practically  complete  purification  would  be  obtained  in  three  to 
four  days.  At  the  Providence  Y.  M.  C.  A.  the  pumps  or  filter? 
are  of  proportionately  smaller  capacity  and  the  purification  curve 
rises  more  slowly.  As  indicated  by  the  curve,  about  a  week 
would  be  required  to  clean  up  this  pool  on  starting.  At  the  only 
other  two  pools  for  which  we  know  the  rate  of  filtration,  the 
proportional    filter    capacity    is    comparatively    small    and    the 
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Fig.  18.     Repurification  of  Different  Pools  Under  Actual  Operating 
Conditions  during  First  Week  of  Use. 


purification  curves  rise  very  slowly.  Two  weeks  or  more  would 
be  required  to  put  these  pools  in  a  satisfactory  condition.  The 
curve  for  the  Pawtucket  Y.  M.  C.  A.  pool  is  omitted  as  it  is 
practically  identical  with  that  for  the  Newport  Y.  M.  C.  A.  pool. 
In   Fig.    18  are  shown  graphically   the  combined  effect  of 
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these  two  purification  factors  as  they  are  ordinarily  apphed  at 
these  five  pools,  computed  on  the  assumption  that  constant 
daily  amounts  of  dirt  are  introduced  into  the  water  by  bathers. 
The  percentage  purification  at  the  three  pools  which  have  ade- 
quate filter  equipment  and  to  which  considerable  amounts  of 
fresh  water  are  added  at  frequent  intervals  is  observed  to  be 
high.  On  the  other  hand,  the  total  purification  is  very  low  at 
the  two  pools  at  which  filters  of  relatively  small  capacity  are 
operated  only  a  short  time  each  day,  and  at  which  the  amounts  of 
fresh  water  are  also  very  small.  In  Fig.  17  it  was  observed  that 
the  continuous  filtration  curves  for  the  Brown  and  Y.  W.  C.  A. 
pools  were  quite  similar,  with  the  Brown  curve  slightly  below 
the  other,  while  the  curve  for  the  Providence  Y.  M.  C.  A.  was 
considerably  lower  than  the  other  two.  In  Fig.  18  the  com- 
bined purification  curves  for  these  three  pools  as  operated  are 
seen  to  closely  parallel  one  another,  with  the  Brown  curve  at 
the  top.  This  reversal  of  position  is  caused  by  the  fact  that 
while  a  greater  proportion  of  fresh  water  is  added  daily  at  the 
Y.  W.  C.  A.  pool,  and  the  filter  plants  at  both  pools  are  rela- 
tively of  the  same  capacity,  the  Brown  filters  are  operated  two 
hours  longer  each  day.  The  rise  in  the  position  of  the  curve 
for  the  Providence  Y.  M.  C.  A.  is  due  to  the  much  larger  addi- 
tions of  fresh  water  and  to  the  fact  that  the  filters  are  operated 
twenty-four  hours  a  day.  In  the  case  of  the  latter  pool,  the 
limit  of  purification  by  filtration  has  been  reached,  while  the 
other  two  pools  still  have  a  generous  reserve  which  can  be  called 
upon  in  emergency.  Continuing  the  computations  for  the  five 
curves  shown  in  Fig.  18  to  the  end  of  a  year,  we  find  that  the 
purification  for  the  Brown,  Y.  W.  C.  A.  and  Providence 
Y.  M.  C.  A.  pools  would  be  99.81,  99.78  and  99.76  per  cent,  respec- 
tively, while  the  purification  for  the  Pawtucket  Y.  M.  C.  A. 
and  Newport  Y.  M.  C.  A.  pools  would  only  be  about  52  per 
cent,  and  46  per  cent,  respectively.  It  is  readily  seen  from 
these  figures  that  with  the  high  bathing  loads  at  these  latter 
two  pools  a  rapid  accumulation  of  pollution  in  the  water  must 
be  expected  under  the  present  operating  conditions. 
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DiSIXFECTIOX. 

Experience  has  shown  that  it  is  practically  impossible  to 
control  the  bacterial  content  of  the  water  in  a  swimming  pool 
by  any  of  the  previously  described  processes,  and  at  nearly  all 
continuously  operated  pools  some  method  of  disinfection  is 
employed.  Hypochlorite  of  lime,  copper  sulphate,  liquid  chlo- 
rine, ozone  and  ultra-violet  rays,  have  all  been  used  for  this 
purpose  with  more  or  less  success.  Hypochlorite  is  the  disin- 
fectant the  most  commonly  employed,  owing  to  its  low  cost, 
its  ease  of  appliction,  and  its  high  germicidal  power,  and  es- 
pecially owing  to  the  fact  that  unless  used  in  excessive  amounts 
it  is  entirely  broken  down  in  a  short  time  and  leaves  behind 
nothing  which  can  render  the  water  unsuitable  for  bathing. 
Although  much  less  potent  than  hypochlorite  as  a  germicide, 
copper  sulphate  is  much  more  effective  for  destroying  alg^e  and 
other  micro-organisms,  and  for  this  reason  is  of  great  value  for 
the  treatment  of  outdoor  pools,  and  may  also  be  used  to  advant- 
age to  destroy  the  green  growths  which  occasionally  make  their 
appearance  in  indoor  pools. 

Ultra-violet  rays,  ozone  and  liquid  chlorine  are  all  effective 
sterilizing  agents  when  properly  applied  to  clear,  low-colored 
waters  such  as  are  usually  found  in  swimming  pools.  The  chief 
disadvantage  of  each  of  these  agents  lies  in  the  fact  that  it  is 
applied  only  to  the  water  in  the  circulation  system,  and  for 
reasons  discussed  in  the  preceding  chapter  we  can  never  expect 
to  obtain  a  complete  sterilization  of  the  entire  body  of  water 
in  the  pool  under  the  conditions  which  ordinarily  exist.  In  the 
case  of  ozone  and  ultra-violet  rays,  this  difficulty  appears  to 
be  insurmountable.  In  the  case  of  liquid  chlorine,  however, 
it  might  be  possible  to  obtain  practically  the  same  effect  as  with 
hypochlorite  treatment  if  the  chlorine  were  added  in  consider- 
able excess  to  the  water  as  it  is  returned  to  the  pool  and  this 
overtreated  water  was  immediately  and  thoroughly  mixed  with 
the  other  water  in  the  pool. 

At  each  of  the  eight  continuously  operated  Rhode  Island 
pools,  hypochlorite  is  used  as  a  disinfectant.  The  amount  of 
disinfectant  used  and  the  method  and  frequency  of  application, 
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however,  vary  widely  at  the  different  pools.  At  two  pools  no 
attempt  is  made  to  use  definite  amounts,  a  handful  being  scat- 
tered on  the  surface  of  the  water.  At  one  pool,  the  chemical 
is  dissolved  in  water,  strained,  and  the  clear  solution  sprinkled 
over  the  surface;  and  at  another  a  similar  solution  is  added  to 
the  pool  at  the  inlet  from  the  circulation  system.  At  the  other 
four  pools  the  chemical  is  placed  in  a  bag  and  this  bag  is  dragged 
back  and  forth  through  the  water  until  the  disinfectant  has  been 
entirely  dissolved.  The  water  is  disinfected  at  five  of  these 
pools  once  a  week,  twice  a  week  at  two  pools,  and  every  day  at 
the  other  pool.  At  one  pool  the  treatment  is  applied  at  night, 
and  at  all  the  others  it  is  applied  in  the  morning.  The  amount 
of  hypochlorite  used  at  each  treatment  varies  from  9  lbs.  per 
million  gallons  to  33  lbs.  per  million  gallons.  The  amount  of 
disinfectant  and  the  method  and  frequency  of  application  are 
shown  in  Table  2. 

Theoretically,  the  disinfectant  should  be  applied  each  night 
immediately  after  the  bathers  have  left,  in  order  to  immediately 
destroy  any  infectious  material  present  in  the  water.  As  the 
action  of  hypochlorite  is  very  rapid  there  should  be  immediate 
and  thorough  admixture  with  the  water  in  the  pool,  and  this  is 
more  successfully  accomplished  by  the  use  of  the  bag  method 
described  above  than  by  the  use  of  a  solution.  The  practice  of 
using  dry  hypochlorite  on  the  surface  should  be  discouraged,  as 
undissolved  particles  are  likely  to  remain  on  the  surface  of  the 
water  and  afTect  the  eyes  of  the  bathers.  The  amount  of  disin- 
fectant employed  should  be  sufficient  to  cause  an  effective  steri- 
lization of  the  water,  but  any  large  excess  must  be  avoided  or 
irritations  of  the  eyes  and  mucous  membranes  may  be  caused. 

At  Brown  University  the  operation  of  the  pool  is  supervised 
by  the  professor  of  bacteriology,  and  at  the  Newport  Y.  M.  C.  A. 
the  operator  received  occasional  assistance  from  the  bacteriolo- 
gist of  the  local  water  company.  Except  in  these  two  instances 
the  operators  of  the  various  Rhode  Island  pools  have  been  work- 
ing completely  in  the  dark,  with  no  means  of  knowing  anything 
as  to  the  effectiveness  of  their  disinfection  and  purification 
methods,  and  this  is  also  undoubtedly  the  situation  at  the  ma- 
jority of  other  pools  in  the  East.     Judging  from  my  own  ex- 
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perience,  swimming-pool  operators  generally  would  welcome 
expert  advice  and  assistance  if  they  could  obtain  it,  and  it  cer- 
tainly would  appear  that  the  swimming-pool  problem  is  of  suf- 
ficient importance  to  warrant  this  advice  and  assistance  being 
given  through  supervision  by  the  public  health  authorities. 

Quality  of  Water. 

For  reasons  which  have  been  stated,  analyses  have  not 
been  made  of  samples  from  the  open-air  pool  at  the  State  Sana- 
toruim,  and  from  the  three  pools  at  the  U.  S.  Naval  Training 
Station.  Both  chemical  and  bacterial  analyses  were  made  on 
many  samples  from  the  other  Rhode  Island  pools  although  the 
amount  of  time  which  could  be  devoted  to  each  pool  was  en- 
tirely too  small  to  fully  determine  the  effect  of  individual  varia- 
tions in  operating  detail.  The  analytical  results,  however,  do 
indicate  the  general  effectiveness  of  the  sanitary  practice  at  the 
various  pools. 

The  conditions  in  a  swimming  pool  are  extremely  favorable 
for  growths  of  the  ordinary  types  of  water  bacteria.  Growths  of 
those  types  which  are  determined  at  body  temperature  and  of 
B.  coli  have  also  occasionally  been  observed  in  waters  where 
the  temperature  conditions  were  similar  to  those  maintained  in 
some  of  these  pools.  In  any  interpretation  of  bacterial  analyses 
of  swimming-pool  water,  therefore,  these  facts  must  be  given 
due  weight. 

Although  it  is  highly  desirable  that  water  to  be  used  for 
bathing  should  be  of  good  quality,  it  is  the  opinion  of  many 
sanitarians  that  the  standards  of  purity  of  waters  used  exclu- 
sively for  this  purpose  may  safely  be  made  somewhat  lower  than 
those  for  drinking  water.  For  example  one  writer  has  proposed 
a  standard  of  "  not  more  than  10  B.  coli  per  cc,"  which  would 
permit  swimming-pool  waters  to  contain  something  like  two 
hundred  times  as  many  B.  coli  as  are  permitted  in  the  drinking 
waters  used  on  trains  and  boats  and  interstate  service.  As  to 
whether  such  a  standard  is  both  safe  and  fair,  and  whether  the 
same  standard  should  be  applied  to  all  waters  used  for  bathing 
whether  in  swimming  pool  or  at  bathing  beaches  are  questions 
which    demand    serious    consideration.     This    much    is    certain. 
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however,  that  if  the  quahty  of  the  water  in  our  swimming  pools 
is  as  good  as  that  of  our  pubHc  water  supphes  we  have  at  least 
provided  a  water  for  bathing  which  is  inside  the  safety  limit. 

For  the  benefit  of  those  who  may  be  unfamiliar  with  the 
interpretation  of  water  analyses,  it  may  not  be  out  of  place  to 
state  here  that  owing  to  the  limitations  of  our  analytical  methods 
it  is  not  practicable  to  determine  the  presence  or  absence  of 
disease-producing  organisms  in  w^ater.  The  types  of  bacteria 
which  we  include  under  the  term  B.  coli,  and  for  which  we  make 
tests,  are  not  in  themselves  believed  to  be  harmful,  but  being 
probably  of  human  or  animal  origin  they  are  used  as  an  index 
by  which  we  may  measure  the  probable  degree  of  pollution  of  a 
water. 

In  the  case  of  four  pools,  the  results  of  all  analyses  showed 
the  water  to  compare  favorably  in  bacterial  quality  with  the 
public  water  supply  of  the  cities  in  which  they  were  located. 
In  the  case  of  five  other  pools,  samples  were  also  obtained  at 
times  which  would  pass  our  drinking-water  standards,  although 
at  other  times  the  water  was  not  of  such  good  quality. 

At  three  of  the  pools  samples  taken  early  in  the  investiga- 
tion showed  very  high  bacterial  counts.  At  two  of  these.  Provi- 
dence Y.  M.  C.  A.  and  Newport  Y.  M.  C.  A.,  certain  changes 
were  made  in  the  operating  methods,  and  samples  taken  later 
were  of  much  better  quality.  The  pool  at  the  Army  and  Navy 
Y.  M.  C.  A.  was  closed  soon  after  the  first  series  of  analyses  were 
made,  and  subsequent  samples  could  not  be  obtained.  At  five 
of  the  pools  B.  coli  were  found  in  lo  cc.  of  the  water  in  occasional 
samples.  In  no  case  was  B.  coli  detected  in  one-tenth  cubic 
centimeter  of  the  water  from  any  swimming  pool,  and  only  in 
one  instance,  a  sample  from  the  Aborn  Street  Baths,  was  the 
organism  found  in  a  volume  as  small  as  one  cubic  centimeter. 
As  the  water  with  which  this  pool  was  filled  gave  frequent  posi- 
tive tests  for  B.  coli  in  one  cubic  centimeter  at  this  time,  the 
origin  of  the  organisms  found  in  this  sample  is  at  least  open  to 
question.  The  results  of  bacterial  analyses  of  the  water  from 
these  various  pools  are  shown  in  Table  3. 

In  connection  with  our  bathing  load  figures,  it  was  very 
desirable  that  we  should  have  some  definite  information  as  to 
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TABLE  3. 
Results  of  Bacterial  An.alyses  of  Rhode  Island  Swimming  Pools. 


Average  Bacteria  per  cc. 


20°  C 


37°  C 


TotaL        Red. 


Occurrence   of    B.  Coli 
IN  Any  Sample. 


0.1  cc. 

i.o  cc. 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

Brown  University 

Providence  Y.  M.  C.  A 

Pawtucket  Y.  W.  C.  A 

Pawtucket  Y.  M.  C.  A 

Newport  Y.  M.  C.  A 

Newport     Army     and     Navy 

Y.  M.  C.  A 

Woonsocket  Y.  M.  C.  A 

Moses  Brown  School 

Pawtucket  Boys'  Club 

Aborn  Street  Baths 

Lundin    Baths 


ID 

3 

I 

17  000 

2 

0 

150 

0 

0 

32 

6 

I 

17  000 

2 

I 

28  000 

65 

3 

5500 

4 

I 

380 

I 

I 

I  300 

10 

0 

13500 

30 

17 

140 

2d> 

II 

the  amount  of  pollution  introduced  into  the  water  by  each 
bather.  As  the  pool  at  the  Pawtucket  Boys'  Club  is  refilled 
each  Monday  and  the  pool  at  the  Pawtucket  Y.  M.  C.  A.  is 
cleaned  and  disinfected  on  the  same  day,  and  as  neither  pool 
receives  any  further  treatment  during  the  remainder  of  the  week, 
it  seems  probable  that  data  on  mass  pollution  might  be  obtained 
by  an  extensive  study  of  these  pools.  The  results  of  analyses 
of  series  of  daily  samples  from  these  pools,  however,  failed  en- 
tirely to  yield  the  desired  information.  In  both  pools  there  was 
an  increase  in  the  bacterial  content  of  the  water  during  the  first 
and  second  days  of  use,  but  no  proportionate  increase  was  ap- 
parent on  succeeding  days,  and  at  the  end  of  the  week  the  num- 
bers of  bacteria  were  not  unduly  large.  Furthermore,  no  regu- 
lar change  in  the  chemical  quality  of  the  water  could  be  detected 
by  the  ordinary  analytical  methods. 

Even  after  long  use  the  water  in  the.se  pools  which  were 
provided  with  repurification  systems  was,  generally  speaking,  of 
lower  color  and  better  appearance  and  sometimes  of  better 
chemical  quality  than  the  city  water  which  was  used  in  filling 
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them.  A  certain  increase  in  the  soluble  constituents  was  usually 
to  be  observed  as  these  pools  were  continued  in  use.  In  one 
instance  an  increase  of  50  parts  per  million  in  hardness  was  noted 
during  an  interval  of  129  days,  and  in  another  instance  the 
chlorine  increased  about  20  parts  in  53  days.  Increases  in  free 
ammonia  and  in  nitrates  amounting  to  about  2.0. parts  in  56 
days  and  131  days  were  also  noted,  respectively.  In  the  ma- 
jority of  cases,  however,  the  total  accumulated  amounts  of  these 
soluble  ingredients  were  no  greater  than  the  amounts  found  at 
times  in  certain  of  our  public  water  supplies. 

DISCUSSION. 

The  Brooklixe  Swimming  Pool. 

Mr.  L.  K.  Nasox.*  The  Brookline  swimming  pool  is  the 
oldest  municipal  swimming  pool  in  this  country.  It  was  opened 
twenty-one  years  ago  January  i.  Pools  at  that  time  were  con- 
fined mostly  to  local  well-to-do  clubs  and  some  few  colleges. 
So  the  architect  who  planned  the  Brookline  pool  did  not  have 
the  data  which  has  been  available  for  the  last  eighteen  years, 
but  had  to  obtain  his  information  from  England  and  Germany. 
That  he  did  a  good  job  is  evidenced  by  the  fact  that  the  pool 
has  stood  for  twenty-one  years,  and  has  never  leaked.  We  have, 
within  the  past  year,  made  a  considerable  number  of  changes 
there,  but  not  in  the  pool  construction  itself.  We  have  added 
dressing  rooms  around  the  sides  of  the  pool  and  put  in  a  new 
gutter.  The  type  of  pool  that  the  architect  built  at  that  time 
is  a  type  we  are  now  building  in  some  cases,  but  most  of  them 
now  are  entirely  of  concrete  with  an  inner  layer  of  mosaic  or 
tile.  The  Brookline  pool  has  a  concrete  outer  shell  lined  with 
glazed  bricks.  Another  type  has  a  thin  shell  of  about  6  or  8 
ins.,  —  waterproofed  with  tarred  paper,  —  then  a  lining  of  com- 
mon bricks,  then  a  lining  of  about  an  inch  of  cement,  and  finalh' 
a  mosaic  lining  placed  over  that.  Some  of  the  early  pools  were 
built  with  a  patent  water-tight  concrete,  but  they  did  not  work. 
The  only  patent  concrete  waterproofing  is  a  good  inspector  on 
the  job. 

*  Director  of  the  Brookline  Municipal  Swimming  Pool. 
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The  Brookline  pool,  as  I  said,  has  an  outside  shell  with  a 
brick  lining.  It  is  in  a  T-shaped  building,  —  the  office  being 
in  the  center  of  the  headhouse.  At  the  time  it  was  built,  on 
the  right  of  the  office  was  a  small  instruction  pool,  15  ft.  by  10 
ft.,  and  on  the  left-hand  side  of  the  door  as  you  entered  was  a 
common  shower  bath  in  which  the  people  of  the  town  had  a 
perfect  right  to  take  a  shower,  towels  and  soap  being  supplied 
free.  I  think  Brookline  and  Chicago  are  the  only  municipalities 
which  furnish  absolutely  free  baths.  We  have  now  on  each 
side  of  the  pool  31  dressing  rooms,  and  on  the  right  upstairs  w^e 
have  18  private  shower  baths.  The  pool  is  placed  in  the  rear 
of  the  building.  It  is  26  by  80  ft.,  and  is  4  feet  deep  at  its  shal- 
low end  and  7I  ft.  at  the  deep  end.  Whether  or  not  steps  are 
needed  depends  a  good  deal  on  what  the  pool  is  to  be  used  for. 
I  believe  where  women  and  girls  are  to  use  the  pool,  one  flight 
of  steps  should  be  placed  at  each  end.  Where  only  men  and 
boys  use  the  pool  the  steps  can  be  omitted.  The  pool  has  an 
overflow  gutter  around  the  four  sides  of  the  tank.  The  water 
enters  at  one  end  and  goes  out  at  the  other.  The  tank  holds 
75  000  gals,  of  water,  which  is  obtained  from  the  town  supply, 
and  is  heated  by  an  injection  of  steam  as  it  passes  in  through  a 
pipe.  The  water  is  filtered  by  three  Norwood  filters.  There 
were  two  reasons  for  choosing  the  Norwood  filter.  One  was 
that  it  has  three  units  independent  of  each  other.  If  one  breaks 
down,  you  still  have  the  other  two.  The  main  reason  is  simply 
that  when  you  have  cleaned  out  the  tank  with  the  Norwood 
filter  and  have  used  the  water  that  is  in  the  pool,  it  thereby 
gives  you  the  opportunity  of  replacing  the  water  in  the  pool 
wuth  fresh  water,  so  you  can  keep  your  pool  water  much  livelier 
and  add  fresh  water  much  oftener  than  if  you  use  a  one-unit 
system,  where  you  have  to  use  fresh  or  city  water  to  clean  your 
filters.  The  pool  as  it  stands  cost  some  $65000;  $50000 
when  it  was  first  built,  and  $15  000  for  renovations.  There 
has  been  an  attendance  of  over  i  662  000  since  operation  started. 
We  have  a  lot  of  swimming  events  at  Brookline,  and  at  one  end 
of  the  pool  we  have  an  opportunity  to  put  up  bleachers  on  which 
we  can  seat  600.  There  is  now  an  8-in.  walk  all  the  way  around 
it,  and  there  is  a  coping  around  the  edge  14  ins.  wide  and  6  ins. 
above  the  floor,  so  that  no  water,  after  it  splashes,  can  go  back. 


264  BOSTON    SOCIETY   OF    CIVIL    ENGINEERS. 

The  matter  of  operation  has  three  distinct  features,  de- 
pending entirely  upon  the  size,  the  type  of  people  who  are  to 
use  the  pool,  and  where  it  is  located.  The  size  of  a  pool  makes 
it  easy  or  extremely  difficult  for  those  who  use  it  to  keep  it  clean. 
It  is  fairly  easy  for  a  college  or  some  well-to-do  club  to  keep  its 
pool  clean,  because  the  type  of  people  who  use  it  have  some  idea 
of  personal  hygiene,  and  when  a  notice  is  put  up  to  remove  cloth- 
ing and  take  a  shower  bath  using  soap,  —  they  will  obey  the 
rules;  but  where  a  pool  is  to  be  used  by  a  municipality  where 
they  have  from  400  to  600  youngsters  a  day,  and  people  from  the 
section  of  the  town  where  they  do  not  believe  in  hygiene,  —  it 
is  another  problem  to  enforce  the  regulations.  So  a  constant 
supervision  of  the  pool  is  necessary  if  you  are  to  obtain  results 
which  will  be  satisfactory.  We  will  not  find  that  in  a  pool 
which  is  catering  to  the  boys  or  people  of  the  slums,  it  will 
be  possible  to  keep  the  bacteria  down  to  such  a  low  figure  as 
in  that  of  a  well-to-do  club.  In  our  pool  at  Brookline  we  have 
on  some  days  from  400  to  500  youngsters,  the  next  morning  we 
will  have  100  to  150  women  from  the  best  section  of  the  town. 
Our  problem  is  not  only  to  keep  the  pool  in  shape  for  the  young- 
sters, but  also  for  the  esthetic  women  who  come  from  some  of 
our  well-to-do  homes,  and  who  feel  that  the  slightest  bit  of  dirt 
that  can  be  found  is  a  subject  for  complaint.  Efficient  super- 
vision, to  my  mind,  is  the  greatest  factor  in  keeping  a  pool 
sanitary.  You  may  have  all  the  appliances  you  can  buy,  — 
you  may  make  a  study  of  how  best  to  disinfect  the  pool,  how  to 
use  the  filters,  how  to  keep  the  water  at  a  certain  temperature, 
—  and  yet,  if  you  have  no  person  on  your  staff  who  is  very 
much  interested  in  the  swimming  pool,  you  will  find  it  will 
degenerate  at  least  thirty  per  cent,  and  the  results  you  reach 
will  be  far  short  of  what  you  expected.  We  keep  the  water  at 
a  temperature  of  from  75  to  78  degrees  Fahr.  The  temperature 
of  the  room  has  to  go  up  naturally  with  the  temperature  of  the 
water,  so  the  temperature  of  the  room  is  70  to  80  degrees  at 
Brookline. 

The  department  owns  every  suit  and  every  towel,  and  no 
outside  ones  are  allowed.  Shoes  and  stockings  are  not  allowed, 
but  we  insist  that  women  shall  wear  caps.     A  cleansing  shower 
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bath,  with  soap,  is  required  of  every  one  before  entering  the 
pool.  Concerning  our  particular  pool,  it  is  used  by  an  average 
of  200  to  300  a  day,  and  last  August,  on  a  very  hot  day,  over 
830  people  used  it.  So  it  is  some  little  problem  to  keep  the  pool 
sanitary  for  the  next  morning,  when  the  women  come.  By  the 
constant  use  of  disinfectant  and  by  constant  vigilance,  we  have 
been  able  so  far  to  keep  the  bacteria  very  low.  That  is  some- 
thing I  do  not  have  to  bother  about  much,  because  our  town 
board  of  health  maintains  a  rigid  inspection,  and  if  it  finds  that 
anything  is  wrong  it  is  reported  to  me  at  once.  I  recall  that 
when  we  changed  our  pool  we  had  a  foot  of  water  less  for  two 
days.  I  experimented  to  see  if  we  had  to  add  more  disinfectant, 
and  the  inspector  of  the  board  of  health  reported  to  me  that  the 
number  of  bacteria  was  just  a  little  higher  than  it  ought  to  be. 
I  was  very  much  interested  in  the  figures  thrown  on  the  screen 
showing  the  effect  of  adding  disinfectant.  At  Brookline  we 
have  75  000  gals,  of  water,  and  we  add  2  lbs.  of  chloride  of  lime 
each  night.  It  is  done  by  the  old-fashioned  method  of  putting 
it  in  a  bag,  which  our  janitor  drags  over  the  surface.  I  have 
looked  into  the  matter  of  the  ultra-violet  ray  and  chlorine  tanks, 
and  I  am  perfectly  satisfied,  as  long  as  our  board  of  health  does 
not  object,  to  use  our  own  system,  because  our  janitor  has  orders 
to  use  only  2  lbs.  of  chloride  of  lime  each  night,  and  as  that  is 
all  he  is  given,  I  know  it  is  used.  The  average  man  in  a  janitor's 
position  does  not  realize  the  importance  of  a  matter  of  this  sort, 
and  some  night  he  might  forget;  so  each  week  our  man  is  appor- 
tioned his  12  lbs.  of  chloride  of  lime,  and  each  day  that  is  checked 
up  to  see  that  2  lbs.  have  been  used.  We  use  2  lbs.  of  alum  per 
day.  At  Brookline,  when  the  pool  was  first  built,  it  was  emp- 
tied every  two  weeks.  Then,  as  it  was  impossible  to  keep  the 
bacteria  below  the  danger  point,  it  was  emptied  every  week, 
and  finally  each  night.  That  was  done  for  five  or  six  years,  at 
a  cost  of  about  $4  200.  To-day  we  empty  it  every  two  weeks. 
When  we  emptied  it  each  night  we  could  not  see  the  bottom  of 
the  pool.  It  takes  now  three  days  to  clear  out  our  pool  so  that 
you  can  see  the  bottom.  Our  filters  have  a  capacity  of  75  000 
gals,  every  ten  hours,  and  that  is  the  capacity  of  our  pool.  Our 
filters  are  never  shut  down.     We  continuallv  add  fresh  water. 
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We  have  a  small  water  tank  into  which  steam  is  played,  and 
from  which  a  pipe  leads  directly  to  the  alum  accumulator  tank. 
That  enters  the  tank  and  passes  from  the  tank  to  the  water 
going  into  the  filters,  so  we  have  a  one-inch  pipe  flowing  into  our 
pool  all  the  time. 

The  overflow  gutter  is  a  good  thing  when  used  as  it  should 
be.  But  to  be  of  service  the  water  must  be  continually  kept 
at  the  edge  of  the  gutter.  The  thought  I  have  of  the  gutter  is 
that  when  a  man  cVwes  with  a  splash,  the  water  should  go  into 
the  gutter. 

Regarding  the  adding  of  fresh  water,  as  I  said,  the  cleaning 
of  our  filters  is  done  every  morning.  It  takes  about  a  foot  of 
water  out  of  our  pool  to  clean  our  filters  as  they  should  be  cleaned. 
So  you  see  our  pool  is  filled  actually  oftener  than  every  two 
weeks.  On  Tuesday  and  Thursday  afternoons,  when  we  have 
the  little  fellows  in,  our  pool  is  dropped  down  eighteen  inches 
below  the  top.  Then  it  is  brought  up  to  the  top,  so  we  use  a 
foot  and  a  half  of  water  on  these  two  days. 

One  of  the  greatest  troubles  we  had  with  the  old  pool  was 
that  so  many  people  got  cold  after  using  it,  as  they  had  to  dress 
in  the  same  atmosphere  that  they  took  a  swim  in.  That  is  one 
of  the  reasons  why  we  took  our  dressing  rooms  from  the  side  of 
the  pool.  They  are  now  kept  at  from  65  to  70  degrees,  so  that 
after  a  person  leaves  the  hot  room  he  does  not  have  to  dress  in 
such  a  hot  atmosphere. 

Fig.  19  shows  the  hair-drying  room,  and  Fig.  20  gives  a 
general  view  of  the  pool.  A  suction  motor  takes  hot  air  from 
the  closed  radiator  below,  and  passes  it  through  2-in.  pipes.  That 
is  something  I  have  worked  out  myself,  and  it  is  very  satis- 
factory. Where  you  have  to  handle  women  and  girls  in  the  winter 
time,  some  arrangement  must  be  made  to  dry  their  hair. 

A  water  suction  system,  furnished  by  the  Sanitary  Dust 
Removing  Company,  has  been  installed  to  remove  the  dirt 
which  is  bound  to  accumulate  on  the  bottom  of  the  pool.  This 
is  done  every  morning  before  the  pool  is  used  at  all.  Then 
every  tvvo  weeks  the  pool  is  emptied  and  washed  with  acid.  The 
brush  sucks  up  the  dirt  from  the  bottom.  This  is  done  at  the 
same  time  that  the  pump  sucks  the  water  up.     The  bottom  is 
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concrete,  with  mosaic  tile  over  it.  You  will  find  some  pools 
now  with  cement  bottoms  only,  which  is  dangerous  from  the 
fact  that  you  cannot  see  the  bottom.  That  is  the  reason  we 
put  in  the  filter  at  Brookline,  because  of  the  danger  of  somebody 
drowning.  Where  we  handle  from  600  to  800  a  day,  it  means 
that  we  must  be  constantly  on  the  alert  to  see  that  youngsters 
do  not  get  drowned.  Some  people  have  said:  "  How  can  you 
handle  800  people  in  one  day  in  a  swimming  pool  26  ft.  by  80  ft.?  " 
We  do  it  by  having  half-hour  periods.  On  each  side  of  the 
entrance  to  the  building  there  are  two  dressing  rooms.  It  is 
arranged  so  that  while  the  boys  or  parents  are  undressing  or 
dressing  on  one  side,  those  from  the  other  side  are  in  the  pool. 
We  run  half-hour  periods.  At  ten  minutes  of  the  hour  we  let 
in  one  side.  On  the  hour  the  other  side  comes  out.  We  allow 
ten  minutes  for  the  boys  to  undress  and  get  ready  to  enter  the 
pool.  We  have  a  rigid  law  there  in  regard  to  boys  especially 
and  small  girls,  —  that  they  must  present  themselves  to  an 
attendant  who  must  pass  them  before  they  can  enter  the  pool. 
For  the  women  and  men  we  have  a  period  of  forty  minutes, 
which  is  the  longest  allowed.  I  feel  that  that  is  long  enough 
for  anybody.  There  have  been  since  the  pool  was  opened, 
twenty-one  years  ago,  i  668  000  people  in  attendance  although 
not  all  have  used  the  pool,  because  a  large  number  of  people 
use  our  bathhouse  and  take  shower  baths.  I  will  give  you  last 
year's  figures;  so  that  you  can  perhaps  see  what  proportion  use 
our  pool.  The  number  using  the  swimming  pool  last  year  was 
65  073.  The  number  taking  shower  baths  and  not  using  the 
pool  was  17  797,  — making  a  total  attendance  of  83  879.  The 
number  of  residents  who  used  the  pool  was  61  000  and  the  num- 
ber of  non-residents  4073.  The  number  of  three  free  lessons 
given  to  the  people  of  Brookline  was  5  365.  Eighty-five  per 
cent,  of  the  children  of  Brookline  know  how  to  swim,  and  we  are 
now  taking  them  as  young  as  eight  years  of  age  and  giving  them 
free  lessons,  because  I  feel  that  if  a  boy  graduates  from  the 
grammar  school  without  knowing  how  to  swim,  the  chances  are 
that  he  will  not  learn  to  swim.  The  number  of  lessons  given  last 
year  was  i  975,  and  the  receipts  $4  272.  It  is  pretty  hard  to  give 
the  expense  of  the  department  because  our  swimming  pool  and 
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gymnasium  department  are  run  as  one  department,  —  but  I 
figure  it  at  about  $i6  ooo.  For  the  gymnasium  and  bath  de- 
partment there  was  appropriated  last  year  $29  200.  The  pool  in 
Brookline  is  used  by  people  from  nearly  every  section  of  the  town. 
We  have  to  make  different  arrangements  so  that  each  section  of 
the  town  can  be  reached.  We  have  free  periods  and  five-cent 
periods  for  the  children,  so  that  the  poor  boy  has  just  as  good 
an  opportunity  of  using  our  pool  as  the  rich  boy.  In  the  morn- 
ing it  is  nothing  unusual  to  see  twelve  automobiles  before  our 
swimming  pool,  and  on  Friday  night,  which  is  given  over  to  men 
only,  you  will  find  35  to  70  men  in  the  pool.  We  use  a  small 
trunk  for  men  and  a  one-piece  loose  suit  for  women,  made  from 
our  own  designs.  As  I  said  before,  we  are  kept  constantly  on 
the  alert  to  keep  up  the  standard  of  the  pool,  and  I  have  one 
man  who  sees  that  the  rules  of  the  department  are  carried  out 
and  that  our  rooms  are  kept  clean.  By  giving  him  the  power 
to  carry  on  the  department  under  my  supervision,  we  obtain 
results.  When  we  had  the  infantile  paralysis  scare  the  question 
came  up  of  closing  our  pool.  The  board  of  health  said,  "  No, 
that  is  one  of  the  best  assets  we  have,"  —  so  we  kept  it  open. 
During  the  twenty-one  years  it  has  been  open  there  has  never 
been  any  epidemic  of  any  kind.  It  is  a  constant  problem  to 
keep  it  clean;  yet  when  one  is  interested  in  it,  although  he  may 
not  be  able  to  keep  it  perfectly  clean,  he  can  keep  it  in  shape 
where  it  will  not  be  dangerous  to  the  health  of  people. 

Mr.  Scaife.*  —  We  are  building  a  very  large  pool,  —  a 
pool  that  will  hold  130000  gals,  of  water.  At  Hartford,  Conn., 
where  I  have  been  for  the  last  five  or  six  years,  we  have  been 
using  the  liquid  gas  with  apparatus  made  by  the  Wallace  and 
Tiernan  Company  of  New  York,  that  dispenses  the  chlorine 
automatically.  Our  circulating  pumps  were  circulating  water 
at  the  rate  of  100  gals,  a  minute.  That  meant  that  we  needed 
a  drop  of  gas  every  sixty  seconds.  We  circulated  the  full  con- 
tents of  the  pool  every  twenty-four  hours,  and  after  six  months' 
use,  with  an  average  of  300  to  400  a  day  using  the  pool,  speci- 
mens of  water  taken  at  six  o'clock  and  one  at  night  showed  six- 
teen   bacteria    per    cubic    centimeter    and    absolutely    no    colon 
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bacilli  whatever.  At  the  Waterbury  pool,  disinfected  in  the 
same  manner,  after  six  months'  use  by  women  and  children, 
it  showed  absolutely  no  bacteria  whatever  from  the  tests.  The 
beauty  of  the  liquid  gas  is  that  it  works  automatically.  You  do 
not  have  to  depend  on  the  janitor  to  see  that  your  chlorine  is 
properly  mixed,  and  from  my  experience  I  think  it  is  a  wonder- 
ful apparatus. 

Frederic  Bonnet,  Jr.*  —  In  our  work  at  the  Worcester 
Boys'  Club  and  at  the  Worcester  Academy  we  began  with  a  clean 
pool  and  fresh  water.  The  accompanying  diagram,  Fig.  21, 
shows  the  results  obtained  at  the  Boys'  Club.  The  pool  was 
emptied  on  February  20.  and  you  will  note  that  the  bacteria  rose 
to  about  175  000  in  three  days.  They  then  diminished  toward 
the  end  of  the  week.  This  is  the  accustomed  cur\e  for  a  pool 
using  no  disinfectants.  On  the  26th,  3  ozs.  of  copper  sulphate 
were  used  every  day  with  very  little  effect.  About  March  3, 
there  was  a  decided  drop  to  about  100,  then  there  was  a  rise 
although  we  changed  the  application  of  the  copper  sulphate  by 
treating  on  alternate  days  with  6  ozs.  The  increase  was  slight 
but  tended  to  remain  constant  at  about  i  000  bacteria  per  cubic 
centimeter.  On  March  12,  common  salt  was  added  to  the  pool, 
so  that  the  chlorine  in  the  pool  was  50  parts  per  million.  This 
helped  the  copper  sulphate  in  a  very  surprising  way  and  prac- 
tically gave  us  a  sterile  pool  for  some  time.  About  April  7, 
however,  certain  types  of  bacteria  began  to  develop  and  there 
was  a  rapid  increase  in  the  number  of  bacteria  present.  We 
therefore  decided  to  use  a  small  quantity  of  bleaching  powder  to 
get  rid  of  these  aftergrowths,  and  in  this,  as  you  see,  we  were 
quite  successful.  The  curve  for  the  Worcester  Academy  cor- 
responds perfectly  with  that  of  the  Boys'  Club.  You  will  note 
by  this  alternating  treatment  of  copper  sulphate  and  bleaching 
powder  that  the  amount  of  bleaching  powder  which  was  neces- 
sary to  -give  a  sterile  pool  was  very  much  less  than  would  have 
been  the  case  had  the  bleaching  powder  alone  been  used.  Dur- 
ing the  past  year  Worcester  Academy  has  been  operating  their 
pool  along  this  line,  and  we  have  been  making  weekly  bacterial 
counts,  and  the  pool  has  been  kept  in  practically  a  sterile  con- 

*  Professor  of  Chemistry,  Worcester  Polytechnic  Institute.  Worcester,  Mass. 
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dition,  occasionally  the  number  of  bacteria  rising  to  100,  but  for 
most  of  the  time  the  plates  are  practically  sterile.  One  inter- 
esting matter  in  connection  with  the  Academy  pool  was  the  dis- 
integration of  the  cement  which  held  the  small  tile  in  place. 
Owing  to  the  treatment  of  the  water,  this  disintegration  was 
laid  to  the  chemicals  which  had  been  added  to  the  water  for 
sterilizing  purposes.  Further  investigation  showed  that  this 
disintegration  would  have  proceeded  even  without  the  steriliz- 
ing chemicals.  Further  investigation  shows  that,  in  placing 
the  tile,  cement  had  been  used  without  waterproofing.  The 
most  important  point  in  the  construction  of  the  pool  itself  is  to 
build  it  with  waterproof  materials,  so  that  the  water  may  not 
penetrate  behind  the  tile,  dissolve  the  bonding  material  and 
thus  loosen  the  tile.  If  properly  waterproofed  this  cannot  take 
place.  The  pool  was  drained,  all  the  cement  was  taken  out  as 
far  as  possible,  with  a  wire  brush,  and  the  spaces  replaced  with 
waterproofing  cement,  and  so  far  as  I  know  has  stood  out  very 
well  since  that. 

Answers  to  Questions  Propounded  by  Swimming-Pool  Operators. 

1.  Why,  when  and  how  much  alum  should  be  used  in  treating  the  water  in  a 

swimming  pool? 

2.  Why,  when  and  how  much  alkali  (soda  ash?)  should  be  used? 

The  amount  of  alum  which  should  be  used  depends  upon  the 
quality  of  the  water  used.  If  the  water  is  hard,  due  to  bicarbonate  of 
lime  (alkalinity),  a  good  precipitate  will  be  formed  with  a  small  amount 
of  alum.  If  the  hardness  is  due  to  incrustants  (CaS04)  it  becomes 
necessary  to  add  soda  ash  to  give  a  proper  precipitate. 

One  grain  per  gallon  of  alum  requires  at  least  7.7  parts  per  million 
of  alkalinity  to  give  a  precipitate,  or  i  grain  per  gallon  of  alum  requires 
8.2  parts  per  million  of  soda  ash  equivalent  to  68  lbs.  per  million  gallons. 

3.  How  can  growths  be  controlled? 

Growths  can  be  controlled  by  cleaning  pool  and  scrubbing  down 
walls  with  a  solution  of  copper  sulphate  before  refilling  pool. 

4.  Why  does  heating  the  water  for  the  pool  cause  growths  in  a  pool  lighted 

only  by  electricity  (if  such  is  true)? 

(The  growths  are  not  specified  —  Growths  develop  in  an  ice-box 
drain  which  may  be  in  the  dark.) 

5.  How  can  dark-colored  water  be  made  clear? 

Dark-colored  water  can  be  made  clear  by  treatment  with  alum 
(very  small  amount)  or  alum  and  soda  ash  (see  i  and  2),  settling,  filter- 
ing, or  both. 
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6.  How  often  should  the  water  in  a  pool  be  changed? 

This  depends  upon  the  individual  case  —  and  I  should  say  "  when 
it  needs  it." 

7.  How  can  stains  on  the  tile  floors,  coming  from  the  bathers'  feet  and  the  use 

of  rubber  mats,  be  removed,  or  prevented? 

Sometimes  by  scrubbing  spots  with  a  little  muriatic  acid. 

8.  What  disinfectants  give  the  best  satisfaction  in  keeping  the  water  free 

from  pathogenic  bacteria  and  at  the  same  time  being  odorless,  tasteless 
and  harmless  to  the  eyes  and  skin? 

Ozone  ^ — see  Public  Health  Reports,  March  i,  1918. 

9.  What  is  the  best  method  of  keeping  the  bottom  and  sides  of  the  pool  clean? 

Scrubbing  with  a  weighted  brush  daily  and  giving  a  thorough 
scrub  when  pool  is  emptied. 

Levi  H.  Greenwood.*  —  The  swimming  pool  in  Gardner 
resembles  the  Brookline  tank  in  its  arrangement  very  much. 
We  have  also  an  outside  pool  about  100  yds.  across  in  one  di- 
rection and  80  in  the  other.  It  is  located  on  the  bank  of  a  pond 
which  is  the  town  water  supply.  Across  one  end  of  this  pond 
runs  a  railroad  track  dividing  one  part  of  it  from  the  main  town 
water  supply.  This  little  bay  was  gradually  drying  up  and  being 
filled  up  when  we  took  it  and  decided  to  build  a  bath  house 
there,  —  dig  the  pond  out  and  make  an  outside  swimming  pool. 
We  had  to  take  out  from  four  to  six  feet  of  muck  all  over 
the  pond.  We  took  it  our  with  tip-carts,  and  to  get  the  balance 
of  it  out,  tried  to  blow  it  out  with  fire  hose  and  finally  took 
it  out  with  wheelbarrows.  Altogether  we  expended  about  ten 
thousand  dollars  on  the  cleaning  out  of  that  pond  and  calk- 
ing the  bottom  with  gravel,  grading  and  sodding  the  banks. 
In  the  summertime  we  use  that  for  bathers  in  the  daytime  and 
the  inside  one  in  the  evening.  We  have  been  bothered  very 
considerably  ev^er  since  we  started,  by  the  growth  of  algae. 
That  is  the  onl}^  trouble  we  have  had  with  it.  The  algse  grows 
and  forms  clusters  or  gobs,  which  float  around  in  the  water  for 
about  ten  days  in  the  early  part  of  the  summer.  Then  that 
disappears.  We  have  tried  everything  we  can  think  of  to  get 
rid  of  that  condition,  which  is  not  at  all  dangerous,  but  decidedly 
unpleasant  to  bathers.  Of  course  we  use  hypochlorite  of  lime 
for  the  bacteria  and  copper  sulphate  for  that  vegetable  growth, 

*  Trustee,  Gardner,  Mass.,  Municipal  Swimming  Pool. 
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and  while  that  helps  the  matter  somewhat  it  has  not  yet  cured 
it.  After  ten  days  or  so  we  get  rid  of  it,  —  whether  it  dies  a 
natural  death  or  whether  its  death  is  mostly  caused  by  copper 
sulphate  I  am  not  sure.  Of  course  we  shall  never  get  a  clear 
water  in  the  outside  pool  such  as  we  have  in  the  inside  pool, 
because  it  is  not  filtered  water  and  the  natural  supply  is  not  as 
clear  as  filtered  water,  but  we  would  very  much  like  information 
as  to  how  we  can  overcome  the  growth.  We  are  bothered  by 
an  algae  growth  even  in  the  inside  pool,  which  will  begin  to  dis- 
color the  tank  in  about  five  months  despite  the  vacuum  cleaner, 

Melville  C.  Whipple.*  —  The  paper  presented  by  Mr. 
Gage  is  a  valuable  contribution  to  the  sanitation  of  swimming 
pools,  both  because  of  the  information  it  includes  and  because 
of  the  new  angles  of  approach  to  the  problem  which  he  has  em- 
ployed. It  is  to  be  hoped  that  he  will  be  able  to  carry  his  work 
further,  to  the  limits  which  are  justified  by  the  new  methods  of 
study.  In  the  meantime  it  will  be  profitable  for  others  to  make 
appliction  of  some  of  the  suggestions  given  in  Mr.  Gage's 
present  paper. 

During  the  past  two  years  the  swimming  pool  at  the  Cam- 
bridge Y.  M.  C.  A.  has  been  under  the  inspection  of  the  Labora- 
tory of  Hygiene  and  Sanitation  at  Harvard  University.  Special 
studies  have  been  carried  on  by  research  students,  and  regular 
inspections  have  been  made  from  the  laboratory.  Through  the 
courtesy  of  Mr.  Waters,  physical  director,  I  have  varied  the 
system  of  sanitary  control  from  time  to  time,  with  the  result 
that  the  present  procedure  is  more  effective  and  more  easily 
carried  out  than  that  formerly  used. 

Operation  of  Cambridge  Y.  M.  C.  A.  Pool. 

The  natatorium  at  the  Cambridge  Y.  M.  C.  A.  is  a  modern 
one,  well  lighted  and  equipped  with  a  pool  20  by  60  ft.  holding 
53  000  gals.  A  high  curbing  surrounds  the  pool  and  a  trough 
at  the  water's  edge  carries  off  drainage  from  the  curb  and  ex- 
pectorated material  from  the  bathers. 

The  source  of  the  water  is  a  driven  well  400  ft.  deep.  [  The 
water  is  hard,  colorless  and  clear,  but  contains  ordinary  forms  of 

*  Instructor  in  Sanitary  Chemistry,  Harvard  University. 
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bacteria  to  the  extent  of  several  hundred  per  cubic  centimeter. 
In  series  with  the  pool  is  a  centrifugal  pump,  handling  50  gals, 
per  minute,  a  pressure  filter  containing  sand,  and  a  heater. 
Circulation  and  filtration  is  maintained  about  eighteen  hours 
each  day.  A  vacuum  cleaning  apparatus  is  used  to  eject  ac- 
cumulated balls  of  hair  and  lint  which  collect  at  the  bottom. 

Men  use  the  pool  without  trunks  or  clothing  after  they 
have  taken  a  shower  bath.  On  one  or  two  days  a  week  during 
certain  hours  women  are  given  the  use  of  the  pool.  They  wear 
suits  provided  by  the  institution.  The  heaviest  contamination 
has  been  found  to  occur  on  these  days.  In  warm  weather  the 
daily  attendance  of  men  reaches  one  hundred  or  more,  in  cold 
weather  it  is  somewhat  less  than  this. 

Filtration  and  the  Use  of  Alum. 

Like  most  pressure  filters  the  one  installed  was  designed  to 
make  use  of  potash  alum  as  a  coagulant  for  the  water.  Mr. 
Gage  has  described  the  alum  pot  and  the  way  in  which  a  small 
stream  of  water  is  by-passed  through  it  to  dissolve  the  alum  and 
carry  it  to  the  water  entering  the  filter. 

At  the  time  studies  were  first  undertaken,  a  weekly  dose  of 
potash  alum  of  30  lbs.  per  million  gallons  was  being  added  to  the 
alum  pot.  This  was  continued  for  a  time  while  disinfection  ex- 
periments were  made,  but  the  water  in  the  pool  was  at  all  times 
slightly  opalescent  or  cloudy.  The  bacterial  efficiency  of  the 
filter  was  not  very  great,  varying  from  20  per  cent,  to  60  per 
cent.  Experiments  were  then  made  without  the  use  of  alum  and 
it  was  found  that  the  appearance  of  the  water  was  much  im- 
proved, and  the  efficiency  of  the  filter  was  not  noticeably  affected. 
On  the  basis  of  these  experiments  alum  treatment  was  discon- 
tinued and  none  has  been  added  for  two  years. 

This  procedure  is  obviously  out  of  the  question  when  surface 
waters  are  used  as  it  is  then  desired  to  remove  the  color  and  clear 
the  water,  but  it  is  practicable  for  well  waters.  When  alum  is 
used  there  is  not  time  for  coagulation  before  the  water  passes 
to  the  filter.  It  occurs  later  in  the  pool,  and  produces  a  notice- 
able turbidity. 
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The  Use  of  Copper  Sulphate. 

Disinfection  was  formerly  carried  out  at  the  Cambridge  pool 
by  means  of  chloride  of  lime,  added  in  the  proportion  of  20  lbs. 
per  million  gallons  on  every  other  night.  The  results  were  fairly 
satisfactory  measured  by  bacteriological  standards,  but  there 
were  occasional  complaints  of  taste  in  the  water  and  irritation 
of  mucous  linings.  The  latter  were  no  doubt  stimulated  by 
the  occasional  odor  of  chlorine  in  the  natatorium  and  by  its 
taste  in  the  water. 

A  long  series  of  experiments  were  made  with  copper  sulphate. 
Not  only  was  it  desired  to  restrain  bacterial  growth  in  the  pool, 
but  some  method  of  controlling  algae  growths  was  sought.  Algae 
chiefly  diatoms,  were  frequently  troublesome  by  growing  on  the 
white  tile  and  forming  unsightly  brown  patches.  Copper  sul- 
phate proved  a  cure  for  this  condition.  Its  use  has  also  main- 
tained a  satisfactory  bacterial  content,  the  number  of  37  degrees 
Cent,  (organisms  varying  from  o  to  10,  and  the  20  degrees  Cent.) 
organisms  from  i  000  to  40  000  per  cubic  centimeter  when  the 
proper  dose  was  applied.  B*.  coli,  the  intestinal  bacterium,  is 
almost  never  found. 

For  over  a  year  copper  sulphate  was  added  three  nights  each 
week  in  the  proportion  of  i.i  parts  per  million,  or  about  9  lbs. 
per  million  gallons.  Recently  the  dose  was  increased  to  0.9 
parts  per  million,  or  7.5  lbs.  per  million  gallons,  each  night. 
This  was  found  to  still  further  reduce  the  number  of  bacteria 
growing  at  20  degrees  Cent.  This  small  amount  —  about  0.4 
lb.  —  is  hung  in  a  cloth  bag  over  the  outlet  from  the  pool,  and 
is  dissolved  while  the  water  is  being  circulated. 

At  one  time  the  copper  sulphate  was  put  into  the  alum  pot 
of  the  filter.  When  it  became  necessary  to  replace  the  pot  with 
^  new  one,  the  bacterial  content  of  the  pool  increased  rapidly. 
It  was  found  that  the  cast-iron  alum  pot  became  choked  with  a 
brown  mud,  which  was  75  per  cent,  metallic  copper.  Conse- 
quently the  copper  was  not  available  for  disinfection.  This 
displacement  of  copper  from  solution  by  means  of  iron  is  a  point 
to  bear  in  mind  when  copper  sulphate  is  used.  It  should  not 
be  put  in  iron  receptacles  to  dissolve. 

The  water  in  the  Cambridge  pool  has  not  been  drawn  off 
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for  about  fifteen  months,  and  during  that  time  has  been  kept  in 
a  satsifactory  condition,  as  evidenced  by  a  large  number  of 
analyses.  The  tile  is  clean  and  the  water  clear  and  of  satis- 
factory bacterial  content.  With  surface  waters  it  is  possible 
that  copper  sulphate  may  not  be  an  acceptable  disinfecting  agent, 
but  with  well  waters  it  may  be  used  and  has  the  following  ad- 
vantages: 

1.  It  does  not  deteriorate  or  lose  strength  in  storage. 

2.  It  is  odorless  and  tasteless  in  the  quantities  used. 

3.  It  is  easily  handled  and  weighed. 

4.  It  prevents  the  growth  of  algae  in  pools  and  on  the  tile. 

5.  It  is  precipitated  finally  by  the  alkalinity  of  the  water 
and  tends  to  accumulate  on  the  sand  of  the  filter  where  it  exerts 
a  further  bactericidal  efifect. 

6.  It  apparently  exerts  a  selective  action  upon  the  forms  of 
bacteria  growing  at  a  body  temperature,  37  degrees. 

Beneficial  Effects  of  Flushing. 

There  is  a  considerable  volume  of  water  lost  from  a  pool 
each  day  from  splashing  and  evaporation.  In  a  week  this  may 
amount  to  a  depth  of  one  foot.  The  restoration  of  this  loss  by 
means  of  fresh  water  is  a  great  factor  in  maintaining  proper 
hygienic  conditions.  It  is  advisable  to  add  fresh  water  as  often 
and  in  as  large  volumes  as  possible,  but  economic  considerations 
will  generally  be  found  to  govern  this.  At  the  Cambridge  pool 
it  was  formerly  the  custom  to  add  about  8  000  gals,  each  day, 
but  during  the  past  year  this  has  been  reduced  to  about  10  000 
gals,  each  week,  owing  to  a  scarcity  of  well  water.  Neverthe- 
less the  condition  of  the  pool  has  been  quite  satisfactory. 

When  water  is  added,  the  level  should  always  be  brought  to 
the  edge  of  the  trough  and  allowed  to  overflow.  Analyses  have 
shown  that  the  surface  layers  of  a  pool  which  has  been  allowed 
to  stand  quiet  over  night  contain  considerable  floating  material 
and  a  bacterial  content  much  higher  than  the  water  at  a  depth 
of  one  foot.  It  is  thus  possible  to  "  skim  "  off  this  dirtier  water. 
If  circulation  with  a  pump  is  maintained  over  night  the  surface 
accumulations  of  dirt  and  bacteria  will  be  less,  but  will  still 
occur. 
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The  points  brought  up  in  this  discussion  did  not  originate 
from  work  in  connection  with  a  large  number  of  pools.  In 
fact,  they  were  suggested  from  the  operation  of  only  two  pools, 
but  they  are  presented  here  with  the  hope  that  they  may  prove 
valuable  or  suggestive  to  those  operating  pools  under  conditions 
comparable  to  those  described. 

Answers  to  Question's  Propounded  by  Swimmixg-Pool  Operators. 

1.  Why,  when  and  how  much  alum  should  be  used  in  treating  the  water  in  a 

swimming  pool? 

Alum  should  only  be  used  in  swimming  pools  when  the  water  is 
subsequently  filtered  to  remove  the  precipitated  aluminum  compound. 
Some  waters  do  not  require  alum.  These  are  the  clear,  colorless  waters 
from  underground  sources.  When  coloring  matter  or  turbidity  are 
present  in  the  water,  alum  will  remove  these  as  the  contents  of  the  pool 
are  filtered  over  and  over. 

From  0.25  to  1.5  grains  per  gallon,  or  36  to  215  lbs.  per  million 
gallons,  of  potash  alum  will  be  required  to  properly  clear  the  water. 
The  actual  quantity  used  is  based  upon  the  capacity  of  the  pool  and  is 
added  to  the  alum  chamber  of  the  filters.  There  it  dissolves  slowly  as 
the  water  circulates  through  the  filters.  The  dose  may  be  repeated 
weekly,  or  more  often  according  to  the  rate  of  filtration  and  the  appear- 
ance of  the  water. 

2.  Why,  when  and  how  much  alkali  (soda  ash?)  should  be  used? 

Soda  ash  need  never  be  added  to  a  swimming  pool  unless  alum 
has  been  added  in  such  an  amount  as  to  neutralize  the  natural  alkalinity. 
Artificial  alkalinity  is  then  supplied  by  the  soda.  Each  grain  per  gal- 
lon of  alum  neutralizes  7.7  parts  per  million  of  natural  alkalinity.  If 
it  is  desired  to  supply  alkalinity  with  soda  ash,  one  part  per  million  of 
alkalinity  will  be  supplied  by  every  8.8  lbs.  of  soda  added  to  each  mil- 
lion gallons. 

3.  How  can  growths  be  controlled? 

If  by  growths,  algae  are  meant,  these  are  easily  controlled  by  the 
addition  of  copper  sulphate.  This  substance  is  an  excellent  algicide,  and 
also  a  good  germicide,  if  the  water  contains  only  a  slight  amount  of 
color  and  turbidity.  Chloride  of  lime  is, not  efficacious  and  reliable  for 
keeping  down  these  growths.  Pools  regularly  disinfected  with  chloride 
of  lime  have  exhibited  growths  of  algae  on  tjie  tile. 

In  the  treatment  of  the  Cambridge  Y.  M.  C.  A.  pool  0.9  parts  per 
million  of  copper  sulphate  is  added  each  night,  and  this  serves  to  pre- 
vent all  growths  of  algae  and  to  disinfect  the  water  in  a  satisfactory 
manner.  About  one  part  per  million  is  the  average  dose  used  in  the 
treatment  of  water-works  reservoirs. 
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4.  Why  does  heating  the  water  for  the  pool  cause  growths  in  a  pool  lighted" 

only  by  electricity  (if  such  is  true)? 

Heating  the  water  would  only  cause  growths  of  algae  by  virtue  of 
raising  the  temperature  of  the  whole  pool  to  a  point  which  might  pro- 
vide optimum  conditions  of  growth.  There  is  a  critical  temperature 
for  all  species  below  which  they  do  not  readily  reproduce. 

5.  How  can  dark  colored  water  be  made  clear?  "— 

Dark-colored  water  is  usually  made  so  by  the  presence  of  vegetable 
coloring  matter.  This  can  be  removed  by  treating  with  alum  and  fil- 
tering as  described  under  Question  i.  It  is  not  advisable  to  use  deeply 
colored  water  if  any  other  source  is  available,  for  the  task  of  maintaining 
an  efficiency  of  filtration  which  will  produce  water  of  a  satisfactory  ap- 
pearance in  the  pool  is  seldom  possible  of  accomplishment. 

Filtration  without  the  use  of  alum  will  remove  only  a  small  por- 
tion of  coloring  matter. 

6.  How  often  should  the  water  in  a  pool  be  changed? 

The  expense  of  emptying  and  refilling  the  pool  and  the  amount 
of  inconvenience  encountered  by  reason  of  not  having  the  pool  available 
for  use  during  this  process  will  determine  the  frequency  of  change.  It 
goes  without  saying  that  as  much  fresh  water  as  possible  should  be 
added.  A  continuous  stream  of  clean  water  flowing  through  the  pool 
is  the  ideal  condition. 

If  the  water  is  not  disinfected  it  should  not  remain  in  the  pool 
longer  than  one  week  with  perhaps  50  to  75  bathers  each  day.  Even 
then  the  dangers  from  contamination  are  greater  than  would  be  the 
case  if  disinfection  was  practiced  and  the  water  allowed  to  remain  for 
two  or  three  weeks.  Disinfection  should  be  practiced  in  all  pools  not 
subject  to  a  continuous  flow  of  good  water. 

If  filtration  and  disinfection  are  both  practiced,  and  the  quality 
of  the  fresh  water  is  good,  then  refilling  may  be  postponed  for  many 
weeks  or  months,  if  a  considerable  volume  of  fresh  water,  say  one  eighth 
to  one  fifth  the  capacity  of  the  pool,  is  added  weekly.  Nearly  every 
pool  is  a  law  unto  itself  in  the  matter  of  bacterial  contamination.  Analy- 
sis alone  will  show  the  true  conditions,  which  will  vary  with  the  "  bath- 
ing load  "  and  the  character  of  the  water  used. 

7.  How  can  stains  on  the  tile  floors,  coming  from  the  bathers'  feet  and  the  use 

of  rubber  mats,  be  removed,  or  prevented? 

Rubber  mats  are  a  source  of  annoyance  from  gradual  disintegra- 
tion and  from  the  collection  of  dust  on  their  rough  surfaces.  They 
require  frequent  scrubbing  with  plenty  of  water.  Stains  from  them  are 
best  removed  with  a  strong  solution  of  soap  powder,  or  with  gasoline. 

8.  What  disinfectants  give  the  best  satisfaction  in  keeping  the  water  free 

from  pathogenic  bacteria  and  at  the  same  time  being  odorless,  taste- 
less and  harmless  to  the  eyes  and  skin? 

Bleaching   powder,   chloride  of  lime,   is  an   efficient   disinfectant 
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and  totally  harmless  in  the  quantities  required.  A  slight  odor  or  taste 
is  often  apparent  when  it  is  used  in  waters  containing  no  organic  matter 
to  absorb  the  slight  excess  necessary  for  disinfection.  The  use  of  cop- 
per sulphate  has  met  with  success  in  the  treatment  of  such  waters. 
(See  discussion  submitted  by  M.  C.  Whipple.) 

Ozone  and  ultra-violet  light  have  been  used  to  a  limited  extent. 
Their  installation  is  rather  expensive,  more  complicated  to  operate  and 
not  suited  to  all  waters. 
9.  What  is  the  best  method  of  keeping  the  bottom  and  sides  of  the  pool  clean? 

The  vacuum  brush  will  keep  the  bottom  and  sides  of  the  pool 
clean  if  used  each  day  or  two.  It  stirs  up  the  dirt  and  sucks  it  out  in 
a  stream  of  water.  Hydrochloric  or  oxalic  acid  may  be  used  in  dilute 
solution  to  remove  stains  from  the  tiling  when  the  pool  is  emptied. 

R.  S.  Weston.*  —  In  the  matter  of  bathing  in  ponds  used 
as  sources  of  water  supply  Dubhn  Pond,  in  the  Monadnock 
region,  may  be  mentioned.  This  is  a  beautiful  sheet  of  water, 
about  half  a  mile  in  diameter  and  perhaps  60  ft.  deep.  It  is 
used  as  a  source  of  water  supply  and  a  general  place  of  recreation 
for  the  cottagers  surrounding  it,  some  of  the  cottages  being  of 
large  size  and  containing  a  great  many  residents  in  summer. 
They  use  one  end  of  this  pond  as  a  bathing  beach.  They  take 
great  pains  —  they  have  an  association  —  to  prevent  any  pol- 
lution of  the  lake,  and  at  the  time  I  visited  it  and  made  an  in- 
spection, —  which  was  some  four  or  five  years  ago,  —  there  was 
only  one  possible  source  of  pollution.  Most  of  the  intakes  for 
water  were  in  20  ft.  of  water  and  about  100  ft.  or  more  from 
shore.  They  have  a  very  good  laboratory  there,  run  by  a  local 
physician  and  supported  by  the  cottagers,  which  keeps  control 
of  the  milk  and  water  supply.  They  found  that  in  depths  of 
20  ft.  or  more  the  water  was  practically  free  not  only  from  sewer- 
age bacteria  but  from  all  bacteria  that  would  ferment,  —  i.  e., 
in  any  way  relating  to  intestinal  bacteria.  So  when  the  question 
was  asked  us  what  they  should  do  with  their  water  supply,  we 
felt  that  if  they  would  place  their  intakes  at  a  depth  of  30  ft. 
they  could  still  use  that  water  for  drinking  purposes.  Regard- 
ing the  use  of  a  pond  for  a  swimming  pool,  I  should  want,  in 
giving  advice  of  that  kind,  to  know  my  pond;  but  to  use  it  as 
a  source  of    ice    supply  —  cutting  the  ice  six  months  after  it 

*  Weston  &  Sampson,  Consulting  Engineers,  14  Beacon  Street,  Boston,  Mass. 
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ceases  to  be  used  a§  a  swimming  pool  —  I  think  it  would  be 
entirely  without  objection.  In  the  first  place  we  have  the 
element  of  time  there.  The  bacteria  decrease  very  rapidly  — 
particularly  disease  bacteria  —  in  water  rich  with  flora.  In 
water  of  that  kind  animalculae  grow,  and  these  will  feed  on  the 
bacteria  and  reduce  the  number  very  rapidly.  In  thirty  days' 
time  it  is  doubtful  if  any  considerable  number  of  disease  germs 
remain  according  to  experiments  which  have  been  conducted; 
and  if  the  water  is  to  be  used  for  general  recreation  purposes  and 
for  bathing  in  summer  and  then  allowed  to  rest  during  the  fall, 
there  ought  to  be  no  reason  why  it  would  not  be  all  right  in  the 
winter. 

The    Construction   and   Sanitary    Control   of    Swimming 
Pools  in  Massachusetts. 

Frank  A.  Marston.*  —  In  order  that  this  discussion  might 
be  supplemented  by  a  resume  of  the  practice  in  construction  and 
operation  of  swimming  pools  in  Massachusetts,  blank  forms  were 
sent  to  a  number  of  institutions  operating  pools.  Replies  have 
been  received  in  regard  to  34  pools,  and  the  results  are  sum- 
marized in  the  following  paragraphs  and  in  Tables  4  and  5. 
The  pools  vary  considerably  in  construction  and  methods  of 
operation.  The  data  are  instructive,  as  indicating  the  present 
state  of  the  art  in  this  vicinity,  and  the  replies  received  indicate 
that  the  majority  of  the  operators  are  anxious  to  maintain  sani- 
tary pools  and  are  willing  to  receive  assistance  in  accomplishing 
that  end.  No  attempt  was  made  to  collect  data  regarding  the 
"  plunges  "  or  small  pools,  of  which  there  are  many. 

Construction. 

Shape.  — -  The  pools  listed  in  Table  i  are  rectangular  in 
plan,  varying  in  length  from  28  ft.  to  100  ft.,  twenty-two  of  them 
being  60  ft.  or  over  in  length;  and  varying  in  width  from  18  ft. 
to  30  ft. 

Depth.  —  The  maximum  depth  is,  in  most  of  the  pools,  at 
least  7  ft.,  and  the  minimum  depth  at  the  shallow  end  is  in  the 

*  Designing  Engineer,  with  Metcalf  &  Eddy,  Consulting  Engineers,  Boston.  Mas-s. 
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vicinity  of  3  ft.  6  ins.  Where  a  spring-board  is  used,  the  maxi- 
mum depth  is  located  from  10  to  15  ft.  from  the  end  at  which 
the  board  is  attached,  in  order  to  bring  the  deep  water  where  it 
is  needed  for  diving.  The  bottom  slopes  from  either  end  to  the 
deepest  point,  thus  facilitatng  the  draining  and  cleaning  of  the 
pool. 

Location  of  Inlets  and  Outlet.  —  In  the  well-designed  pools 
the  inlets  are  distributed  across  the  shallow  end  near  the  top, 
and  the  outlet,  usually  only  one,  is  at  the  bottom  in  the  deepest 
section. 

Spit  Troughs.  —  The  general  opinion  expressed  was  that 
there  should  be  a  spit  trough  extending  around  the  pool  on  all 
four  sides.  This  trough  should  be  designed  to  serve,  also,  as 
a  handrail  and  an  overflow  and  splash  trough.  It  should  not 
project  out  into  the  pool  on  account  of  the  danger  of  the  bathers 
striking  it  when  jumping  into  the  pool.  It  has  been  suggested 
that  there  should  be  provision  for  automatic,  periodic  flushing 
of  this  trough,  to  prevent  the  occasional  washing^  back  of  the 
contents  into  the  pool  by  a  wave. 

Walk  Drainage.  —  The  walk  about  the  pool  usually  has  a 
raised  edge  to  prevent  water  dripping  from  the  bathers  or  dirt 
from  the  feet  from  entering  the  pool.  Some  means  of  auto- 
matically flushing  this  surface  into  a  drain  or  into  the  expecto- 
ration troughs  has  been  suggested  as  a  needed  improvement. 
Objection  to  the  raised  edge  on  the  walk  has  been  made  on  ac- 
count of  the  danger  of  bathers  tripping  over  it. 

Materials  of  Construction.  —  All  of  the  pools  are  constructed 
of  concrete  with  white  tile  lining  on  the  sides,  the  bottoms  being 
lined,  for  the  majority,  with  white  tile,  marble  or  mosaic.  It 
is  essential  that  the  pools  be  water-tight,  and  to  this  end  special 
precautions  should  be  taken  in  construction. 

Location  of  Pool.  —  Too  often  it  appears  that  a  pool  is  lo- 
cated in  the  basement  space  remaining  after  all  other  purposes 
have  been  served.  Many  of  the  operators  mentioned  the  de- 
sirability of  locating  the  pool  so  that  daylight  is  available  dur- 
ing the  day,  for  lighting  the  room,  and  there  is  ample  ventila- 
tion to  the  outside  air. 

Some  operators  expressed  the  opinion  that  direct  sunlight 
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was  of  advantage  in  keeping  the  water  in  good  condition,  but 
others  found  direct  sunh'ght  caused  increased,  growths  of  algae, 
and  consequently  was  a  source  of  further  trouble.  This  latter 
would  be  especially  true  where  ground  water  is  used  as  a  supply. 
At  all  times  the  pool  and  room  should  be  well  lighted,  thus 
increasing  the  attractiveness  of  the  pool  and  making  it  all  the 
more  necessary  to  maintain  sanitary  conditions.  Electric  lights 
can  be  used  at  night,  with  good  effect. 

Operation. 

Source  of  Water  Supply.  —  It  is  interesting  to  note  that  five 
out  of  the  thirty-four  pools  obtain  their  water  from  driven  wells, 
and  one  uses  spring  water  obtained  on  the  property.  All  but 
one  of  the  others  use  the  municipal  supply.  The  water  for  the 
Boston  Y.  M.  C.  A.  pool  is  taken  from  two  artesian  wells  over 
400  ft.  deep,  and  is  salt. 

Refilling  Pool.  —  The  period  between  times  of  emptying 
the  pools  and  refilling  completely,  varies  greatly.  In  nearly  all 
of  the  pools  a  certain  amount  of  fresh  water  is  added  daily,  or 
every  few  days,  to  replace  that  lost  by  splashing  or  overflow,  or 
washing  filters,  or  drawing  out  sediment.  In  this  manner  the 
water  may  be  said  to  be  replaced  once  in  three  months,  perhaps. 
Many  of  the  large  and  well-operated  pools  are  emptied  but  once 
in  from  five  to  twelve  months,  or  even  longer.  The  Cambridge 
Y.  M.  C.  A.  pool  has  not  been  emptied  for  about  fourteen  months, 
but  the  water  is  maintained  in  satisfactory  condition  by  scien- 
tific treatment,  as  is  indicated  in  the  discussion  by  Mr.  M.  C. 
Whipple.  The  period  during  which  satisfactory  conditions  can 
be  maintained  may  depend  to  a  large  degree  upon  the  extent  to 
which  algae  grows,  although  trouble  from  this  source  can  be 
materially  reduced  by  dosing  with  copper  sulphate  and  by  using 
a  vacuum  cleaner  or  suction  brush. 

By  refilling  only  at  infrequent  intervals  and  provided,  of 
course,  that  the  quality  of  the  water  is  maintained  by  treatment, 
substantial  savings  in  water  and  heat  are  made,  the  color  of  the 
water  is  kept  at  a  satisfactory  point,  and  a  uniformly  low  bac- 
terial content  can  be  assured.  The  water,  supplied  in  the  Metro- 
politan District,  has  sufficient  color  to  be  dark  and  unattractive 
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Fig.  27.     Suction  Brush. 
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when  collected  in  a  large  white  pool,  although  it  is  entirely 
satisfactory  for  a  drinking  water.  After  a  few  days  in  the  pool, 
however,  with  proper  treatment,  the  color  can  be  reduced  to  a 
satisfactory  degree,  but  where  the  pool  is  emptied  every  few 
days  the  color  is  liable  to  be  uninviting  the  most  of  the  time. 

Removing   Sediment.  —  The   best    method    reported   for   re- 
moving sediment  from  the  bottom  of  the  pool  is  by  means  of  a 


Fig.  23.     Cleaning  Quincy  Y.  M.  C.  A.  Natatorium. 


long-handled  suction  brush,  somewhat  similar  to  brushes  used 
with  vacuum  cleaners.  A  brush  of  this  type  is  shown  in  Fig. 
22,  the  cut  for  which  was  loaned  by  the  Sanitary  Dust  Removing 
Company,  of  Boston.  The  brush  has  short,  stout  bristles  and 
is  operated  by  a  hollow  handle  through  which  water  is  drawn 
(when  immersed)  by  a  suction  pump  either  stationary  or  port- 
able. It  is  reported  that  centrifugal  pumps  have  not  given 
satisfaction  for  this  service.  Fig.  23  shows  a  brush  of  the  above 
type,  in  use  at  the  Quincy  Y.  M.  C.  A.     It  is  connected  to  a 
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little  portable  pumping  outfit  made  up  of  a  Kinney  bronze 
rotary  pump,  size  SD373,  driven  by  a  direct-connected  i|  horse- 
power Century  motor,  .furnished  by  The  Kinney  Manufacturing 
Company  of  Boston.  The  pump  discharge  is  through  a  flexible 
hose  into  the  spit  trough.  The  suction  pipe  is  provided  with 
a  strainer  and  may  have  a  check  valve  near  the  brush  to  main- 
tain the  priming  of  the  pump  while  going  from  one  side  of 
the  pool  to  the  other.  In  general,  the  pump  should  have  a 
capacity  of  about  50  gals,  per  minute  when  operating  against 
a  lo-ft.  head  (largely  suction  lift).  The  water  may  be  discharged 
into  the  filters  or  wasted  into  the  sewer.  The  latter  method 
is  generally  used. 

Filters.  —  All  of  the  pools  (excepting  the  Columbia  Road 
and  Cabot  Street  pools  of  the  city  of  Boston)  are  equipped  with 
mechanical  filters  for  purifying  the  water.  The  majority  are 
of  the  pressure  or  enclosed  type.  In  either  case,  whether  of 
the  gravity  or  open  type  or  the  pressure  or  enclosed  type,  the 
sand  is  washed  by  pumping  water  through  the  filter  in  the  re- 
verse direction  into  the  drain  or  sewer,  to  carry  ofif  the  dirt  ac- 
cumulated in  the  sand.  It  appears  evident  that  the  water  must 
be  changed  continuously  or  else  circulated  through  a  filter,  in 
■order  to  maintain  an  acceptable  standard  of  purity.  The  former 
method  is  usually  too  expensive  to  be  adopted.  The  circulation 
pumps  should  be  operated  at  such  a  rate  and  for  a  sufficient 
period,  especially  during  the  hours  of  use,  so  that  the  entire 
contents  of  the  pool  may  be  filtered  at  least  once  a  day.  Need- 
less to  say,  the  filters  should  be  of  ample  capacity  to  handle  this 
rate  of  filtration. 

In  general,  alum  (aluminum  sulphate)  is  used  as  a  coagulant, 
to  assist  the  filters,  being  applied  either  directly  to  the  water  in 
the  pool,  or  by  a  feed  device  to  the  water  in  the  pipe  line  entering 
the  filters. 

Alum  requires  a  certain  amount  of  alkalinity  in  the  water 
for  its  proper  action.  The  continual' use  of  the  same  water  by 
filtration,  even  though  a  small  amount  of  fresh  water  be  added 
daily,  reduces  the  natural  alkalinity  to  such  an  extent  that  with 
soft  waters,  additions  must  be  made  to  the  alkalinity  from  time 
to  time,  in  order  to  prevent  undecomposed  alum  from  causing 
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complaints.  Seventeen  of  the  pools  reported  the  use  of  soda 
ash  to  maintain  the  alkalinity  of  the  water. 

The  quantities  of  alum  reported  are  listed  in  Table  2.  In 
the  case  of  the  Y.  M.  C.  A.  College  at  Springfield,  the  pump 
operates  at  a  rate  of  130  gals,  per  minute  for  approximately 
ten  hours  per  day,  thus  filtering  about  78  000  gals,  (the  pool 
has  a  capacity  of  75  000  gals.)  Using  i  lb.  of  alum  per  day  is 
equivalent  to  12.8  lbs.  per  million  gallons  of  water  filtered,  or 
about  0.09  grain  per  gallon,  or  1.54  parts  per  million. 

Disinfectants.  —  By  far  the  most  common  disinfectant  used 
is  chloride  of  lime.  Out  of  34  pools  reporting,  26  use  this  chemi- 
cal, 4  of  these  pools  using  copper  sulphate  also,  3  others  use 
copper  sulphate  only;  i  reported  using  ultra-violet  rays  (Spring- 
field Y.  M.  C.  A.) ;  I  uses  liquid  chlorine  (Worcester  Y.  M.  C.  A.) 
and  3  use  none  of  these  agents,  depending  on  filtration  and  the 
use  of  alum  and  soda  ash. 

The  replies  indicate  that  copper  sulphate  is  recognized  as 
of  particular  value  in  reducing  growths  of  alga?,  and  by  some  is 
preferred  for  general  use  in  the  pool  as  a  germicide. 

Chloride  of  lime  when  fresh  and  properly  handled  has 
proven  of  great  value.  It  deteriorates  upon  exposure  to  the 
air,  and  for  that  reason  its  use  may  lead  to  a  false  sense  of  se- 
curity unless  regular  bacterial  analyses  of  the  water  are  made. 

A  common  method  adopted  for  applying  the  chloride  of 
lime  is  to  scatter  the  dry  powder  over  the  surface  of  the  water. 
This  is  objectionable  for  the  following  reasons:  The  dry  powder 
is  objectionable  to  the  caretaker  who  handles  it  in  this  manner; 
the  odor  permeates  the  room  in  an  unpleasant  way;  fine  par- 
ticles float  on  the  surface  causing  unsightly  patches,  or  the  larger 
particles  sink  to  the  bottom  increasing  the  deposit  of  sediment; 
and  the  value  of  the  chemical  as  a  sterilizing  agent  may  be  re- 
duced by  the  decomposing  action  of  the  air. 

Professor  Bonnet  has  suggested  the  use  of  a  solution  of  i 
lb.  of  chloride  of  lime  to  5  gals,  of  water.  This  mixture  should 
be  stirred  for  a  few  minutes,  then  allowed  to  settle,  thereby 
getting  rid  of  the  insoluble  portion.  The  solution  can  be  dis- 
tributed over  the  surface  of  the  water  in  the  pool  by  means  of 
an  ordinary  watering-can  with  a  long  spout.     Professor  Bonnet 
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further  suggests  the  appHcation  of  chloride  of  lime  in  a  similar 
manner  to  the  method  frequently  adopted  in  using  copper  sul- 
phate. That  is,  to  use  a  salt  or  cheese-cloth  bag  in  which  the 
powdered  chemical  is  placed,  the  bag  being  fastened  to  a  pole 
or  weighted  and  attached  to  lines,  thus  permitting  it  to  be  drawn 
back  and  forth  through  the  water  all  about  the  pool.  In  this 
way  the  objections  previously  raised  may  be  overcome. 

Where  special  apparatus  is  provided,  as  is  preferable,  for 
applying  the  disinfectant  to  the  water  as  it  leaves  the  filters, 
the  above  methods  are  unnecessary. 

In  recent  years,  apparatus  has  been  developed  for  applying 
liquid  chlorine  to  water,  and  is  now  extensively  used  for  the  dis- 
infection of  public  water  supplies.  In  the  case  of  swimming 
pools,  the  first  cost  of  the  liquid  chlorine  apparatus  is  a  large 
item.  For  general  use,  however,  by  unskilled  operators,  or 
where  scientific  supervision  is  lacking,  chloride  of  lime  is  prob- 
ably safer  and  more  satisfactory.  The  use  of  the  ultra-violet 
rays  prevents  the  objection  made  by  some  to  the  use  of  any 
kind  of  chemical  treatment.  For  such  use  it  has  been  claimed, 
in  some  instances,  to  be  more  economical  to  operate  than  the 
older  method  of  using  chloride  of  lime. 

Temperature  of  Water.  —  The  temperature  at  which  the 
water  is  maintained  varies  from  65  degrees  to  78  degrees  Fahr., 
the  average  being  about  72  degrees.  As  a  rule,  the  room  is 
kept  several  degrees  warmer  than  the  water. 

Methods  of  Heating  Water.  —  Three  methods  of  heating  the 
water  as  it  circulates  from  the  pool  and  through  the  filters,  are 
in  general  use.  A  steam-jacketed  water  tank  or  steam  jacket 
around  the  supply  pipe  is  the  most  common  method,  using  either 
live  or  exhaust  steam.  A  second  method  is  to  use  a  feed  water 
heater  such  as  are  used  in  power  plants  for  heating  boiler  feed 
water  with  exhaust  steam.  The  third  method  is  by  the  injec- 
tion of  live  steam  into  the  water-supply  pipe. 

Gas  heaters  of  the  instantaneous  type  are  sometimes  used 
either  for  an  emergency,  as  at  the  Norwood  Civic  Association, 
or  for  regularly  heating  the  water.  For  regular  use  under  usual 
conditions  they  are  apt  to  prove  expensive  to  operate: 

The  temperature  may  be  controlled  by  hand  regulation  of 
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the  steam  valve  or  preferably  by  a  thermostatic  valve  working 
automatically. 

Bathing  Load.  —  Several  writers  have  adopted  standards 
for  the  comparison  of  the  burden  placed  upon  swimming  pools. 
Such  a  standard  may  be  obtained  by  dividing  the  capacity  of 
the  pool,  in  gallons,  by  the  average  total  number  of  bathers  per 
week.  This  standard  has  been  computed  as  far  as  possible  with 
the  data  available  for  the  pools  listed  in  the  table.  For  a  num- 
ber of  the  pools,  the  capacity  was  not  given,  but  has  been  esti- 
mated from  the  data  available. 

Rules  Concerning  Bathers.  —  Nude  bathing  is  required  at 
many  of  the  pools  for  men  and  boys.  Where  suits  are  allowed, 
they  are  generally  furnished  by  the  management  or  else  required 
to  be  uniform  in  style  and  of  fast  color  and  free  from  lint.  The 
best  practice  seems  to  require  that  suits,  when  allowed,  should 
be  thoroughly  washed  and  sterilized  after  using,  by  equipment 
maintained  by  the  pool  management. 

At  all  of  the  Y.  M.  C.  A.  pools  and  at  many  of  the  other 
non-public  pools,  physical  examinations  of  the  bathers  are  made 
from  time  to  time,  and  in  addition,  all  bathing  is  done  under 
inspection. 

All  pools  reported  requiring  a  hot  shower  bath  with  soap 
before  entering  the  pool.  This  rule  can  be  more  readily  enforced 
where  the  shower  baths  are  adjacent  to  the  pool,  and  especialh- 
so  where  it  is  necessary  to  pass  through  the  shower  bathroom  in 
order  to  reach  the  pool.  The  importance  of  the  strict  enforce- 
ment of  the  bathing  rule  cannot  be  exaggerated.  That  the  en- 
forcement of  this  rule  should  be  a  continual  source  of  complaint, 
even  when  dealing  with  well-educated  persons  of  mature  age, 
is  surprising,  but  from  all  reports  appears  to  be  a  fact,  neverthe- 
less. 

Precautions  against  Accident.  —  The  replies  received  in  re- 
gard to  this  subject  indicate  that  under  no  conditions  should 
swimming  alone  in  a  pool  be  permitted.  It  is  the  practice  at 
most  pools  to  have  at  least  one  instructor  present,  and  usually 
at  least  three  persons.  Life  preservers  should  be  placed  within 
easy  reach  and  at  some  pools  a  call  bell  is  provided  to  make  it 
possible  to  summon  assistance  in  case  of  accident.     A.  pulmotor 
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is  considered  by  some  as  a  necessary  part  of  the  equipment. 
Where  steam  pipes  or  radiators  are  located  in  the  pool  or  room 
about  the  pool,  they  should  be  fully  protected  by  guards  to  pre- 
vent bathers  being  burned.  Steps  or  ladders  and  handrails 
should  be  conveniently  located. 

The  results  of  this  investigation  have  impressed  the  writer 
with  the  great  need  of  expert  inspection  and  control  of  swimming 
pools  by  some  central  authority,  provided  with  enforcement 
powers  to  make  it  possible  to  keep  the  water  of  the  pools  in  rea- 
sonably good  sanitary  condition.  Studies  made  at  a  number  of 
pools  have  shown  how  easily  the  water  may  be  prevented  from 
becoming  seriously  polluted  and  a  possible  source  of  infection, 
by  proper  supervision  aided  by  chemical  and  bacteriological 
analyses.  Many  pool  operators  are  not  provided  with  funds  for 
obtaining  such  aid.  It  would  seem  that  the  use  of  swimming 
pools  is  becoming  so  widespread  as  to  call  for  the  protection  of 
the  persons  using  them  by  providing  the  required  supervision, 
from  public  funds.  The  action  of  the  Rhode  Island  authorities, 
as  outlined  by  Mr.  Gage,  is  therefore  particularly  commendable. 
It  is  further  believed  that  an  inspection  of  the  small  pools  or 
"  plunges  "  in  Turkish-bath  establishments  and  clubs  would 
reveal  the  need  of  better  supervision  of  the  treatment  of  the 
water. 

Mr.  Gage.*  —  The  matter  of  ultra-violet  rays  has  been 
mentioned.  When  using  the  ultra-violet  rays,  a  small  amount 
of  water  is  carried  through  the  apparatus,  sterilized,  and  mixed 
with  the  water  in  the  pool,  and  the  question  of  the  purification 
is  not  a  simple  question  of  the  amount  of  the  bacterial  removal 
by  the  disinfecting  apparatus  but  a  question  of  the  dilution.  As 
I  tried  to  make  clear  on  the  diagram,  with  the  usual  circulation 
system  it  takes  four  to  ten  days  to  obtain  purification  by  dilu- 
tion and  this  would  also  hold  true  in  the  case  of  the  violet  ray 
apparatus.  With  chlorination  by  hypochlorite,  on  the  other 
hand,  the  disinfectant  is  added  directly  to  the  pool  and  the 
whole  body  of  water  disinfected  at  one  time.  With  chlorination 
by  chlorine  gas,  a  condition  similar  to  that  with  the  ultra-violet 
rays,  is  obtained.     That  is,  a  small  portion  of  the  water  is  steril- 

*  Author's  Closure. 
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ized  and  returned  to  the  pool  and  the  purification  is  therefore 
a  question  of  dilution. 

There  has  been  quite  a  little  data  published  to  show  that 
this  process  is  effective  in  destroying  bacteria  in  clear  waters, 
but  so  far  as  I  know  not  much  has  been  published  as  to  its  use 
in  connection  with  swimming  pools.  My  criticism  was  based 
upon  theoretical  grounds  as  I  have  had  no  personal  experience 
with  violet  ray  disinfection. 

Mr.  Percy  M.  Blake  has  enquired  as  to  the  relative  advan- 
tages of  a  stored  surface  water  and  a  ground  water  and  also  as 
to  the  amount  of  chemical  treatment  which  might  be  required 
under  the  two  conditions. 

A  stored  surface  water  would  probably  run  much  higher  in 
color  than  a  well  water,  and  when  the  pool  was  first  filled  it 
would  take  somewhat  longer  to  get  it  cleaned  up,  —  that  is  to  get 
the  color  of  the  water  down  where  the  pool  would  appear  attrac- 
tive. Further  than  that,  I  do  not  see  that  there  would  be  any 
material  advantage  in  one  water  over  the  other.  There  should 
not  be  any  physiological  difference  to  the  bathers  or  any  appre- 
ciable difference  in  the  load  on  the  purification  system  except 
in  that  initial  period.  Mr.  Weston  suggests  there  might  possibly 
be  iron  in  the  ground  water,  and  in  that  case  it  would  be  rusty 
or  colored  and  would  have  to  be  filtered  to  give  it  a  satisfactory 
appearance,  the  same  as  would  have  to  be  done  with  a  surface 
water.  Rusty  water  is  one  of  the  serious  troubles  in  refilling 
a  pool  from  city  mains,  owing  to  the  rust  stirred  up  in  the  pipes 
by  the  increased  velocity  of  the  water.  For  example,  at  Newport 
the  city  water  is  so  low  in  color  that  it  could  be  used  for  filling 
the  swimming  pools  without  filtration  if  it  was  not  for  the  rust 
that  is  stirred  up  when  filling. 

So  far  as  I  can  see  the  hardness  of  the  ground  water  would 
not  appreciably  affect  any  of  the  treatments  ordinarily  applied 
to  swimming-pool  waters.  As  the  pool  is  continued  in  use,  es- 
pecially if  hypochlorite  of  lime  is  used  as  a  disinfectant,  there 
will  always  be  a  gradual  increase  in  the  hardness  of  the  water. 
The  relative  increase  would  be  about  the  same  whether  you  start 
with  a  soft  surface  water  or  a  hard  ground  water.  Unless  the 
pool  were  continued  in  use  without  refilling  much  longer  than  is 
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the  usual  practice,  I  do  not  believe  this  would  ever  become  ob- 
jectionable. 

Bathing  in  ponds  used  as  sources  of  water  supply  has  also 
been  brought  up.  Two  or  three  years  ago,  we  found  that  a  lake 
used  as  a  source  of  drinking  water  for  one  of  our  state  institu- 
tions was  being  used  for  bathing.  The  bathing  beach  was  over 
a  mile  from  the  water-works  intake  and  the  number  of  bathers 
w^as  small,  but  we  felt  that  bathing  in  a  pond  used  as  a  drinking- 
water  supply  was  potentially  dangerous,  and  stopped  it. 

The  question  of  the  sanitary  aspect  is  a  question  of  reason- 
able danger,  and  we  as  health  officials  had  to  consider  that  there 
was  a  possibiliy  of  contamination  from  persons  bathing.  We 
know  that  persons  bathing  in  fresh  or  salt  water  in  the  open  are 
not  always  as  cleanly  as  they  might  be,  and  sometimes  use  the 
water  for  purposes  for  which  it  should  not  be  used,  and  we  felt 
that  contamination  from  this  source  might  be  carried  by  winds 
and  currents  across  the  lake  to  the  water  supph-.  It  was  a 
water-supply  question,  and  we  had  to  be  on  the  safe  side.  As 
to  what  degree  of  pollution  might  be  safe  or  dangerous  to  per- 
sons bathing  I  cannot  answer  the  question.  As  I  said,  we 
started  to  make  a  study  of  the  outdoor  bathing  beaches  and  of 
the  wading  pools  for  children  which  are  to  be  found  in  our  cities 
but  so  far  this  study  has  not  gone  far  enough  for  me  to  draw  an\- 
conclusions. 

The  whole  question  of  bacterial  standards  which  has  been 
mentioned  is  rather  up  in  the  air,  even  on  what  limits  shall  be 
placed  on  the  bacterial  content  of  water  for  drinking  purposes. 
I  have  been  accustomed  to  assume  that  if  a  bathing  pool  is  as 
good  bacterially  as  a  good  drinking-water  supply  the  bathing 
pool  was  entirely  safe.  This  may  be  setting  the  standard  rather 
high  for  bathing  water;   but  we  are  on  the  safe  side. 

The  United  States  public  health  standard  for  drinking  waters 
to  be  used  on  trains  in  interstate  service  requires  that  B.  coli 
shall  not  be  found  in  more  than  "  one  out  of  five  10  cc.  portions 
of  any  sample  of  the  water."  A  good  many  think  this  standard 
is  somewhat  stringent,  but  it  is  a  very  good  one  to  apply  because 
it  has  the  backing  of  the  United  States  Government. 

The  standard  also  limits  the  numbers  of  bacteria  to    100 
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per  cc.  In  swimming-pool  work,  however,  I  have  not  been  ac- 
customed to  pay  much  attention  to  the  total  bacteria  because 
we  are  bothered  by  aftergrowths.  During  disinfection  we  de- 
stroy the  great  majority  of  the  bacteria,  probably  all  of  certain 
kinds,  and  thus  upset  the  natural  bacterial  balance  of  the  water. 
As  a  result,  conditions  are  favorable  for  the  few  remaining  bac- 
teria, or  for  bacteria  introduced  by  bathers,  to  multiply  rapidly, 
giving  us  very  high  counts.  So  you  might  have  a  million  bac- 
teria and  at  the  same  time  the  types  of  bacteria  on  which  we 
are  accustomed  to  figure  your  pollution.  —  might  be  entirely 
absent.  Under  these  conditions  we  would  have  to  ignore  the 
high  counts  and  base  our  interpretation  on  other  evidence. 
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Assn.  Munc.  ef  Cty,  Eng.,  Vol.  34  (1908),  p.  960;  by  Angel. 
Rept.  Med.  Officer  Loc.  Gov.  Bd.,  Eng.  (1908),  p.  90,  by  Reece.    Traces  epidemic 

of  typhoid  to  swimming  pool . 
Boston  Med.  J.,  Vol.  159  (1908),  pp.  9-10. 

The  Menace  of  the  Swimming  Tank,  by  C.  M.  Cobb. 

Ear  and  nose  diseases  traced  to  pools. 
Hyg.  Runds.,  Vol.  18  (1908),  pp.  1381-1388. 

By  Dr.  Selter  —  Zur  Hygiene  der  Hallenschwimmbader;    Experiments 
on  men's  Victoria  swimming  pool  at  Bonn;   bacteria  and  B.  coli  counts. 
Sci.  Am.  S.,  Vol.  68  (1909),  p.  1765;   by  Alexander. 
U.  S.  Pub.  H.  S.  (1909),  Bull.  52,  Rosenau,  Lumsden  &  Kastle. 
Am.  J.  Pub.  Hyg.,  Vol.  20  (1910),  p.  810;  by  Bunker. 
Gsndhts.  Ing.,  Vol.  30  (1910),  p.  30;  by   Schwartz. 
Proc.  Ind.  San.  Wa.  Sup.  Assn.  (1910),  p.  65. 

Use  of  Hypochlorites  in  Water  Purification,  by  S.  Burrage;    Tests  on 
Purdue    Univ.    Gymnasium    Pool   with   hypochlorite;     B.   coli   and   bacteria 
counts;   for  abstract  see  Eng.  News,  Vol.  63  (1910),  p.  740. 
Eng.  News,  Vol.  65  (191 1),  pp.  689-690. 

Hypochlorite  Disinfection  of  Indoor  Swimming  Tank  at  Northwestern 
L'niv.,  by  W.  L.  Lewis;  chemical  analysis,  bacteria  counts;  effect  of  bleach 
at  different  rates. 

*  Librarian  for  Metcalf  &  Eddy,  14  Beacon  Street,  Boston. 
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J.  Am.  Med.  Assoc,  \o\.  17  (191 1),  pp.  1992-1993. 

The  Hygiene  of  the  Swimming  Pool,  by  \Vm.  J.  Lyster.  Studies  at 
Univ.  of  Penna.  Gymnasium  pool;  bacterial  counts;  Water  treated  by  patent 
rapid  filter;  alum  as  coagulant;  chlorinated  lime  experiments;  chlorine  read- 
ings;  troughs  at  sides  of  tank. 

Eng.  News,  Vol.  66  (191 1),  pp.  636-637,  by  Rettger  &  Markley. 

Experiments  on  Carnegie  Swimming  Pool,  Vale  Univ.;  copper  sulphate, 
chloride  of  lime;  hypochlorite  of  calcium;  gives  structural  details,  operating 
method,  etc. 

Munic.  J.  cf  Eng.,  Vol.  30  (1911),  pp.  577-578;   by  Melville  C.  Whipple. 

Abstract  of  paper  before  Chemical  Soc.  of  Brooklyn  Polytech.  Inst., 
Feb.  18,  191 1 ;  covers  experiments  on  Brooklyn  Poly.  Inst,  tank,  with  chloride 
of  lime  disinfection;    operating  methods  and  costs. 

Munic.  J.  if  Eng.  Xo\.  30,  (1911,)  pp.  260-261. 

Pollution  of  Water  in  Public  Baths,  by  Kister  and  Fromme  in  Gesund- 
heits  Ing.  —  investigations  at  Hamburg,  Germany  —  sand  filters  —  aeration 
unnecessary  —  pollution  after  various  intervals  of  use. 

Proc.  III.  Wa.  Supp.  Assn.,  (1911),  pp.  72-81. 

Bacteriology  of  the  Swimming  Pool,  by  K.  N.  Atkins,  infections;  dis- 
infection with  hypochlorite,  copper  sulphate,  magnesium  chloride  and  calcium 
hypochlorite;   counts  of  b.  coli,  bacteria  and  diatoms. 

Munic.  Eng.,  Vol.  43  (19 12),  pp.  1 59-161. 

Purification  of  Bath  Water,  by  Frank  C.  Perkins;  Rubery-Owen  me- 
chanical filter  (Englishj  which  induces  aeration  — -  cross-section  of  filter. 

Surv.,  Vol.  28  (1912),  p.  588;  by  Porter. 

Consideration  of  dangers  with  unsanitary  pools —  "  Kosher  "  baths. 

J.  Munic.  Eng.,  (191 1)  Vol.  46,  p.  107. 

Construe,  and  Oper.  cost  data  on  public  pool  in  St.  Louis. 

Am.  Phys.  Ed.  Rev.,  Vol.  17  (1912),  p.  669;  by  Manheimer. 

Eng.  Rec,  Vol.  65  (1912),  p.  443- 

Operation  of  an  Out-of- Doors  Swimming  Pool;  data  on  pool  at  Univ. 
of  California;  use  of  copper  sulphate  to  kill  micro-organisms;  bacteria  and 
B.  coli  counts;    bleach,  suction  cleaning  device. 

Eng.  News,  Vol.  67  (1912),  pp.  73-74;   by  Roberts. 

Recommends  continuous  disinfection  and  occasional  sterilization; 
limitations  of  hypochlorite;  rapid  circulation  of  water  desirable;  use  of 
sodium  chloride,  borax,  sodium  bicarbonate,  ammonia;  sterilization  by  heat- 
ing, ozone,  ultra-violet  ray;   frequency  of  chemical  and  bacterial  test. 

J.  Am.  Pub.  Health,  (1912),  pp.  189-193. 

The  Hygiene  of  the  Swimming  Pool,  by  E.  J.  Tully;  Experiments  with 
pools  at  Univ.  of  Wisconsin;  method  of  operation;  hypochlorite  treatment 
satisfactory;   bacterial  and  chemical  examinations. 

Mass.  St.  Bd.  Health,  Monthly,  Bull.  8,  pp.  153-161  (1912). 

Study  of  the  Efficiency  of  Certain  Methods  for  Sanitary  Control  of 
Swimming  Pools,  by  Clark  and  Gage  (see  also  An.  Report  for  1912,  p.  346 
et  seq.). 

Proc.  Am.  Assn.  Prom.  Hyg.  ef  Pub.  Baths  (1913). 

Am.  Phys.  Ed.  Rev.,  Vol.  18,  (1913),  pp.  59-75. 

Use  of  Chloride  of  Lime  in  the  Purification  of  Swimming  Pools,  by 
S.  C.  Markley. 
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Amer.  Phys.  Ed.  Rev.,  \'ol.  i8  (1913),  p.  75;   by  Bunker  tS:  Whipple. 

Munic.  J.,  Vol.  31  (191 1),  p.  526;   Whipple  «&  Bunker. 

Brief  abstract  of  paper  before  Am.  Soc.  Munic.  Impro.  on  sanitation 
and  disinfection  of  swimming  pools. 

J.  Infec.  Diseases,  \'o\.  15  (1914),  pp.  159-186. 

Studies  on  the  Sanitation  of  Swimming  Pools,  by  W.  .\.  Manheimer. 
Detailed  article  on  infections  traced  to  pools;  references  to  literature  on  dis- 
infection and  operation;  extensive  experiments  on  pools  by  classes  —  col- 
legiate, association,  public  pools,  outdoor  floating  baths,  Mikveh  plunges  for 
Jewish  people;    bacterial  counts;    disinfectants;    methods  of  analysis. 

Sci.  Am.,  \'o\.  Ill  (1914),  p.  120. 

Sterilizing  the  Water  of  Swimming  Pools  with  I'ltra-X'iolet  Ray,  by 
M.  Von  Recklinghausen. 

J.  Am.  Pub.  Health,  \'ol.  4  (1914),  pp.  1016-1020. 

Study  of  a  Swimming  Pool,  by  J.  F.  Norton.  Conditions  at  Y.  M.  C.  A., 
Cambridge;  construction,  filtration;  sulphate  of  alum  and  hypochlorite  of 
lime;  bacterial  counts;  nitrite  determination  best  indication  of  bacterial 
pollution. 

Eng.  Rec,  Vol.  69  (1914),  p.  159. 

Purifying  Water  in   Indoor  Swimming   Pool;    results   with   hypochlorite 
Y.  M.  C.  A.  pool  at  Cambridge;   construction  —  bacterial  counts. 

Sci.  Am.,  Vol.  Ill  (1914),  9.  43. 

Sanitary  Swimming  Pool,  by  \.  Schmelz. 
/.  Ind.  cf  Eng.  Chem.,  \'oI.  7  (1915),  pp.  496-499. 

The  Use  of  Copper  Sulphate  in  the  Purification  of  Two  Pools,  by  S.  J. 
Thomas.  Treats  of  infections,  disinfectants;  use  of  hypochlorites,  also  cop- 
per sulphate;  observations  at  Taylor  Gymnasium,  Lehigh  I'niversity.  See 
also  /.  Am.  Med.  Assoc,  Vol.  LXV  (1915),  pp.  1104-1105. 

/.  Am.  Med.  Assn.,  (1915). 

Sanitation  of  Swimming  Pools. 

Ohio  Pub.  H.  J.,  (1915),  p.  670. 

The  Sanitation  of  Swimming  Pools,  —  Abst.  from  Am.  Med.  Assn. 

Sci.  Am.  S.,  Vol.  80  (1915),  p.  352. 

Disinfection  of  Swimming  Pools  with  Copper  Sulphate. 

Phys.  Training,  June,  (1916),  pp.  314-316. 

Care  and  Sanitation  of  Swimming  Pools,  by  C.  H.  Hagenbuch. 

Phys.  Training,  Feb.,  (1916),  pp.  110-115. 

The  Chlorinator  and  Suggestions  for  the  Caretaker  of  a  Swimming 
Pool,  by  Charles  J.  Velte. 

Eng.  News,,  Sept.  30,  (1915),  pp.  634-636. 

Swimming  Pool  Disinfection  with  Ultra- Violet  Rays.  Describes  and 
illustrates  Athletic  Club  and  West  Side  Y.  M.  C.  A.  pools,  X.  Y.  City  where 
ultra-violet  process  is  used;    diagram  of  pressure  type  of  sterilizer. 

U.  S.  Pub.  H.  Repts.,  Vol.  30  (1915),  pp.  2796-281 1. 

Essentials  of  Swimming  Pool  Sanitation,  by  Wallace  A.  Manheimer. 
Quality  of  water  improved  by  dilution;  supervision  of  bathers;  re-filtration 
and  disinfection  recommended. 

J.  Infec.  Diseases,  Vol,  18  (19 16),  pp.  293-306. 

The  Sanitar\-  Control  of  Swimming  Pools,  by  Max  Levine.  Copper 
sulphate  more  efficacious  than  calcium  chloride;  filtration;  disinfection  with 
copper  sulphate  and  with  calcium  chloride. 
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Froc.  N.  E.  Assoc.  Chem.  Teachers,  56th  Reg.  Meeting  (1916),  pp.  22-36. 

Address  by  Frederick  Bonnet  on  "  A  Problem  in  Modern  Sanitation." 
Treats  in  detail  of  sanitation  of  swimming  pools,  infectious  diseases;  cus- 
tomary construction:  operation  of  tank;  treatment  of  water  by  filtration, 
coagulation,  disinfection;  bacteria  and  B.  coli  counts;  use  of  chloride  of  lime, 
sodium  hypochlorite;  method  and  rate  of  application  of  copper  sulphate; 
metallic  copper  counts  in  various  foods. 

El.  R.  Gf  W.  Elec,  Vol.  69  (1916),  p.  609. 

Electric  purification  of  water  in  swimming  pool. 

Eng.  &  Contr.,  Vol.  46  (1916),  pp.  135-136. 

Prelim.  Report  upon  Purification  of  Swimming  Pools  of  State  Univ.  of 
Iowa,  by  J.  J.  Hinman.     Concrete  pools  lined  with  enameled  brick;    operat- 
ing data;   chlorine  disinfection. 
Concr.,  Vol.  8  {1916),  pp.  147-149. 

Construction  of  Open  Air  Concrete  Pool  in  Canadian  Rockies;    struc- 
tural details,  cost  data,  diagrams  and  photographs. 
Philip.  J.  Sci.,  V'ol.  11,  (1916),  pp.  105-122. 

Chemical  Purification  of  Swimming  Pools,  by  G.  W.  Heise  and  R.  H. 
Aguilar.  Chemical  treatment  of  Manila  city  water  with  copper  sulphate 
and  bleach.  EiTect  of  temperature  of  water  and  light  available.  Chlorine- 
consuming  capacity  of  water  best  indication  of  quality  and  of  dosage  of  dis- 
infectant necessary. 

/.  Infec.  Diseases,  Vol.  18  (1916),  p.  293. 
Eng.  &  Contr.,  Vol.  46  (1916),  pp.  135-136,  J.  J.  Hinman. 

Describes  pools  at  State  Univ.  of  Iowa;   structural  features;   operation; 
use  of  aluminum  sulphate  and  liquid  chlorine;    bacterial  counts;   illus. 
Sci.  Am.  S.,  Vol.  82  (1916),  p.  246. 

Swimming  Pool  Sanitation. 
/.  Ind.  Sf  Eng.  Chem.,  Vol.  8,  (1916),  pp.  914-921. 

Some  features  of  Swimming-Pool  Control,  by  \\ .  L.  Lewis.  Relates 
various  infections  traced  to  pools.  Desirable  construction;  disinfection, 
shower  baths,  suits;  alkalinity  and  reaction  with  alum;  use  of  hypochlorite; 
hardness  of  water;  analyses  of  pool  water;  comparison  of  rotating  and  in- 
termittent systems  of  open;  hypochlorite  vs.  copper  sulphate  with  bacterial 
counts. 

/.  Am.  W.  W.,  Vol.  4,  (1917),  pp.  86-103. 

Swimming  Pool  Operation,  by  J.  J.  Hinman.      Desirable  design;  shower- 
bath  facilities;    dangers  of  infection;    re-filtration,  disinfection;    method   and 
cost  of  operation;    tabulation  of  bacterial  counts  for  various  pools. 
Ohio  Public  H.  J.  (1917),  pp.  247-251. 

The  Sanitary  Aspects  of  Swimming  Pools,  by  J.  H.  \'an  Buskirk.      In- 
fections traced  to  pools;    recommends  white  tile  lining  and  trough;    operating 
results;   disinfection  with  copper  sulphate  and  bleach;    liquid  chlorine. 
J.  Infec.  Diseases,  Vol.  20  (1917),  pp.  1-9. 

Comparison  of  Methods  for  Disinfecting  Swimming  Pools,  by  Wallace 
A.   Manheimer.     Efficiency  and  cost  of  disinfecting  with  ultra-violet  light, 
ozone,  chlorine,  copper  sulphate,  bleach,  etc.;    "  Lectrocide." 
Aletal  Wk.,  Vol.  87  (1917),  pp.  328-329. 

Analysis  of  Water  in  Swimming  Pool,  by  J.  F.  Norton. 
Metal  Wk.,  Vol.  88  (1917),  pp.  265-267. 

Sanitary  Aspects  of  Swimming  Pools,  by  H.  St.  \'an  Buskirk. 
J.  Ind.  &  Eng.  Chem.  (1917),  Vol.  9,  pp.  56-57. 

Artificial  Alkalinity  in  Water  for  Filtration,  by  J.  W.  Clark. 
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Muttic.  J.,  Sept.  17,  (191 7),  p.  863. 

Swimming  Bath  Experiments  at  Manchester.  Water  aeration  and 
filtration. 

Amer.  City,  \'ol.  17  (1917),  pp.  237-239. 

Chloramine  for  Water  Sterilization,  bv  Jos.  Race.  Experiments  on 
Ottawa  Y.  M.  C.  A.  Pool. 

Surv.,  Vol.  46,  pp.  26-33. 

Continuous  Aeration  and  Filtration  of  the  Water  of  Public-Swimming 
Baths,  by  L.  H.  Lewis.  Describes  Manchester  (England)  operating  condi- 
tions. 

U.  S.  Pub.  H.  Re  pis..  Vol.  29,  p.  12. 

Chlorine  Treatment  of  Salt  Water  Swimming  Baths,  by  W.  H.  Kellogg. 

/.  Am.  Med.  Assoc,  Vol.  59,  pp.  1424-1425. 

The  Hygiene  of  Swimming  Pools,  by  M.  P.  Ravenel.     Exam,  of  water 
at   Univ.   of   Wisconsin   Bacterial   results;     calcium    hypochlorite.     See   also 
Proc.  Sixth  Congress,  Am.  School  Hyg.  Asso. 
Surv.,  \o\.  43,  p.  283. 

Purification  of  Swimming  Baths  Water,  by  Royal  San.  Inst.  Committee. 
Discusses  filtration,  aeration  and  hj'pochlorite  sterilization. 
Amer.  Phys.  Ed.  Rev.,  \'ol.  \  III,  Pt.  2. 

The  L^se  of  Chloride  of  Lime  in  the  Purification  of  Swimming  Pools» 
by  S.  C.  Markley. 

Construction. 

Arch.  Rev.,  Vol.  22  (1907),  pp.  30-35. 

Chelsea  (Eng.)   Public  Baths,  —  photographs,  plans,  structural  details 
and  operating  methods. 
Brickb.  (extra  Ed.  to  No.  2,  Vol.  19)  (Feb.  19 10). 

Spec.  edit,  giving  results  of  public  bath  and  gymnasium  competition 
—  some  15  designs,  preceded  by  brief  descriptive  text. 
Eng.  News,  Vol.  64  (1091),  pp.  144-145. 

The  Carnegie  Swimming  Pool  at  Yale  L^niv.,  by  C.  S.  Farnham.     De- 
scribes construction;    photograph  and  structural  details. 
£wg.  7?ec.,  Vol.  65  (1912),  pp.  372-373. 

Combined   Fire   Service    Reservoir  and   Swimming   Pool   at    Berkeley, 
Cal.;    photograph  of  pool  and  of  repairs  to  concrete  floor;    describes  design 
and  construe;    method  of  operation  and  water-supply;    details  of  design. 
J.  Munic.  Eng.,  Vol.  43  (1912),  pp.  401-402. 

Waterproofing  of  Swimming   Pools,   by   Linn   White;    structural   data 
and  operating  methods  of    several  pools  of  the  So.   Park  Comn.,  Chicago; 
Terra-cotta,  lined  with  ceresit  waterproofing. 
Brickb.,  Vol.  22  (1913),  p.  127. 

Planning  a  Young  Men's  Christian  Assoc.  Building,  Pt.  Ill,  by  Louis 
A.  Abramson;    descriptive  text,  structural  details  and  plan  of  shower  baths 
and  natatoriums. 
Eng.  News,  Feb.  6,  (1913),  pp.  256-257. 

Details  of  Construe,  of  Swimming  Pool  at  Rensselaer  Polytech.  Inst.; 
design  and  construction;    gives  diagram  showing  structural  details. 
Dom.  Eng.,  Vol.  69  (1913),  pp.  63-65;    pp.  126-128;    pp.  189-191;    pp.  264- 
266. 

Construction  of  mechanical  installations  connected  with  swimming 
pools;   water  supply,  heating,  etc. 


DISCUSSION.  303 

Power,  Vol.  37  (1913),  p.  277. 

Boiler  Capacity  Required  to  Heat  a  Swimming  Pool,  by  J.  P.  Lisk. 

J.  Munic.  Eng.,  Vol.  47  (1914),  pp.  127-128. 

Brief  description  of  McKeesport,  Pa.,  public  bathing  basin  —  popular 
article  with  photograph. 

House  and  Gard.,  Aug.,  (1914),  pp.  79-81. 

The  Bathing  Pool  at  the  Country  House,  by  R.  H.  Van  Court  —  popu- 
lar article  describing  various  pools,  desirable  design,  location,  accessories  and 
operation. 

Eng.  News,  Vol.  72  (1914),  p.  397. 

Open  Air  Swimming  and  Wading  Pool  in  Fair  Ground  Park  at  St. 
Louis,  Mo.  —  circular  pool  with  reinforced  concr.  slab  bottom  on  cinder  bed; 
expansion  joints;   cost  data;    plan  of  pool;   details  of  joints. 

The  Brickb.,  Vol.  24  (1914),  pp.  135-139. 

Bathing  Pools  within  and  Out-of-Doors,  by  Wilfred  Carew.  Illustrat6s 
eight  pools  and  describes  desirable  construction. 

Metal  Wk.,  Vol.  82  (1914),  pp.  253-254. 

Swimming  Pool  of  Modern  Construction  at  People's  Palace,  Jersey 
City,  N.  J. 

Dom.  Eng.,  Vol.  68  (1914),  pp.  382-383. 

Municipal  Swimming  PobI,  Pasadena,  Cal. 

Metal  Wk.,  Vol.  82  (1914),  pp.  642-643. 

Open-Air  Swimming  Pool  at  Pasadena. 
Build.  Age,  Vol.  36  (19 14),  pp.  31-34. 

Swimming   Pool   and   Dancing   Pavilion   in   Connection   with   Country 
Club  at  Wichita,  Kan. 
Dom.  Eng.,  Vol.  70  (1914),  pp.  34-35;   pp.  101-102. 

Mech.   installations  connected   with   swimming   pools;     heating,   w'ater 
supply,  etc. 
Munic.  J.  &  Eng.,  \o\.  39  (1915),  p.  224. 

Salt  Water  Swimming  Pool,  Forest  River  Park,  Salem,  Mass.;  brief 
description;    photograph. 

J.  Munic.  Eng.,  Vol.  49  (19 15),  p.  212. 

Swimming  Pool  and  Flush  Tank  Combined  at  Oakdale,  Cal.     Dimen- 
sions and  cost  of  open  concr.  pool  out-of-doors,  built  in  form  of  tank;   waste 
water  used  to  flush  sewers. 
Brickb.,  Vol.  24  (1915),  pp.  13-16,  and  plates  following. 

Edit,   on  public  bathing  establishments;    photographs,   plans  and  de- 
tails of  various  pools  in  American  cities. 
Brickb.,  Vol.  24  (1915),  pp.  101-102. 

South  side  bathhouse,  Pittsburgh,  Pa.  —  views  and  plans. 
Metal  Wk.,  Vol.  84  (1915),  pp.  522-523. 

Swimming  Pool  at  Pittsburgh  Athletic  Club. 

Metal  Wk.,  Vol.  83  (1915),  pp.  796-798. 

Wealthy  Californian's  Pool  de  Luxe. 
Metal  Wk.,  Vol.  84  (1915),  pp.  729-730;    pp.  837-838. 

Plumbing  and  Heating  Details  of  Plunges. 
Metal  Wk.,  Vol.  84  (1915),  pp.  605-607. 

Plumbing  Work  in  Harvard  Club  of  New  York. 

Metal  Wk.,  Vol.  83  (1915),  pp.  288-290,  and  Building  Age,  Vol.  37,  pp.  39-40. 
Plumbing  Equipment  of  Swimming  Pool,  Louisville,  Ky. 
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Metal  Wk.,  Vol.  83  (1915),  p.  727. 

St.  Louis  Builds  Large  Swimming  Pool. 

Dom.  Eng.,  Vol.  73  (1915),  pp.  I34-I37- 

Natatorium  in  the  Evander  Childs'  High  School,  X.  \  .  City,  by  E.  R. 
Porter. 

Dom.  Eng.,  \'ol.  72  (1915),  p.  229. 

Concrete  Natatorium  for  Chicago  School  Children. 

Build.  Age,  Vol.  37  (1915).  PP-  51-52- 

Details  of  Open-Air  Swimming  Pool. 

Arch.  Rec,  Vol.  37  (1915),  pp.  116-131. 

Jn.  C.  Proctor  Recreation  Center,  Peoria,  III.;  photographs,  plans  and 
brief  description. 

Arch.  Rec,  \'ol.  38  (1915),  pp.  171-176. 

Swimming  Pool  at  Home  of  Miss  Helen  Gould,  Irvington,  X'.  V.;  pho- 
tographs, plans  and  detailed  plates  giving  dimensions.     Xo  text. 

Eng.  Neivs.  \'ol.  74  (1915),  p.  821. 

Municipal  Swimming  Pool,  Grand  Rapids,  Wis.  Brief  article;  pool 
situated  below  dam;  fed  by  continuously  running  stream;  concrete  walls, 
sand  bottom,  sluice  gate. 

Conc.-Cem.  Age,  Vol.  6  (1915),  pp.  148-149. 

Swimming  Pool  at  Rockledge,  Fla.;  construction  and  design;  gives  de- 
tails and  photographs. 

Dom.  E7ig.,  Vol.  74  (1916),  pp.  391-393- 

Information  about  swimming  pools. 

Metal  Wk.,  Vol.  85  (i9i6)_,  pp.  188-189;   pp.  350-351;    pp.  633-635. 
Plumbing  and  Heating  Details  of  Plunges. 

Metal  Wk.,  \o\.  85  (1916),  pp.  33-36. 

Pullman,  111.,  Municipal  Swimming  Pool  —  has  unique  features. 

Heat,  cf  Vent.,  Vol.  13  (1916),  pp.  39-40. 
Data  for  figuring  an  indoor  plunge. 

Dom.  Eng.,  \'oI.  77  (1916),  pp.  36-37. 

Heating  and  Plumbing  System  in  a  Public  Xatatorium  in  Chicago. 

Concr.,  \'ol.  8  (1916),  pp.  149-150. 

Construction  of  Concrete  Swimming  Pool  at  Pendleton,  Ore.,  by  L.  R. 
W.  Allison.  Describes  pool;  table  of  construction  costs  and  method  of 
financing. 

El.  R.  &■  W.  Elec,  Vol.  68  (1916),  p.  464. 

Quarter  Horse-power  Motor  Saver  of  S25  per  Month  for  Swimming 
Pool. 

Dom.  Eng.,  \'o\.  77  (1916),  p.  289. 

Plumbing  and  heating  of  new  swimming  pool  at  Union  League,  Club 
Chicago. 

Eng.  &■  Contr.,  Vol.  44  (1917),  p.  357. 

Design  features  of  reinf.  concrete  swimming  pool  at  Ri\er\iew  Park, 
Chicago;   gives  plan  and  section  and  table  of  reinforcement  used. 

/.  West.  Soc.  C.  E.,  Vol.  22  (1917),  pp.  16-35. 

Addition  to  the  Union  League  Club  (Chicago),  by  Fk.  E.  Brown.  De- 
scribes construction  and  gives  detailed  drawings  of  pool.  (See  also  Eng. 
News,  \'ol.  77  (1917),  pp.  56-57- 
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Eng.  Rec.  (1917),  pp.  106-107. 

Construction  of  Swimming  Tank  in  Union  League  Club,   Chicago,  — 
description,  plan;   details  of  piers;   steel  plate  construe,  lead-lined,  membrane 
waterproofing,  ceramic  tile. 
Dom.  Eng.,  Vol.  80  (1917),  pp.  365. 

Modern  Outdoor  Swimming  Pools,  by  J.  A.  Ward. 
Dom.  Eng.,  Vol.  79  (1917),  pp.  366-367. 

Swimming  Pools  in  Public  Schools. 
Metal  Wk.,  Vol..  87  (1917),  pp.  701-703. 

Swimming  Pool  heating  and  filtering  plant. 
Dom.  Eng.,  Vol.  79  (1917),  pp.  47-48. 

Roof  Swimming  Pools  Of?er  Opportunity  for  More  Bathers  in  Congested 
Communities. 
Elec.  W.,  Vol.  69  (19 1 7),  p.  470. 

Lighting  swimming  pool  with  submerged  lamps.     Pool  at  Seattle,  Wash. 
Brief  article,  with  cross-section  of  lighting  unit. 
Concr.,  Vol.  10  (1917),  pp.  181-183. 

Design  of  Pools   Built  of  Concrete.     Protection   against   frost,   proper 
foundation;    water-tightness;    three  illustrations  of  pool;    design  of  typical 
pool. 
Harding   &    Willard — Mechanical    Equipment   of    Buildings    1916,    ist    Ed., 

Vol.  I,  p.  181. 

Methods  of   heating   water;     steam   and    boiler   horse-power   required; 
area  of  steam  coils  and  connections  necessary. 

Abbreviation.  Title. 

Amer.  City American  City. 

Am.  J.  Pub.  Hyg American  Journal  of  Public  Hygiene. 

Am.  Phys.  Ed.  Rev American  Physical  Educational  Review. 

Am.  Med American  Medicine. 

Arch.  Rec Architectural  Record. 

Arch.  Rev Architectural  Review. 

Assn.  Mun.  &  Cty.  Eng .Association  of  Municipal  and  County  Engineers. 

Boston  Med.  J Boston  Medical  Journal. 

Brickb Brickbuilder. 

Build.  Age Building  Age. 

Concr Concrete. 

Conc.-Cem.  Age Concrete-Cement  Age. 

Dom.  Eng Domestic  Engineering. 

El.  R.  &  W.  Elec Electrical  Review  and  Western  Electrician. 

Elec.  W Electrical  World. 

Eng.  &  Contr Engineering  and  Contracting. 

Eng.  News Engineering  News. 

Eng.  Rec Engineering  Record. 

Gsndhts.  Ing Gesundheits  Ingenicur. 

Heat.  &  \'ent Heating  and  \'entilating  Magazine. 

House  &  Gard House  and  Garden. 

Hyg.  Runds Hygienische  Rundschau. 

J.  Am.  Med.  Assoc Journal  of  the  .\mvican  Medical  Association. 

J.  Am.  Pub.  Health Journal  of  the  American  Public  Health  .Assciation. 

Jour.  Am.  W.  W Journal  of  the  American  Water  Works  Association. 

J.  Ind.  &  Eng.  Chem Journal  of  Industrial  and  Engineering  Chemistry. 

J.  Infec.  Diseases Journal  of  Infectious  Diseases. 

J.  West.  Soc.  C.  E Journal  of  the  Western  Society  of  Civil  Engineers. 
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Abbreviation.  Title. 

Mass.  St.  Bd.  Health Massachusetts  State  Board  of  Health. 

Metal  Wk Metal  Worker,  Plumber  and  Steam  Fitter. 

Munic.  Eng Municipal  Engineering. 

Munic.  J.  &  Eng Municipal  Journal  and  Engineer. 

Ohio  Pub.  H.  Jour Ohio  Public  Health  Journal. 

Philip.  Bur.  Sci Philippine  Bureau  of  Science. 

Phy.s.  Training Physical  Training,  published  by  Physical  Directors"  So- 
ciety of  the  Young  Men's  Christian  Associations  of 
North  America. 

Power Power. 

Proc.  Am.  Assn.  Prom.  Hyg.  &  Pub. 

Baths Proceedings  of  the  American  Association  for  the  Promo- 
tion of  Hygiene  and  Public  Baths. 

Proc.  111.  Wa.  Sup.  Assn Proceedings  of  the  Illinois  Water  Supply  Association. 

Proc.  Ind.  San.  Wa.  Sup.  .Assn Proceedings  of  the  Indiana  Sanitar\-  and  Water  Supply 

Association. 

Proc.  N.  E.  Assoc.  Chem.  Teachers  .  .  Proceedings  of  the  New  England  Association  of  Chemistry 

Teachers. 

Rept.  Med.  Officer  Loc.  Gov.  Bd., 

Eng Report  of  the  Medical  Officer  of  the  Local  Government 

Board,  England, 

Sci.  Am Scientific  American. 

Sci.  Am.  S Scientific  American  Supplement. 

Surv Survey. 

Thomp.  Yates  Lab.  Repts Thompson  Yates  Laboratory  Reports. 

U.  S.  Pub    H.  Repts U.  S.  Public  Health  Reports. 
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DISCUSSION  OF  ECONOMY  IN  THE  DESIGN  OF 
CONCRETE  BUILDINGS. 

By  Frank  S.  Bailey,  J.  R.  Worcester,  Leslie  H.  Allen,  Burtis  S.  Brown, 
John  R.  Nichols. 

Fraxk  S.  Bailey.*  —  The  writer  has  been  considerably  in- 
terested in  Mr.  Mayer's  paper.  In  computing  the  unit  costs  of 
concrete  of  i  :  ih  :  S  and  i  :  i  :  2  mixes,  Mr.  Mayer  uses  the 
same  amount  of  aggregate  as  he  did  in  figuring  the  cost  of  the 
1:2:4  mix  and  simply  adds  the  cost  of  the  increased  quantity 
of  cement.  This  is  a  common  custom.  It  may  be  of  interest  to 
know  what  the  difference  is  in  the  cost  of  the  different  mixes, 
if  allowance  is  made  for  the  diminished  amounts  of  aggregate  in 
the  richer  mixes.  Computations  of  the  cost  of  different  mixes, 
using  Mr.  Mayer's  unit  prices,  and  taking  the  quantities  of  ce- 
ment, sand  and  gravel  from  Taylor  and  Thompson's  "  Concrete 
Costs,"  page  151,  for  average  conditions,  give  results  shown  in 
Table  i. 

It  is  of  interest  to  note  that  the  cost  of  the  1:2:4  and 
I  :  i|  :  3  mixes  is  about  5  per  cent,  more  by  the  customary  method 
than  by  Taylor  &  Thompson's  figures,  and  about  9  per  cent, 
more  for  the  1:1:2  mix;  the  usual  method  being  slightly  un- 
favorable to  the  richer  mix. 

It  may  be  suggested  that  in  designing  columns  it  is  well  to 
follow  the  rule  of  trying  first  a  concrete  mix  of  i  :  i :  2  with  i 

*  Witii  Metcalf  &  Eddy,  Consulting  Engineers,  14  Beacon  Street,  Boston,  Mass. 
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TABLE  I. 

Per  Cent. 
Cost  of  Concrete  Increase  of 

per  Cu.  Ft.  Mayer's. 

1:2:4  ™i^-  T.  «&  T. 

tables.  Mayer. 

1.57  bbl.  cement  at  S2 ?3-i4  __ 

.44  cu.  yd.  sand  at  Si. 50 66 

*  I  205  tons  broken  stone  at  S2.  .  .      2.41 
Plant,  mixing  and  placing 2.50 

Total  cost  per  cu.  yd $8.71        $0,323  .34  5.3 

I  :  I J  :  3  mix. 

2.00  bbl.  cement  at  S2 S4.00 

.42  cu.  yd.  sand  at  Si. 50 63 

*  I  135  tons  broken  stone  at  S2.  .  .      2.27 
Plant,  mixing  and  placing 2.50 

Total  cost  per  cu.  yd S9.40  .348  .365  4.9 

I  :  I  :  2  mix. 

2.73  bbls.  cement  at  S2 S5.46 

.38  cu.  yd.  sand  at  Si. 50 57 

*  1.04  tons  broken  stone  at  S2.  .  .  .      2.08 
Plant,  mixing  and  placing 2.50 

Total  cost  per  cu.  yd S10.61  .393  .43  9.4 

*  20  cu.  ft.=  I  ton. 

per  cent,  of  vertical  steel,  in  square  or  rectangular  columns,  and 
the  same  mix  and  ratio  of  vertical  steel  with  i  per  cent,  of  steel 
spirals  for  round  columns;  then,  if  the  right  ratio  of  length  to 
diameter  of  column  is  not  exceeded,  and  there  are  no  bending 
moments  to  be  considered,  comparisons  with  other  mixes  or 
steel  ratios  are  needless,  as  none  will  show  greater  economy. 
It  is  well  known  that  it  is  more  economical  to  use  a  low  ratio  of 
steel  for  compression  where  saving  in  space  is  not  a  factor, 
and  Mayer's  figures  show  that  this  fact  holds  true  when  ordi- 
nary values  are  allowed  for  space  saved  by  using  more  steel. 
Table  2  shows  the  relative  economy  of  the  three  mixes  in  columns 
without  spiral  hooping. 
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TABLE  2. 

Showing  Compar.\tive  Costs  per  100  000  Lbs.  Compressive  Strength  of 
Different  Mixes  of  Hard  Sandstone  Concrete,  LTsing  Joint  Com- 
mittee's Values  for  Compression  and  Mayer's  Cost  Figures. 

Cost  per 
Compressive  Strength.  lOO  coo  Lbs. 

Lbs.  per  Lbs.  per  Cost  per         Compressive 

Mix.  Sq.  In.  Sq.  Ft.  Cii.  Ft.  Strength). 

1:2:4 450       64  900        S0.34       $0,525 

1:15:3 563       81  000        0.365        0.450 

1:1:2 675       97  200         0.43        0.442 

Note.  Where  large  bending  moments  exist  in  columns,  the  conditions  of  stress  are 
analogous  to  those  in  a  beam,  and  it  is  possible  that  in  some  cases  31:2:4  mix  will  compare 
favorably  as  to  cost  with  the  1:1:2. 

The  same  relative  economy  for  the  i  :  i  :  2  mix  at  prices 
prevaih'ng  ten  years  ago  is  shown  in  the  following  tables,  in 
which  the  cost  figures  are  taken  from  a  paper  by  Mr.  L.  C. 
Wason,  member  of  Boston  Society  of  Civil  Engineers,  on  "  Pro- 
portioning and  Mixing  Cement  Mortars  in  Concrete,"  which 
was  printed  in  the  Proceedings  of  the  National  Association  of 
Cement  Users  for  1908. 


TABLE  3. 

Showing  Comparative  Costs  per  100  000  Lbs.  Compressive  Strength  of 
Broken  Stone  Concrete. 


(Based  on  prices  for  the  year  1908.) 


Concrete 
Mix. 

Compressive 
Stress  (Joint 
Committee 

Values  for  Hard 
Limestone). 

Lbs.  per  Sq.  In. 

Lbs.  per 
Sq.  Ft. 

Cost  per 

Cu.  Ft. 

of  Concrete. 

Comparative 
Cost  per 
100  000  lbs. 
of  Com- 
pressive 
strength. 

I  :  2  4 

450 

64900 

$0,264 

$.408 

I   :i^:3 

562.5 

81.000 

.283 

•350 

I  :  I  :  2 

675 

TABLE 

97  200 
4- 

■314 

■2>2?> 

Showing  Comparative  Costs  per  100  000  Lbs.  Compressive  Strength  of 
Gravel  Concrete. 


I  :2  :4.. 

I  :  I5  :3- 
I  :  I  :  2. . 


450 

562.5 

675 


64  900 
81  000 
97  200 


).2I4 
•237 
•274 


fO.330 

•293 

.282 
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Costs  in  Tables  3  and  4  based  on  following  constants: 

Cement  delivered  on  job,  per  barrel,  net $i-75 

Broken  stone  (21  cu.  ft.  =  i  ton)  per  ton 1.50 

Sand,  per  cu.  yd i  .20 

Gravel  (containing  stone  and  sand  in  right  prop.)  per  cu.  yd 1.15 

Labor  (foreman,  common  and  miscellaneous),  $0.06  per  cu.  ft.  or 

per  cu.  yd 1.62 

It  is  therefore  apparent  that  the  1:1:2  mix  is  the  most 
economical  of  the  three  for  furnishing  uniform  compressive 
strength  in  columns;  and,  if  the  cost  figures  of  Table  i  are  used, 
there  is  shown  a  still  greater  relative  economy  for  this  mix.  It 
is  also  evident  that  the  1:1:2  mix  is  the  more  economical  to 
use  for  compressive  strength  in  columns  with  spiral  hooping, 
as  the  ratio  of  increases  in  allowable  stress  is  the  same  for  each 
mix,  and  there  is  a  slight  advantage  for  the  richer  mix  from  the 
fact  that  a  smaller  section  can  be  used,  thus  requiring  less  spiral 
steel. 

The  following  tables  have  been  prepared  to  show  the  ap- 
proximate relative  costs  of  beams  or  slabs  of  various  concrete 
mixes,  when  the  bending  moment  is  the  controlling  factor  in 
determining  the  section. 


TABLE  5. 

Showing  Approximate  Cost  per  Linear  Foot  of  Beam  or  Slab  of  Differ- 
ent Mixes  of  Concrete,  with  Stress  in  Steel  16  000  Lbs.  per  Sq.  In. 

Cost  of  Cost  of 

Concrete  Steel  Total  Cost 

per  Lin.  Ft.  per  Lin.  Ft.  per  Lin.  Ft. 

Mix.                                          of  Beam.  of  Beam.  of  Beam. 

I  :  I  :  2 $o.ooo236v/M6  $0.0001  ^^f^ Mb  $o.ooot,()0^ Mb 

I  :  ii  :  3 0.0002 1 Sy/ilf/)  o.oooi40v/iV/6  0.000358^/^6 

I  :  2  ;  4 o.ooo226\/ Mb  o.oooi25\/ Mb  0.0002,51^ Mb 

I  :  2^  :  5 o.ooo256y/ilf6  o.oooio3\/j//)  0.000359^/^6 


ECONOMY    IN    DESIGN   OF    CONCRETE    BUILDINGS.       311 

TABLE  6. 

Showing  Approximate  Cost  per  Linear  Foot  of  Beam  or  Slab  of  Differ- 
ent Mixes  of  Concrete,  with  Stress  in  Steel  i8  000  Lbs.  per  Sq.  In. 

Cost  of  Cost  of 

Concrete  Steel  Total  Cost 

per  Lin.  Ft.  per  Lin.  Ft.  per  Lin.  Ft. 

Mix.                                        of  Beam.  of  Beam.                            of  Beam. 

I  :  I  :  2 %o.ooo2^2\J Mb  $0. 0001 -^ly^ Mb  $o.ooot,-jt,^ Mb 

1:15:3 o.ooo226\l  Mb  o.oooi20\J  Mb  0.000346^/^1/6 

I  :2:4 o.ooo234y/M6  0.000 io6y/Mi^  0.000340^^^6 

I  :  25  :  5 o.ooo265y/Af6  0.000089^^.1/6  o.ooo354y/iV/6 

Tables  5  and  6  were  computed  by  the  following  method. 
For  a  given  quality  of  concrete  and  steel  in  a  beam  or  slab 

the  depth  to  the  steel  may  be  expressed  by  the  formula  d=  C« /— , 

in  which  M=  Bending  moment  in  inch  lbs. 

&  =  Breadth  of  beam  or  slab  in  inches. 
C  =  A  constant   (for  a  given  combination  of  concrete 
and  steel). 
Values  of  C  for  different  stresses  in  concrete  and  steel  are 
given  on  page  483  of  the  third  edition  of  "  Concrete,  Plain  and 
Reinforced,"  by  Taylor  and  Thompson.     Concrete  stresses  for 
different  mixes  are  those  recommended  by  the  Joint  Committee 
for  concrete  with  hard  sandstone  aggregate,  and  costs  are  Mr. 
Mayer's  figures. 


To  illustrate,  take  the  1:1:2  mix  in  Table  5;  c?  =  0.079^ 

\  0 

Then,  cubic  feet  of  concrete  per  linear  feet  of  beam  = 

0.079^— X6X12 

1728  ' 

and  the  cost  of  concrete  per  linear  foot  of  beam  is  found  by  multi- 
plying the  latter  expression  by  $0.43,  and  equals  $o.ooo236v/M6. 

The  sectional  area  of  steel,  in  this  case,  =0.01 15X0.079* /—X 6. 
Its  weight  per  linear   ft.  =0.0115X0.079^/^X^X3.4,    and    the 
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cost  per  linear  ft.  =  the  latter  expression  multiplied  by  $0.05  and 
equals  $o.oooi54V^7lf6. 

These  figures  do  not  include  the  cost  of  concrete  in  the  beam 
below  the  steel,  nor  the  cost  of  forms,  but  they  give  a  good 
general  idea  of  the  relative  costs  of  various  combinations,  for  a 
simple  beam  or  slab  of  one  span,  with  no  steel  in  the  top  of  beam 
o\"er  the  supports,  and  the  breadth  remaining  constant. 

To  arrive  at  the  comparative  costs  of  continuous  slabs  which 
have  the  same  amount  of  steel  over  the  supports  as  there  is  in 
the  center  of  the  span,  and  half  this  amount  in  the  bottom  of 
slab  at  the  supports,  the  quantities,  and  therefore  the  costs, 
of  the  steel  as  given  in  Tables  5  and  6  should  be  increased  25 
per  cent.     The  effect  of  this  increase  is  shown  in  Tables  7  and  8. 

TABLE  7. 

Showing  Approximate  Cost  per  Line.\r  Foot  of  Continuous  Slab  of  Dif- 
ferent Mixes  of  Concrete.     Steel  Stress  16000  Lbs.  per  Sq.  In. 
(Steel  costs  increased  25  per  cent,  to  allow  for  laps.) 

Total  Cost 
Mix.  per  Lin.  Ft. 

of  Slab. 

I  :  I  :  2 $0. 00042 8\/ If /> 

I  :  I  ^  :  3 ■■  0.000393V' Af6 

I  12:4 o.ooo382V^l/6 

I  :  2^  :  5 o.ooo385v/a76 

TABLE  8. 

Showing  Approxim.\te  Cost  per  Linear  Foot  of  Continuous  Slab  of  Dif- 
ferent Mixes  of  Concrete.     Steel  Stress  18000  Las.  per  Sq.  In. 
(Steel  costs  increased  25  per  cent,  to  allow  for  laps.) 

Total  Cost 
Mix.  per  Lin.  Ft. 

of  Slab. 

I  :  I  :  2 $o.ooo406\/ Mb 

I  :  I ^  :  3 o.ooo376v^M6 

I  :  2  :  4 o.ooo366y/M6 

I  :  25  :  5 o.ooo376v/M7> 

The  additional  amount  of  steel  in  continuous  beams  due  to 
laps  and  stirrups  varies  in  different  beams  but  rarely  exceeds 
40  per  cent,  of  the  amounts  used  in  Tables  5  and  6.  The  effect 
of  a  40  per  cent,  increase  is  shown  in  Tables  9  and  10. 
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TABLE  9. 

Showing  Approximate  Cost  per  Linear  Foot  of  Continuous  Beam  of  Dif- 
ferent Mixes  of  Concrete.     Steel  Stress  16  000  Lbs.  per  Sq.  In. 
(Steel  costs  increased  40  per  cent,  to  allow  for  laps  and  stirrups.) 

Total  Cost 
Mix.  per  Lin.  Ft. 

of  Beam. 

I  :  I  :  2 $o.ooo452\/ Mb 

I  :  I5  :  3 0.0004I4\/MA 

I  :  2  :  4 0.000401^/^^ 

I  :2^  :5 o.ooo400v'M6 

TABLE  10. 

Showing  Approximate  Cost  per  Linear  Foot  of  Continuous  Beam  of  Dif- 
ferent Mixes  of  Concrete.     Steel  Stress  18  000  Lbs.  per  Sq.   In. 

(Steel  costs  increased  40  per  cent,  to  allow  for  laps  and  stirrups.) 

Total  Cost 
Mix.  per  Lin.  Ft. 

of  Beam. 

I  :  I  :  2 $0. 00042511/ Mb 

I  :  1 5  :  3 0.000394V' M6 

I  :  2  :  4 o.ooo2,S2)J Mb 

I  :  2h  :  5 0.000390^^6 

The  figures  for  costs  of  continuous  slabs  (see  Tables  7  and  8) 
may  be  said  to  represent  the  actual  differences  in  cost  of  con- 
structing slabs  of  the  various  mixes  shown,  as  the  cost  of  forms 
is  the  same  in  each  case  and  the  difference  in  cost  of  concrete  in 
bottom  of  slab  below  steel  is  so  slight  that  it  is  practically  negli- 
gible. The  I  -.2  :  4  mix  is  evidently  the  proper  one  to  use  in 
cases  where  the  bending  moment  determines  the  section. 

The  figures  for  costs  of  continuous  beams  (Tables  9  and  10) 
must  be  corrected  as  shown  in  the  following  example. 

Assume  the  width  of  beam  is  12  ins.,  and  depth  of  concrete 
below'  center  of  steel  is  3  ins.,  and  the  figures  to  be  corrected  are 
those  of  Table  9.     For  the  1:1:2  mix  the  cost  per  linear  foot 

of  concrete  below  steel  iso.25X  —  X$o.43  and  equals  $0,009X6. 


The  cost  of  forms  is 


(0.079^^+3)  X2-f6 


X —  X$o.i6,  which 
_  144 

1/ 
reduces  to  $0.0021  i^/y^+lo.oS-f  $0.0133X6.     Now,  assuming  a 
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bending  moment  of  i  ooo  ooo  in.  lbs.,  it  will  be  found  that  the 
cost  of  steel  and  concrete  above  steel  is  $1.56  per  lin.  ft., 
concrete  below  steel  is  $0.11,  and  forms'  are  $0.85,  the  total 
being  $2.52  per  lin.  ft.  The  total  costs  of  the  other  mixes, 
in  the  order  given  in  the  table,  are  respectively,  $2.42,  $2.45 
and  $2.60,  the  i  :  I5  :3  mix  showing  slightly  better  results 
than  the  i  :  2  : 4  in  this  particular  case,  in  which  it  is  as- 
sumed that  the  bending  moment  determines  the  beam  section. 
In  case  the  section  had  to  be  increased  on  account  of  shear  the 
results  would  be  different  and  would  depend  on  whether  width 
or  depth  or  both  were  increased.  Under  some  conditions,  where 
the  section  is  governed  by  shear,  a  i  :  i  :  2  mix  might  prove  the 
more  economical.  In  T-beams  the  stem  section  is  frequently 
determined  by  shear,  so  in  such  beams  it  may  happen  that  a 
1:1:2  mix  will  be  better  for  the  stem,  and  a  1:2:4  for  the  flange. 

It  will  be  noted  that  in  the  above  comparisons  of  cost  it  has 
been  assumed  that  the  breadth  of  the  beam  or  slab  is  constant 
for  all  mixes  while  the  depth  varies.  In  cases  where  the  same 
clear  head  room  must  be  maintained,  it  is  apparent  that  the  richer 
mixes  have  an  advantage  due  to  their  lesser  depth  which  effects 
a  saving  in  the  height  of  columns  and  sometimes  in  the  facing 
of  exterior  walls,  which  should  be  taken  into  account  in  making 
a  final  comparison  of  different  designs.  If  for  any  reason  it  is 
necessary  to  have  the  depths  of  beams  remain  constant  while 
the  breadths  vary,  or  to  maintain  a  certain  ratio  of  breadth  to 
depth,  it  will  be  found  that  the  choice  as  to  economy  will,  at 
present  prices,  usually  be  between  the  1:1:2  and  the  i  :  i  5  :  3 
mixes. 

Considering  the  fact  that  the  prices  of  cement,  sand,  stone, 
gravel,  steel  and  lumber,  as  well  as  labor,  are  constantly  chang- 
ing, it  is  doubtless  impossible  to  devise  a  simple  formula  for 
determining  the  most  economical  mixes  for  the  different  parts  of 
a  structure.  Those  which  are  best  for  one  building  at  one  time 
may  not  be  the  most  satisfactory  for  another  similar  building 
at  another  time.  On  the  other  hand,  it  is  doubtless  possible 
after  preparing  a  fairly  satisfactory  design,  to  spend  more  time 
and  money  in  an  attempt  to  improve  it  than  can  be  saved  in 
material  and  labor  when  it  comes  to  construction. 
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There  are  many  firms  of  engineers  and  architects  who 
prepare  plans  for  buildings  to  be  built  by  contract.  They  do  not 
know  what  contractor  will  do  the  work,  and  sometimes  they  are 
not  sure  that  they  themselves  will  have  supervision  of  the  con- 
struction. Under  these  conditions  they  may  not  think  it  best 
to  specify  the  use  of  different  mixes  of  concrete  for  different 
parts  of  the  superstructure.  In  many  cases,  the  i  :  2  : 4  or 
the  I  :  ih  :  2)  rnix  is  more  economical  for  beams  and  slabs  than 
the  I  :  I  :  2,  and  they  may  feel  that  it  is  safer  to  specify  the  use 
of  I  :  2  : 4  or  I  :  i^  :  3  concrete  in  beams,  slabs  and  columns. 

An  engineering  firm  which  maintains  a  reliable  construction 
force  might,  on  the  other  hand,  feel  no  hesitation  in  specifying 
a  richer  mixture  of  concrete  for  columns,  as  in  its  case  there  is 
less  liability  of  batches  of  i  :  2  :  4  concrete  being  placed  where 
I  :  I  :  2  was  called  for. 

In  conclusion,  the  writer  would  say  that  he  believes  Mr. 
Mayer's  paper  is  worthy  of  careful  reading  by  any  one  interested 
in  the  subject. 

J.  R.  Worcester.*  —  This  paper  is  very  timely  in  its  sug- 
gestions and  helpful  in  its  information  as  to  costs,  particularly 
of  those  items  of  cost  which  an  engineer  not  directly  interested 
in  construction  finds  it  most  difficult  to  ascertain,  such  as  labor 
and  cost  of  plant. 

It  may  be  worth  while  to  point  out,  howev^er,  that  the  author 
has  in  one  of  his  examples,  presented  figures  which  might  be 
misleading  if  taken  as  too  generally  applicable.  This  is  the 
table  of  comparative  costs  of  seven  different  types  of  columns, 
pages  65  and  66. 

The  author  does  not  state  the  capacity  which  this  column 
is  designed  to  carry,  or  the  specifications  by  which  it  is  designed, 
but  the  intention  is  evidently  to  make  the  different  schemes  of 
equivalent  strength.  This  is  not  the  result,  if  we  follow  the 
rules  of  the  Joint  Committee.  According  to  these,  scheme  (f), 
which  appears  to  be  the  cheapest,  is  not  allowable  because  the 
longitudinal  reinforcement  is  less  than  one  per  cent,  of  the  area. 
Again,  the  other  schemes,  including  spiral  reinforcement  (d) 
and  (g),  have  about  40000  lbs.  capacity  in  excess  of  the  types 

*  J.  R.  Worcester  &  Co..  Consulting  Engineers.  79  Milk  Street,  Boston.  Mass. 
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having  no  spirals.  To  bring  them  to  the  same  basis  of  strength, 
four  longitudinal  bars  could  be  left  out  in  (d)  and  eight  i-in. 
bars  could  be  substituted  for  the  ten  i|-in.  bars  in  (g).  These 
changes  would  reduce  the  cost  of  (d)  to  $66.77,  and  that  of  (g) 
to  S65.99.  The  cost  of  (g)  would  therefore  appear  jto  be  less 
than  .that  of  the  (f)  design,  which  is  not  allowable,  and  makes  it 
appear  that  in  this  instance,  at  least,  where  allowance  is  made 
for  the  value  of  the  space  occupied,  the  smallest  design  is  pre- 
ferable. 

Leslie  H.  Allex.*  —  The  reason  for  the  apparent  diffi- 
culty in  comparing  the  costs  of  the  different  designs  of  reinforced 
concrete  is  due  to  the  fact  that  there  are  so  many  variables  to 
be  taken  into  account.  This  is  not  the  case  in  designing  steel 
structures,  as  the  only  variables  are  the  weights  and  prices  of 
steel.  In  the  case  of  reinforced  concrete  we  have  the  labor  and 
materials  on  concrete  forms  and  reinforcement,  and  variations 
in  stresses  due  to  changes  in  the  mix  and  the  percentage  of  re- 
inforcement. For  this  reason  this  subject  as  a  rule  is  a  rather 
difficult  one  for  the  consulting  engineer. 

Following  Mr.  Mayer's  thought  a  little  further,  I  might 
suggest  that  in  some  buildings  recently  designed  by  engineers 
we  figured  with  them  an  interesting  saving  in  design  in  the  case 
of  a  building  which  carried  different  loads  on  different  floors. 
It  was  found  that  by  changing  the  mix  of  the  concrete  in  the 
floors  it  was  possible  to  keep  the  size  of  the  beams  the  same  on 
each  floor,  although  the  loads  changed.  The  result  was  that 
on  some  floors  we  built  beams  and  slabs  that  would  not  be  eco- 
nomical if  the  same  design  was  carried  right  through,  but  on 
account  of  the  great  saving  in  form  work  due  to  the  avoidance 
of  any  re-making  the  whole  building  was  a  good  deal  more  eco- 
nomical than  would  have  been  the  case  if  each  floor  had  been 
designed  for  the  same  mix. 

BuRTis  S.  Brown.*  —  I  think  we  are  indebted  to  Mr. 
Mayers  to-night  for  giving  us  this  paper.  Not  many  years  ago 
we  could  hardly  pick  up  an  engineering  magazine  without  seeing 
presented  some  new  formula  for  the  economical  design  of  con- 


■  With  the  -Aberthaw  Construction  Co..  27  School  Street,  Boston,  Mass. 
*  Consulting  Engineer,  88  Broad  Street,  Boston,  Mass. 
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Crete.  In  nearly  every  number  that  came  out  some  one  would 
present  a  formula  on  economical  design.  With  so  many  change- 
able factors  entering  into  the  economical  design  of  concrete,  one 
can  see  how  absolutely  impossible  it  is  to  incorporate  them  into 
a  single  formula.  I  think  the  principal  value  of  this  paper  is 
that  it  educates  the  engineer's  judgment  in  the  design  of  con- 
crete so  that  very  soon,  after  figuring  out  a  few  of  the  designs, 
he  is  able  to  spot  the  most  economical  one  without  very  much 
calculation  of  the  special  principle. 

One  thing  that  I  think  has  to  be  considered  where  one  is 
-designing  for  a  special  organization  is  that  that  organization  can 
take  care  of  one  type  of  construction  more  economically  than 
another  type.  I  remember,  at  one  of  the  meetings  of  the  Amieri- 
can  Society  of  Civil  Engineers,  I  discussed  with  the  general 
superintendent  of  one  of  the  largest  concrete  construction  com- 
panies in  the  country  the  question  of  flat-slab  design,  and  he 
said  that  their  -company  could  build  beam  and  girder  floors 
even  for  heavy  loads,  much  cheaper  than  flat-slab  floors.  They 
were  better  equipped  to  take  care  of  that  type  of  construction 
than  they  were  the  flat-slab  type  which  some  of  the  Boston 
specialists  were  using.  There  are  those  special  conditions  that 
must  be  considered  and  that  the  general  practitioner  has  to  think 
of,  which  a  concern  that  is  built  up  to  handle  a  special  type  of 
construction  does  not  have  to  think  of  so  often. 

In  working  out  the  most  economical  design  of  beams,  it 
has  been  my  practice:  to  try  several  different  depths  of  beams  in 
order  -to  make  sure  I  am  getting  the  most  economical  beam'  for 
each  different  layout,  and  I  might  say  in  one  of  my  jobs  that  by 
studying  ten  different  layouts  I  was  able  to  get  a  design  that 
saved  fifty  thousand  dollars  over  the  design  first  proposed  'by 
the  people  who  were  intending  to  build  the  structure. 

John  R.  Nichols.*  ^r^  I  want  to  endorse  what  Mr.  Mayers 
has  said  about  the  necessity  of  making  engineering  designs,  and 
it  is  a  great  pleasure  to  find  one's  own  ideas  so  corroborated. 

The  thing  that  struck  me  most  emphatically  was  something 
to  the  effect  that  the  design  of  a -window  is  of  prime  importance. 
"  Prime  "  is  the  right  word  to  use..     Not  more  than  five  years 

*  With  Monks  &  Johnson,  Boston,  Mass. 
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ago  the  steel  sash  companies  would  make  us  a  window  to  fit  any 
opening  and  with  glass  cut  to  any  size  whatever.  But  within 
the  last  five  years  that  has  all  been  done  away  with  and  they 
now  issue  their  catalogues  showing  certain  standard  sizes  of 
sash.  The  design  of  a  window  for  the  opening  has  a  great  deal 
of  influence  on  the  cost  of  the  building.  I  have  some  tables 
here  of  steel  sash  sizes,  and  I  have  picked  out  a  window,  the 
only  one  that  fits  a  17-ft.  6-in.  bay.  That  is  the  smaller  window 
of  the  two  Mr.  Mayers  has  used,  and  it  uses  12-in.  glass  and  has 
five  units,  which  means  it  has  four  mullions.  Each  mullion 
costs  two  or  three  dollars,  depending  on  the  length,  and  the  use 
of  12-in.  glass  means  that  you  have  a  large  number  of  muntins. 
What  I  am  getting  at  is  that  the  use  of  a  large  number  of  mul- 
lions and  the  use  of  small  glass  means  expensive  sash.  If  he 
increased  his  window  size  to  17  ft.  6  in.  he  can  use  i6-in.  glass 
with  three  units,  and  there  he  has  saved  quite  a  lot  of  muntin  and 
a  whole  mullion.  If  he  cut  it  down,  on  the  other  hand,  to  17 
ft.  4  in.  he  can  use  i6-in.  glass  and  only  two  mullions.  This  is 
using  United  Steel  sash.  Other  makes  give  a  different  variation 
in  the  sizes,  but  the  principle  is  the  same.  The  point  is  this: 
When  you  are  designing  a  building,  and  considering  the  center- 
to-center  distance  between  columns,  the  thing  to  pick  out  first 
is  the  window  you  want  to  use.  Then  design  your  column. 
If  you  want  to  get  the  sash  quickly,  and  the  height  is  determined, 
and  you  have  got  to  use  20-in.  high  glass,  in  case  you  wish  to 
use  just  twelve  feet  in  height  you  have  got  to  use  ten  lights. 
The  nearest  thing  in  other  sizes  is  i8-in.  glass,  eight  lights  high. 
Some  makers  of  glass  will  give  you  quicker  delivery  on  14-in. 
by  20-in.  glass  size  than  on  i6-in.  by  20-in.  Thus  we  see  that 
the  design  of  a  window  is  really  of  prime  importance. 

Another  matter  of  importance  is  the  floor  space  occupied 
by  the  exterior  column.  It  doesn't  look  as  though  the  exterior 
column  occupies  a  great  deal  of  floor  space,  but  those  engineers 
who  have  to  do  with  heating  these  buildings  have  to  run  pipe 
coils  by  those  windows,  and  don't  like  to  bend  every  pipe  coil 
around  those  columns,  but  like  to  keep  them  flush  with  the 
wall.  There  the  floor  space  occupied  by  wall  columns  is  again 
a  very  important  feature. 
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One  of  the  most  bewildering  unit  costs  that  comes  to  the 
engineer  in  the  comparison  is  the  cost  of  forms  when  they  are 
to  be  used  once,  or  where  used  two  or  three  or  four  or  five  times. 
In  many  cases,  —  when  we  design  a  boiler  house,  for  instance, 
—  that  is  only  one  slab,  the  roof,  and  when  that  is  poured  the 
forms  are  just  lumber.  I  take  it  that  the  thirteen  or  fourteen 
cents  given  here  wouldn't  apply  to  such  cases.  On  the  other 
hand,  I  have  known  of  fiat-slab  forms  being  used  over  and  over 
again,  and  those  using  them  have  stated  that  they  cost  some- 
where near  six,  seven,  or  eight  cents  per  square  foot.  That 
element  is  one  of  the  most  difficult  to  deal  with  in  making  com- 
parisons of  this  nature. 

Mr.  Mayers.* — The  cost  of  forms  as  I  have  tabulated  them 
in  the  paper  is  based  on  the  ordinary  construction  of  buildings 
five  or  six  stories  high,  using  them  probably  three  times.  The 
cost  of  forms  when  used  in  a  building  like  that,  if  used  three 
times,  the  material  cost  of  one  board  foot  is  really  used  in  the 
unit  cost  of  the  forms.  The  amount  of  form  lumber  actually 
used  per  square  foot  of  contact  surface  may  be  taken  at  three 
board  feet.  Thus,  when  forms  are  used  but  once,  it  is  necessary 
to  estimate  on  three  board  feet  of  material  instead  of  one  board 
foot,  as  would  be  the  case  when  forms  are  used  over  three  times. 
In  the  boiler  house  roof  form  cost  you  would  have  to  add  to  the 
units  in  the  paper  the  cost  of  about  two  board  feet  of  form  lum- 
ber, but  your  salvage  would  be  much  more  for  the  lumber  where 
it  had  been  used  only  once.  Generally  speaking,  if  forms  are 
used  only  once  I  should  figure  at  least  two  board  feet  of  lumber 
more  per  square  foot  of  surface  measurement.  I  might  say, 
however,  that  in  the  comparative  costs  it  would  not  make  much 
difference  what  price  you  used.  You  have  to  know  more  about 
the  conditions  and  more  about  the  unit  costs  to  price  the  work 
for  estimating  the  actual  costs.  I  have  been  careful  to  state 
that  those  unit  costs  would  not  do  for  use  in  making  an  estimate. 

Throughout  the  paper  under  discussion,  stress  has  been 
laid  on  the  fact  that  these  designs  are  of  value  only  in  so  far  as 
they  are  representative  of  quantities  of  material  on  which  to 
make  comparative  estimates  for  the  sole  purpose  of  illustrating 

♦Author's  closure. 
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the  methods  of  estimating  concrete  work.  Designs  were  se- 
lected which  contained  various  percentages  of  reinforcement 
and  various  mixes  of  concrete,  and  are  given  here  in  order  to 
illustrate  the  methods  of  estimating,  costs  only.  The  computa- 
tions for  the  various  designs  have  been  in  most  cases  purposely 
omitted,  as  it  is  the  author's  intention  to  have  the  reader  of  the 
paper  concentrate  his  attention  on  the  methods  of  estimating 
the  cost  of  the  work.  If  these  designs  had  been  given  in  detail 
it  is  quite  probable  that  the  paper  would  lose  much  of  its  force 
as  an  exponent  of  estimating  methods,  as  it  would  then  offer  an 
excellent  opportunity  for  an  engineering  discussion  instead  of 
a  discussion  on  the  principles  of  comparative  cost  estimating.. 
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THE   CAMBRIDGE,   MASS.,   SYSTEM   OF  REAL  ESTATE 

ASSESSMENT. 

Bv  Stoughton  Bell,  Esq.* 

Your  President  has  spoken  briefly  of  the  organization  of 
the  commission  in  Cambridge,  which  was  appointed  by  the 
mayor  at  the  request  of  a  citizens'  meeting.  Its  purpose  was  to 
look  into  the  subject  of  real  estate  assessment  in  Cambridge. 
As  originally  appointed  it  was  a  commission  of  five.  We  have 
a  fortunate  arrangement  in  Cambridge  with  the  Massachusetts 
Institute  of  Technology  and  with  Harvard  University  by  which 
the  mayor  may  request  the  heads  of  each  of  those  institutions 
to  designate  some  one  to  assist  in  municipal  work.  Harvard 
appointed,  at  the  mayor's  request.  Professor  Bullock,  who  is 
now  president  of  the  National  Tax  Association  and  the  head 
of  the  Department  of  Economics  at  Harvard,  —  a  thorough 
expert  in  taxation  matters.     Technology  appointed  your  Presi- 

[NoTE.  —  The  President  of  the  Society,  Charles  M.  Spofford,  who  in- 
troduced the  speaker,  stated  that  the  committee  of  which  Mr.  Bell  was  chair- 
man was  appointed  by  Mayor  Good,  of  Cambridge,  and  consisted  of  Cam- 
bridge business  men  supplemented  by  a  representative  of  Harvard  University 
and  a  representative  of  the  Massachusetts  Institute  of  Technology.  This 
committee,  after  a  careful  study  of  systems  of  real  estate  valuation  in  other 
cities,  decided  to  appoint  an  engineer  to  make  a  detailed  study  and  devise 
a  system  for  Cambridge.  Mr.  E.  O.  Christiansen  was  appointed  for  this 
work.] 

*  Of  Putnam,  Putnam  &  Bell.  6o  State  Street,  Boston. 
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dent,  Professor  Spofford,  the  head  of  the  Civil  Engineer  Depart- 
ment. We  were  appointed  in  December,  1914,  and  for  three 
or  four  months  made  an  investigation  of  assessments  in  the  city 
of  Cambridge.  We  also  made  an  investigation  of  assessments 
of  the  cities  and  towns  throughout  New  England,  and  in  March, 
1915,  reported  to  the  mayor  that  it  was  our  belief  that  the  city 
of  Cambridge  could  introduce  a  plan  which  would  value  all  real 
estate  on  a  proportionately  equal  basis.  We  recommended  and 
asked  that  the  committee  to  establish  the  system,  when  ap- 
pointed, should  have  an  appropriation  and  should  have  an  engi- 
neer to  take  charge  of  the  work,  and  we  recommended  the  adop- 
tion of  the  system  which  was  later  put  in  force. 

That  recommendation  was  acceptable  to  the  mayor  and  the 
city  council.  An  appropriation  was  granted  and  an  engineer 
appointed,  who  was  sent  to  make  investigations  in  cities  which 
had  systems  already  installed  in  other  parts  of  the  United  States. 
He  went  to  Newark,  Buffalo,  Baltimore  and  New  York,  where 
offices  were  opened  to  him  for  a  very  complete  study.  W^e  had 
made  a  very  careful  survey  of  the  situation  in  Cambridge,  and 
had  utilized  all  the  departments  of  the  city  that  we  could  for 
assistance.  One  of  the  most  useful  was  the  planning  depart- 
ment. We  asked  them  to  tell  us  something  about  assessments  in 
the  city  of  Cambridge,  —  if  they  could  not  picture  them  for  us 
so  that  we  could  see  them  with  the  eye  as  well  as  look  at  the 
figures, — and  they  worked  out  a  scheme  of  coloring  the  map  of 
the  city.  The  highest  valuation,  shown  in  black,  was  at  Harvard 
Square  and  at  Central  Square.  The  white  areas  represented 
land  assessed  under  five  cents  per  square  foot,  and  the  black 
areas  land  valued  at  fifteen  dollars  per  square  foot.  Here  is  a 
thing  I  like  to  point  out  when  I  am  calling  this  to  any  one's 
attention.  We  have  recently  had  a  good  deal  of  agitation  in  the 
legislature  concerning  the  burden  upon  the  city  of  the  exempted 
property  of  the  University.  I  like  to  point  out  that  the  most 
appreciable  area  of  high-priced  land  in  the  city  is  immediately 
southwest  of  the  College  yard,  which  is  exempt.  There  is  a 
little  that  is  high  at  Central  Square  and  a  little  bit  at  Porter's 
Station,  but  at  Harvard  Square  is  the  property  that  is  the  most 
highly  valued  in  the  city. 
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Assessments  in  New  England  are  a  growth  of  long  standing. 
The  assessors  have,  in  the  majority  of  instances,  found  the  value 
upon  their  books,  and  have  had  no  machinery  and  no  method 
by  which  they  could  revalue  the  entire  city.  They  have  gone 
into  districts  and  placed  a  higher  or  lower  value  in  that  district, 
but  so  far  as  we  could  find  from  our  investigation  there  has  been 
no  machinery  placed  in  the  hands  of  any  assessors  in  the  New 
England  States  that  would  be  of  any  real  assistance  to  them  in 
placing  a  fair  value  upon  land.  Here  is  an  illustration  of  the 
result.  There  is  a  little  rooster-shaped  piece  of  high-valued 
land  located  in  the  Norton  estate,  which  is  undergoing  develop- 
ment. I  think  it  is  a  fair  deduction  to  say  that  the  reason  that 
high-priced  land  lies  in  a  lower-priced  district  is  because  that 
land  has  been  developed  and  has  been  called  to  the  attention  of 
the  assessors,  and  the  result  has  been  that  where  a  new  house 
has  gone  up  an  increase  has  been  put  upon  the  land  under  it. 

The  assessors  of  the  city  of  Cambridge  had  the  best  lot  and 
block  maps  that  we  found  in  any  of  the  New  England  States. 
These  were  in  existence  when  we  took  hold  of  this  work.  But 
in  order  to  see  any  large  district  it  became  necessary  for  the 
assessors  to  put  a  half  dozen  tables  together  and  then  place  the 
maps  one  against  another,  and  should  one  of  the  assessors' 
coats  push  against  the  picture  puzzle  it  was  gone  and  had  to 
be  readjusted.  These  lot  and  black  maps  covered  the  entire 
city  of  Cambridge.  They  showed  the  streets  and  the  lot  lines, 
the  kinds  of  construction,  wood  in  yellow,  brick  in  red,  stone  or 
cement  buildings  in  gray,  etc.  Such  maps  are  absolutely  neces- 
sary, we  believe,  for  any  assessors'  offices,  and  in  this  instance 
they  were  the  only  plans  which  were  in  the  assessors'  offices. 
They  had  asked  for  appropriations  for  large  maps  but  had  been 
unable  to  get  them. 

Besides  these,  we  had  a  study  by  the  planning  board  with  the 
values  represented  in  color,  and  another  plan  showing  by  cross- 
hatching  and  other  symbols  the  character  of  the  development  in 
different  parts  of  the  city.  With  that  map  and  with  other  maps 
which  will  be  made,  the  assessors  may  see  how  the  development 
is  changing  from  year  to  year,  from  the  effect  of  houses  going  up 
and  the  large  increase  of  apartments  which  will  occur,  largely 
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due  to  the  subway  connection  with  Boston.  The  map  gives  a 
bird's-eye  view  of  the  purposes  to  which  property  is  put.  In 
addition  to  that,  we  had  a  clerk  go  to  the  registry  of  deeds  and 
obtain  for  us,  during  the  time  that  the  war  tax  was  on,  the  con- 
sideration of  deeds  as  expressed  in  stamps.  We  had  a  record 
of  recent  mortgages  which  were  put  on  property,  and  we  made  a 
careful  study  of  rentals  throughout  the  city,  and  these  we  had 
expressed  in  color  form  on  a  map.  The  rentals  ran  from  $15  to 
$20  in  dark  blue  up  to  $20  and  over  in  yelIow\  Brown  repre- 
sented $10  to  $15  and  pink  from  $5  to  $10.  Whenever  we  saw 
a  sign  in  a  window  "  For  Rent,"  we  found  out  what  the  asking 
price  was;  and  we  kept  the  telephone  wires  busy  for  a  little 
while,  getting  the  figures  for  this  chart.  An  interesting  thing 
shown  on  this  map  is  a  comparatively  high  rental  section,  on 
the  top  of  a  knoll  in  East  Cambridge,  and  around  it  the  rentals 
run  low.  This  map  afforded  another  opportunity  for  studying 
the  development  of  the  city  and  of  assisting  the  assessors  in 
getting  at  a  fair  value. 

Then  we  made  a  study  of  the  lots  and  blocks  in  the  city  in 
order  to  find  out  what  the  standard  size  of  lot  might  be.  In 
Baltimore  the  standard  depth  of  lot  is  150  ft.  In  Cambridge 
we  found  that  by  far  the  greater  number  were  100  ft.  in  depth, 
and  we  therefore  took  this  as  the  standard  depth. 

The  foregoing  might  be  called  a  preliminary  study  in  order 
to  inform  ourselves  —  and,  by  the  way,  throughout  the  time 
these  studies  were  going  on  w^e  had  frequent  hearings.  We  had 
various  representatives  of  assessing  bodies  come  before  us;  we 
invited  the  real  estate  men  of  the  city  to  come  before  us  and  give 
any  suggestions;  and  throughout  our  work  I  want  to  say  that 
we  had  the  heartiest  cooperation  of  the  trustees  of  savings  banks 
and  the  real  estate  men  of  Cambridge.  The  Cambridge  Real 
Estate  Exchange  gave  us  enormous  assistance  in  the  way  of 
suggestions  in  our  work  before  we  turned  it  over  to  the  asses- 
sors. 

When  we  had  finished  this  preliminary  study  the  question 
at  once  arose  what  sort  of  a  unit  we  should  use,  for,  if  we  were 
going  to  compare  one  part  of  the  city  with  another,  we  must 
have  a  common  unit  with  which  to  make  the  comparison.     In 
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New  York  and  Baltimore  and  the  other  cities  which  have  adopted 
a  system,  the  front  foot,  so  called,  is  used. 

I  do  not  need  to  tell  engineers  what  that  is,  one  foot  on  the 
street  and  one  hundred  feet  deep;  but  we  in  New  England  are 
not  in  the  habit  of  thinking  of  front  feet.  All  our  sales  are  made 
on  the  square-foot  basis,  and  yet  we  were  unable  to  find  any  city 
that  had  adopted  a  square-foot  unit.  We  made  considerable 
study  to  see  if  the  front-foot  unit  could  be  used  in  the  city  of 
Cambridge,  and  we  decided  there  was  no  particular  reason  why 
it  should  be  used,  and  that  if  we  attempted  to  use  the  front 
foot,  the  system  would  not  be  such  that  it  would  furnish  a  method 
of  conversation  between  the  assessors  and  the  citizens,  and  that 
is  what  we  were  working  for,  —  some  common  language  so  that 
the  assessors  and  the  citizens  might  talk  with  one  another  and 
not  have  a  citizen  come  in  and  say,  "  I  do  not  believe  your  value 
is  right,"  and  have  the  assessor  say,  "  We  believe  it  is  right," 
and  simply  split  on  opinion  on  these  matters.  So  we  adopted 
the  square  foot  as  the  unit. 

It  is  a  well-known  fact,  that,  where  there  are  two  lots  side 
by  side,  one  50  ft.  deep  is  worth  more  than  half  as  much  as  the 
lot  of  the  same  shape  and  frontage  which  is  100  ft.  deep.  Just 
how  much  more  was  another  problem  which  we  had  to  solve. 
Then  the  proportion  is  not  the  same  in  the  residence  as  in  the 
business  districts.  There  have  been  various  rules  for  the  en- 
hancement of  values  of  a  lot  due  to  the  corner  influence,  —  that 
is,  the  increased  value  of  a  lot  because  it  is  located  at  the  corner 
of  two  streets.  And  the  last  thing  we  went  to  work  upon  was 
the  equalization  map.  With  regard  to  the  standard  depth  of 
lot,  it  might  be  of  interest  to  you  to  have  a  few  figures.  We  have 
in  Cambridge  some  932  blocks.  Of  these,  74  per  cent,  are 
divided  into  loo-ft.  lots  and  26  per  cent,  into  lots  of  greater  or 
less  depth. 

A  word  more  in  regard  to  the  long  and  short  lot  rule  of  pro- 
portional value  of  lots  of  varying  depth.  In  1866  Judge  Hoffman 
in  New  York  ruled  in  court  that  a  lot  50  ft.  deep  was  worth 
66f  per  cent,  of  a  lot  100  ft.  deep.  That  has  been  held  for  some 
time  in  the  city  of  New  York.  In  Cambridge  we  plotted  actual 
sales,  mortgages  and  capitalization  of  rentals  on  a  chart  on 
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which  abscissae  represent  the  depths  of  the  lots  and  ordinates 
per  cents,  of  unit  values.  Then  we  drew  a  curve  representing 
the  increase  of  values  in  a  foot  of  short  over  long  lots.  We  did 
this  for  the  business  districts  and  for  the  residential  districts. 
We  compared  these  curves  with  the  ones  we  had  obtained  from 
New  York,  Buffalo  and  Baltimore  by  placing  them  Tipon  an- 
other chart.  Newark  was  one  of  the  first  cities  to  adopt  a  sys- 
tematic method  of  assessment,  and  they  had  a  good  system  but 
they  never  had  it  on  a  chart.  When  we  had  plotted  their  figures 
on  a  chart  we  found  certain  irregularities  which  they  admitted 
they  had  not  noticed  until  the  curve  representing  the  figures 
had  been  called  to  their  attention.  A  table  of  comparisons  was 
then  worked  out.  For  instance,  for  a  depth  of  lot  of  25  ft.  the 
value  in  New  York  is  41.7  per  cent.,  and  in  Newark  it  is  50  per 
cent,  in  the  business  and  37  per  cent,  in  the  residential  district  of 
the  values  for  100  ft.  lots.  In  Cambridge  the  old  line  of  assess- 
ment ran  back  almost  straight  until  it  got  beyond  100  ft.  in 
depth.  The  figures  had  never  been  plotted  for  Cambridge 
although  the  assessors  appreciated  that  lots  much  more  than 
100  ft.  in  depth  were  proportionately  of  less  value.  They  had 
not,  however,  worked  out  this  curve  in  actual  assessments.  We 
placed  these  charts  before  the  Cambridge  Real  Estate  Exchange 
and  asked  them  to  criticize  them.  They  said  they  thought  we 
had  made  a  mistake  in  our  residence  chart,  that  we  went  back 
too  quickly  in  the  very  shallow  lots.  We  asked  them  why. 
They  could  not  give  us  any  figures,  and  they  said  perhaps  we 
were  right.  We  found  after  one  year's  practice  that  the  real 
estate  men  were  right,  though  they  could  not  convince  us  that 
we  were  wrong;  but  the  actual  application  of  the  figures  has 
shown  that  to  us,  and  the  curve  for  residence  districts  will  be 
somewhat  flattened  in  future. 

Now,  to  illustrate  the  application  of  the  depth  curves  to 
lots  of  various  depth.  Suppose  we  assume  a  lot  on  a  street 
having  a  ten  dollar  per  square  foot  unit,  the  lot  to  be  50  ft.  in 
frontage.  Obviously,  under  these  conditions  a  lot  lOO  ft.  deep 
containing  5  000  sq.  ft.  would  be  worth  $50  000,  since  the  100  ft. 
depth  is  the  standard,  and  each  square  foot  is  worth  100  per 
cent,  of  the  unit.     Now,  suppose  we  find  the  value  of  a  lot  75 
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ft.  deep;  we  turn  to  our  curves  or  long  and  short  lot  tables  and 
we  find  for  business  sections  that  every  square  foot  of  a  75  ft. 
lot  is  worth  117  per  cent,  of  the  unit;  thus  the  unit  value  per 
square  foot  for  this  lot  would  be  $11.70,  and  since  the  lot  con- 
tains 3  750  ft.,  the  total  value  of  the  lot  would  be  $43  875. 
Application  of  these  rules  for  lots  in  residential  sections  is  sirrii- 
lar  to  the  illustration  just  given. 

In  order  to  simplify  the  work  for  the  Board  of  Assessors, 
the  committee  worked  out  a  coefficient  for  each  of  the  twenty 
thousand  odd  lots  in  the  city  of  Cambridge,  depending  on  its 
depth,  shape  and  location.  This  coefficient  represents  all  the 
factors  entering  into  the  assessment  of  any  particular  lot  except 
the  unit  value  placed  on  the  equalization  map  by  the  assessors. 
In  this  way  it  is  only  necessary  to  multiply  the  coefficient  by 
the  unit  value  to  obtain  the  assessed  value  of  the  lot,  the  co- 
efficient, of  course,  remaining  the  same  until  the  lot  is  cut  up. 

We  have  also  applied  a  method  for  obtaining  the  enhance- 
ment value  of  a  lot  because  of  its  location  at  a  corner.  Mr. 
King  adopted  a  plan,  some  years  ago,  and  that  was  followed 
originally  in  New  York.  New  York  now  treats  the  lot  as  front- 
ing on  the  main  street,  and  adds  a  definite  percentage  of  increase 
to  the  value  of  that  lot  and  says  that  is  the  increased  value  due 
to  the  side  street,  an  arbitrary  percentage  throughout  the  city. 
Mr.  Bernard,  a  special  tax  deputy  in  Baltimore,  worked  out  a 
more  equitable  plan,  we  think.  He  found  the  value  of  the  lot 
as  if  it  fronted  on  the  main  street  and  took  one  half  the  side 
street  value  and  added  it  to  the  value  on  the  front  street.  That 
gave  him  relative  valuation  of  the  side  and  front  street  as  to 
that  lot.  In  the  business  district  of  Cambridge  we  found  the 
value  of  the  lot  on  the  main  street  and  value  of  it  on  the  side 
street  and  added  to  the  value  on  the  front  street  twenty-five 
per  cent,  of  the  value  on  the  side  street,  and  that  seemed  to  work 
out  pretty  well. 

There  are  a  few  minor  factors  of  value  which  were  worked 
out  in  some  places.  One  of  them  is  where  a  particular  lot  is 
located,  or  a  series  of  lots  are  located,  upon  an  alley;  for  instance, 
these  two  lots  had  an  alley  between  them.  In  cities  where  there 
are  many  alleys  the  increase  due  to  the  alley  influence  has  to  be 
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worked  out,  but  in  Cambridge  we  do  not  have  enough  to  give 
us  data  upon  which  to  base  a  definite  plan,  and  therefore  we  did 
not  attempt  to  lay  out  any  rule  for  the  city.  There  is  another 
factor  which  enters  into  the  question  of  value,  and  that  is  the 
question  of  plottage.  A  large  tract  of  land  in  a  certain  location 
is  very  much  more  valuable  because  of  its  size  than  it^vould  be 
if  cut  up  into  smaller  lots.  That  of  itself  must  be  taken  into 
consideration  in  making  assessments;  but  we  did  not,  owing 
again  to  lack  of  information,  work  out  any  definite  rule  in  Cam- 
bridge. We  did  work  out  an  equalization  plan  on  what  is  known 
as  an  "  equalization  "  map.  That  was  nothing  more  or  less 
than  a  map  of  Cambridge  with  the  streets  laid  out  a  little  wider 
than  they  ordinarily  would  be,  and  main  public  buildings  located 
all  without  regard  to  lot  lines.  Now,  the  use  of  this  equaliza- 
tion map  is  to  do  away  with  that  picture  puzzle  I  spoke  of  earlier 
in  the  evening  (that  is,  the  patching  together  of  this  lot  and 
block  collection  of  maps),  and  thus  give  the  assessors  and  the 
citizens  of  Cambridge  an  opportunity  of  comparing  the  units, 
one  with  another.  Given  a  unit  of  one  square  foot,  the  problem 
was  up  to  the  assessors  to  place  the  value  of  that  unit  upon 
every  side  of  every  block  in  the  city  of  Cambridge,  irrespective 
of  lot  lines;  irrespective  of  anything  except  the  value  of  one 
square  foot  located  on  the  street  on  every  side  of  every  block. 
It  gives  the  assessors  an  opportunity  of  getting  a  bird's-eye  view 
of  the  city,  of  placing  the  unit  value  at  the  highest  point  at 
Harvard  Square  and  another  one  at  Central  Sauare,  and  then 
of  grading  values  to  the  lowest  point  between  these  two.  That 
in  itself  is  of  enormous  value  to  the  assessors.  It  gives  them  an 
opportunity  of  studying  large  districts  in  the  city.  We  believe 
it  will  be  of  enormous  assistance  to  the  county  commissioners, 
for  most  of  the  appeals  are  taken  to  the  county  commissioners  in 
Cambridge  —  the  assessors  being  Democrats  and  the  county 
commissioners  Republicans. 

We  believe  that  when  that  is  presented  to  the  county  com- 
missioners this  year  some  of  the  values  that  have  been  placed 
by  the  assessors  in  Cambridge  will  not  be  hacked  quite  as  badly 
by  the  county  commissioners.  But  neither  of  these  purposes  is 
of  the  greatest  value.     The  greatest  value  is  that  you  and  I  as 
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citizens  can  see  whether  our  property  is  valued  on  the  same  basis. 
We  may  pull  down  these  maps  in  the  assessors'  office  and  may 
argue  that  our  land  located  here  is  valued  at  a  certain  amount 
and  we  believe  it  should  be  valued  less  or  more.  In  other  words, 
it  gives  us  a  common  language  in  w^hich  to  talk  with  the  asses- 
sors. 

Now  we  turn  to  the  method  of  valuing  buildings.  In  the 
first|place  we  made  a  study  of  the  different  units  of  value  in 
actual  use  to-day,  and  we  decided  that  the  cubic  foot  was  prob- 
ably the  most  inclusive  value  and  was  the  unit  we  would  adopt 
in  Cambridge.  We  then  made  a  study  of  the  different  kinds  of 
buildings  and  divided  them  into  sixteen  different  groups,  — 
garages,  single  houses,  double  houses,  three  apartment,  etc.,  and 
then  we  subdivided  these  groups  into  kinds  of  construction. 
We  then  worked  out  a  table  of  maximum  and  minimum  values. 
We  consulted  all  the  contractors,  engineers  and  architects  that 
we  thought  would  give  us  an  opinion.  We  turned  the  matter 
over  to  the  Boston  Society  of  Architects,  and  secured  the  assist- 
ance of  individual  members  of  their  association,  also  Stone  & 
Webster,  Aberthaw  Construction  Company,  etc.,  who  helped 
us  to  work  out  a  maximum  and  minimum  value  of  a  cubic  foot 
for  each  kind  of  building  with  the  different  kinds  of  construc- 
tion. Then  we  worked  out  a  table  for  percentage  of  deprecia- 
tion which  should  be  applied  to  each  one,  and  that  was  also 
approved  by  the  different  organizations  and  individuals  whom  I 
have  mentioned.  We  turned  over  all  this  information  at  public 
hearings  to  the  citizens  of  Cambridge.  Throughout  our  activi- 
ties we  tried  to  keep  in  as  close  touch  with  the  citizens  as  we 
could,  for  we  knew  that  they  were  the  final  judges  and  that  if 
they  did  not  approve  the  work  we  were  doing  it  would  not  be 
worth  much;  and  we  invited  their  criticism  when  we  worked 
out  these  problems.  We  had  public  hearings  and  one  man 
attended  who  did  not  understand  exactly  what  the  tables  stood 
for,  and  he  was  the  only  one  who  came  to  that  public  hearing. 
So  we  felt  that  we  were  pretty  nearly  right. 

Having  completed  the  unit  value  and  table  of  depreciation, 
we  had  every  building  in  the  city  inspected  and  measured.  We 
made  a  record  of  the  kind  of  construction,  the  finish,  the  kind  of 
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plumbing,  and  condition  of  repair.  All  of  which  information 
appears  on  the  card  catalogue  with  the  unit  applicable  to  it. 

We  worked  out  also  a  few  forms  for  use  in  the  assessors' 
office.  In  the  old  days  we  had  land  set  off  by  wards.  We  had 
eleven  wards  in  Cambridge,  each  ward  in  a  different  book,  and, 
in  order  to  be  sure  you  had  covered  all  the  land  a  man  TDwned  in 
Cambridge,  you  had  to  go  over  all  those  books.  That  has  now 
been  changed  by  the  assessors'  office.  They  have  now  arranged 
the  entire  record  of  property  in  Cambridge  alphabetically. 

It  is  with  a  good  deal  of  pride  that  we  say  that  the  tax 
commissioner  of  Massachusetts  issued  a  pamphlet  of  instruction 
to  assessors  some  months  ago,  and  in  that  little  pamphlet, 
copies  of  which  I  have  here,  is  a  brief  description  of  the  Cam- 
bridge system  of  real  estate  assessment.  The  interest  in  this 
system  from  outside,  as  the  President  has  said,  has  been  very 
great.  We  have  had  inquiries  from  many  places,  and  to-day  I 
received  one  from  Greensboro,  N.  C.  We  had  one  from  the 
appraiser  of  the  Interstate  Commerce  Commission  in  Minne- 
sota, and  from  a  large  number  of  cities  and  towns  in  New  Eng- 
land. 

That  constitutes  the  machinery.  Now  perhaps  you  would 
like  to  have  a  word  in  regard  to  its  application  in  the  city  of 
Cambridge.  As  soon  as  we  turned  this  matter  over  to  the  as- 
sessors, the  first  piece  of  work  for  them  to  do  was  to  take  the 
equalization  maps  and  place  upon  them  the  tentative  values  of 
the  unit.  That  was  a  considerable  piece  of  work.  They  did 
that  throughout  the  city,  and  then  we  went  about  from  one  dis- 
rict  to  another  throughout  the  city.  I  am  sure  it  is  the  first 
time  in  "New  England,  and  I  think  it  is  the  first  time  including 
most  other  cities  and  tow-ns,  that  the  assessors  have  asked  the 
assistance  of  citizens  in  fixing  a  fair  value  of  property.  Having 
placed  these  tentative  values,  hearings  were  given  throughout 
the  city,  and  the  citizens  came  in.  In  one  district,  the  one  in 
which  I  live,  they  were  there  in  force.  They  thought  the  whole 
thing  was  all  wrong,  and  the  assessors  did  not  know  what  they 
were  doing.  The  unit  was  too  high  throughout  the  district. 
W^e  asked  them  how  about  the  comparison  of  values.  They 
had  not  looked  at  that.     We  asked  them  how  land  on  the  main 
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street  compared  with  land  on  the  streets  leading  off  of  them,  and 
they  said  about  one  hundred  dollars  to  eighty  dollars,  etc. 
They  looked  and  found  that  the  assessors  had  so  placed  them; 
and  they  found  that  throughout  that  district,  except  in  one  or 
two  instances,  the  relative  values  of  the  unit  had  been  very  care- 
fully placed  and  were  not  subject  to  criticism.  When  they 
found  that  the  particular  lot  they  owned  was  not  being  gouged, 
and  that  they  were  not  being  made  goats  of  in  this  proceeding, 
most  of  them  decided  that  the  method  was  pretty  fair.  The 
amount  of  assistance  that  the  assessors  obtained  from  these 
hearings  was  enormous.  We  had  stenographers  present.  One 
man  would  say  that  the  unit  value  on  his  street  was  too  high, 
and  the  chairman  would  ask  him  how  it  compared  with  the  same 
piece  on  the  next  street,  and  he  would  express  an  opinion,  with- 
out consulting  the  tentative  value  on  the  map,  and  in  most 
instances  we  found  the  assessors  were  pretty  nearly  right.  There 
were  some  cases  where  changes  were  made,  but  that  the  asses- 
sors were  looking  for.  They  appreciated  that  and  made  the 
most  of  it.  Then,  having  all  that  information,  they  worked  out 
their  final  assessments,  and  the  bills  came  out  in  October  and 
November.  In  November  we  held  a  municipal  election.  The 
chairman  of  the  board  was  running  for  reelection.  He  was 
opposed  by  an  ex-assessor  who  was  a  member  of  the  board  of 
aldermen,  a  very  popular  vote-getter,  and  the  attack  was  on 
the  Cambridge  system.  The  chairman  of  the  board  was  re- 
elected by  over  two  thousand  majority,  w^hich  is  a  good  ma- 
jority in  the  city  of  Cambridge  in  these  days.  That  was  im- 
mediately after  the  bills  were  out. 

Now,  a  word  or  two  on  the  dollars  and  cents.  In  1916, 
the  total  assessed  value  of  land  alone  in  the  city  was  $45  135  700. 
In  1917  this  jumped  $7  704  700,  to  $52  840400.  The  value  of 
buildings  in  191 6  was  $63  133  000  and  in  191 7  this  increased 
$304  000,  to  $63  437  000,  a  total  increase  of  over  $8  000  000. 
That  is  not  all  due  to  the  adoption  of  this  system.  Comparing 
that  increase  with  the  average  of  the  years  1912,  191 3  and 
1914,  —  and  I  take  these  three  years  because  from  the  year  1914, 
when  we  began  working  on  this  system,  the  assessors  did  not 
put  on  the  ordinary  increase  in  real  estate,  —  the  average  in- 
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crease  was  practicall}'  one  and  a  half  million  dollars.  The 
average  increase  in  buildings  in  those  three  years  was  over  two 
million  dollars,  a  total  of  three  and  a  half  millions  against  an 
increase  of  eight  millions;  and  I  am  told  by  the  assessors  that 
there  was  just  about  as  much  increase  in  building  in  the  year 
1917  in  Cambridge  as  there  had  been  in  those  three  y^ars.  In 
other  words,  the  result  of  the  application  of  this  unit  to  the 
buildings  in  Cambridge  was  greatly  to  reduce  their  value.  It 
may  be  of  interest  to  you  to  show  the  result  of  studies  of  the 
relative  values  of  land.  Take  an  industrial  block  in  East  Cam- 
bridge. In  that  particular  block  there  were  13  lots.  All  of 
these  13  lots  show  an  increase.  The  maximum  on  one  lot  is 
100  per  cent,  and  the  minimum  increase,  one  lot,  of  20  per  cent. 
In  another  poor-class  residential  block  but  with  good  demand, 
there  were  58  lots.  One  shows  a  reduction  in  value  of  25  per 
cent.;  13  remain  the  same  as  before;  and  34  lots  are  above  in 
value.  A  business  block  in  Central  Square  having  27  lots  has 
6  which  are  below  the  valuation  of  the  year  before  and  21  above. 
The  greatest  is  12  per  cent,  below,  and  the  greatest  increase  is  in 
a  little  bit  of  a  lot  which  really  is  not  worth  considering,  where  it 
is  over  200  per  cent,  increase;  but  that  is  a  little  bit  of  a  lot 
which  had  been  overlooked  in  a  previous  reassessment  and  is, 
I  think,  the  only  lot  which  has  an  increase  of  anywhere  near  that 
percentage  in  the  city.  Then  in  a  block  containing  dormitories 
changing  over  to  apartments  in  Harvard  Square,  there  are  35 
lots;  22  show  a  lower  valuation  in  191 7.  The  minimum  is  one 
tenth  of  one  per  cent,  and  13  are  increased  in  value,  the  maxi- 
mum being  26  per  cent.  Another  industrial  block,  on  both 
sides  of  a  railroad,  has  18  lots,  all  of  increased  value,  the  maxi- 
mum being  96  per  cent,  and  the  minimum  3I  per  cent.  That 
gives  you  an  idea  of  how  valuations  change  when  you  place  a 
systematic  plan  in  operation. 

DISCUSSION. 

Mr.  James  J.  Casey.*  —  I  came  here  to-night  upon  the 
invitation  of  Mr.  Hastings,  engineer  for  the  city  of  Cambridge, 
to  listen,  rather  than  to  talk,  as  I  wanted  to  hear  our  system 
discussed  by  the  members  of  this  Society.     I  am  glad,  however, 

*  Chairman,  Board  of  Assessors  of  Cambridge,  Mass. 
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to  give  to  the  meeting  the  benefit  of  our  experience  with  the 
system . 

As  it  happens  in  most  instances  where  a  change  is  made 
from  one  system  to  another,  even  though  the  study  and  prepa- 
ration cover  a  period  of  years,  when  the  time  arrives  to  put  the 
change  into  operation  there  is  much  haste  and  confusion.  There- 
fore due  care  cannot  always  be  given  to  every  detail  which 
would  make  for  a  complete  and  correct  revision  of  real  estate 
values.  Moreover,  we  were  rather  unfortunate  in  the  year 
that  the  system  was  installed;  war  times  were  upon  us;  money 
was  scarce,  and  it  was  difficult  to  maintain  values.  It  was  late 
when  the  tax  bills  were  sent  out,  and  because  of  this  delay  and 
the  previous  discussion  of  units,  which  were  not  always  under- 
stood, there  was  more  or  less  unrest  in  the  minds  of  the  tax- 
payers. .  When  the  people  finally  learned  the  result  of  our  work 
and  it  was  explained  to  them,  they  were,  generally  speaking, 
satisfied  that  we  had  accomplished  wliat  we  had  set  out  to  do  — 
that  is,  to  equalize  values,  and  that  the  assessment  for  191 7  was 
nearer  correct  than  ever  before.  Please  bear  in  mind  that  the 
object  of  the  system  is  not  to  raise  values  but  to  equalize 
them. 

We  had,  however,  an  increase  in  land  values  over  1916  of 
about  seven  and  three-fourths  millions  of  dollars,  or  17  per 
cent.;  a  substantial  increase  for  Cambridge.  The  area  of  the 
city  is  only  six  and  three-fourths  square  miles,  with  one  and 
one-half  square  miles  of  this  area  exempted  from  taxation  and 
another  square  mile  unfilled  low  land. 

The  main  criticism  of  our  new  assessments  was  of  the  units, 
not  of  the  system.  During  the  abatement  season,  many  tax- 
payers whose  land  had  been  assessed  higher  than  in  former 
years  came  in  to  learn  the  reason  why.  We  very  carefully  ex- 
plained to  them  the  plan  under  which  we  were  working;  com- 
pared their  land  with  other  land  in  the  vicinity;  showed  them 
that  all  owners  must  be  treated  alike  or  the  system  would  be 
worthless,  and  that  equalization  of  the  burden  of  taxation  was 
our  aim.  I  am  glad  to  say  that  in  the  great  majority  of  cases 
they  went  away  satisfied  that  all  were  receiving  the  same  treat- 
ment, admitting  that  their  land  was  worth  our  assessed  value. 
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Of  course  we  do  not  claim  perfection  for  our  work  in  the 
first  year;  but  we  do  promise  better  results  from  year  to  year, 
and  hope  to  have  it  perfected  within  three  or  four  years.  In 
New  York,  where  they  have  a  similar  system,  it  took  about  eight 
years  to  become  readjusted  to  the  change. 

I  think  there  should  be  a  change  in  our  table  of  percentages 
of  relative  value  alifecting  short  lots.  In  my  opinion,  this  class 
of  lots  carries  too  high  a  percentage  of  the  standard  lot,  particu- 
larly in  the  residential  sections  of  the  city. 

Unfortunately  there  was  not  sufficient  time  to  review  the 
new  building  values.  Our  table  of  units  of  reproduction  and 
allowance  for  depreciation  was  substantially  correct,  but  the 
buildings  were  not  always  put  in  their  proper  class.  This  con- 
dition was  not  very  serious  and  was  comparatively  easy  to 
rectify. 

Our  office  was  fortunate  in  the  possession  of  accurate  block 
maps  upon  which  lot  lines  were  drawn  to  scale.  These  block 
maps  are  corrected  and  kept  up  to  date  by  the  city  engineer, 
from  tracings  of  plans  of  lot  subdivisions  filed  at  the  Registry  of 
Deeds. 

For  many  years  the  assessors  of  Cambridge  have  asked  the 
city  government  for  money  for  equalization  maps,  but  with  no 
success.  The  special  tax  commission  immediately  saw  their 
necessity  and  provided  them. 

Having  the  necessary  tools,  we  then  placed  a  unit  of  land 
value  in  every  street,  as  shown  on  the  maps.  This  was  obviously 
the  important  feature  of  our  work.  A  coefficient  had  previously 
been  worked  out  for  each  lot  in  the  city.  To  get  the  value  of 
any  lot,  the  coefficient  is  multiplied  by  the  unit.  These  co- 
efficients have  a  degree  of  permanency  and  remain  the  same  until 
the  lot  lines  are  changed.  The  unit  of  value  is  always  a  more  or 
less  varying  figure.  Should  it  be  changed  it  w^ould  be  a  simple 
matter  for  the  office  clerks  to  multiply  the  coefficient  by  the 
unit  to  get  the  value  of  the  lot  affected. 

We  have  in  our  files  a  complete  history  of  every  building 
in  the  city.  This  information  was  gathered  by  men  who  were 
sent  out  to  measure  the  buildings  so  that  the  cubic  contents 
might  be  computed.     The  same  men  again  went  out  to  note 
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the  class  to  which  the  building  belonged;  its  construction,  its 
age,  its  use,  the  number  of  rooms,  how  finished  on  the  exterior 
and  interior,  its  condition,  rentals,  and  the  condition  of  the 
street.  From  this  information  we  were  able  to  apply  the  unit 
per  cubic  foot  for  reproduction:  also  the  depreciation  to  be 
allowed.  This  data  is  not  only  invaluable  to  the  assessors,  but 
to  the  public,  because  of  its  availability. 

This  yellow  card  (Figs,  i  and  2)  is  a  sample  of  our  office 
cards,  and  is  reproduced  on  page  44  of  the  pamphlet  issued  by 
the  tax  commissioner.  Upon  this  card  is  entered,  on  one  side, 
the  area,  coefficient,  unit  and  value  of  the  particular  lot  of  which 
it  is  a  record;  also  all  information  pertaining  to  the  building, 
cost  of  reproduction,  depreciation  and  value,  for  assessment 
purposes.  On  the  other  side  is  written  the  location  of  the 
property,  the  name  of  owner,  value  of  the  land,  value  of  the 
building  and  the  total  value.  From  this,  our  tax  list  is  written 
as  well  as  the  book  that  is  sent  to  the  tax  commissioner. 

With  regard  to  the  coefficient  used,  where  there  are  re- 
strictions I  would  say  that  the  coefficient  is  determined  in  every 
instance  by  the  application  of  our  table  of  percentages  of  rela- 
tive value  to  the  depth  of  the  lot,  and  remains  unchanged  re- 
gardless of  restrictions.  Allowance  for  restrictions  is  made  in 
the  unit.  The  assessors  do  not  always  have  knowledge  of 
restrictions.  The  public  meetings  that  were  held  to  discuss  land 
values  aided  us  in  learning  about  streets  so  affected. 

Our  coefficients  were  computed  by  competent  men  in  the 
employ  of  the  commission.  These  computations  were  made  in 
books  provided  for  that  purpose,  and  are  a  part  of  our  office 
records. 

The  assessors  are  able  to  make  any  changes  that  might 
happen  from  time  to  time.  This  is  the  advantage  of  the  Cam- 
bridge system.  There  is  no  secret  formula  for  the  working  out 
of  any  problem,  and  every  feature  of  the  plan  is  easily  under- 
stood and  readily  applied. 

Mr.  Albert  B.  Fales.*  —  Mr.  Bell  mentioned  the  fact 
that  in  sending  out  a  little  pamphlet  of  general  instructions  to  the 
assessors  throughout  the  Commonwealth,  in  191 7,  the  tax 
commissioner's  department  took  occasion  to  review  in  a  very 

*  First  Assistant  Tax  Commissioner  of  Massachusetts. 
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brief  way,  as  was  necessary  in  such  a  document,  and  in  terms 
which  would  be  readily  understood  by  the  average  man,  —  and 
the  assessors  throughout  the  Commonwealth,  generally  speak- 
ing, are  average  men  of  the  town,  —  the  principles  underlying 
the  Cambridge  system.  That  was  done  with  the  hope  of  en- 
couraging the  assessment  of  real  estate  by  a  system  wlTich  would 
afford  a  means  of  comparison  between  different  parcels  of  land 
better  than  the  old  rule  of  thumb  or  guesswork.  It  is  perfectly 
true  that  in  a  small  town  the  board  of  assessors,  composed  of 
good  average  men  of  the  town,  can  go  out  and  view  the  parcels 
of  real  estate  and  value  them  quite  accurately,  —  almost  with 
surprising  accuracy,  simply  from  their  general  knowledge  of  the 
^'alues  in  the  town.  They  know  every  sale,  and  they  know  every 
mortgage,  and  they  know  all  the  gossip  of  the  neighborhood. 
They  know  the  soil  and  the  farms  and  about  everything  that 
is  to  be  known  about  those  properties,  and  they  do  reach  very 
close  values  in  that  way.  But  when  you  get  into  the  cities,  and 
particularly  our  larger  cities  in  Massachusetts,  that  rule  of 
thumb  falls  down.  In  the  first  place,  as  your  city  grows  it 
becomes  impossible  for  three  or  any  other  number  of  assessors 
to  visit  all  the  real  estate  together  so  as  to  give  their  judgment 
as  a  body  on  each  parcel  of  real  estate.  The  first  thing  that 
happens  is  that  the  board  of  assessors  divides  the  work  into  as 
nearly  equal  parts  as  possible  among  the  three  men,  and  each 
man  goes  out  and  views  a  separate  territory.  Your  troubles 
just  at  that  point  begin  to  magnify.  One  member  of  the  board 
is  an  optimist,  and  everything  looks  good  to  him,  and  all  his 
real  estate  is  valued  up  pretty  well.  The  other  man  by  tempera- 
ment is  a  pessimist,  and  nothing  looks  good  to  him,  and  his 
values  are  very  low.  Equalization  drops  out  of  the  thing  right 
at  that  point.  And  then  as  the  size  of  the  city  grows  the  diffi- 
culty increases.  I  feel  very  strongly,  and  I  am  willing  to  say 
it  in  the  presence  of  some  members  of  the  Boston  assessing  de- 
partment who  are  here  this  evening,  that  Boston  is  very  much 
in  need  of  a  system  of  real  estate  valuation.  As  a  matter  of 
practical  working,  fiftj'^  men  in  Boston  go  out  in  fifty  different 
districts  and  work  with  \'ery  little  regard  each  to  what  the  other 
is  doing,  and  the  result  of  such  work  does  not  tend  to  uniformity. 
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There  ought  to  be  a  system  by  which  the  board  of  assessors 
could  keep  under  its  control  what  is,  to  be  done  in  the  various 
districts  by  the  various  men  that  handle  those  districts.  And 
it  has  been  a  matter  of  great  satisfaction  to  the  tax  commis- 
sioner's office  that  the  city  of  Cambridge  waked  up  to  this  ne- 
cessity and  took  the  matter  in  hand.  We  feel  that  they  have 
done  an  excellent  piece  of  work;  that  the  committee  of  which 
Mr.  Bell  was  chairman  has  accomplished  the  laying  of  the  foun- 
dation of  a  system  of  taxation  which  is  applicable  in  Massachu- 
setts better  than  the  systems  that  are  in  use  in  other  states  in 
the  Union,  chiefly  for  the  reason  that  all  of  their  tables  and 
curve  values  are  made  on  the  square  foot  basis.  Of  course  here 
in  Massachusetts  we  buy  and  sell  and  discuss  real  estate  by  the 
square  foot,  and  the  average  citizen  does  not  know  much  about 
what  you  mean  when  you  attempt  to  tell  him  that  certain  land 
on  a  certain  street  here  in  Boston  is  worth  ten  thousand  dollars 
a  front  foot.  Now,  as  a  matter  of  fact,  the  front  foot  rule  does 
not  mean  anything  taken  the  country  over.  In  New  York  it 
means  one  foot  on  the  street  and  one  hundred  feet  deep,  because 
that  is  the  way  they  figure  in  New  York.  In  Baltimore  it  means 
one  foot  on  the  street  by  one  hundred  feet  deep,  and  in  some  of 
our  western  states  it  means  one  foot  on  the  street  by  one  hundred 
twenty-five  feet  deep.  We  have  to  know  the  city  we  are  talk- 
ing about  before  we  know  what  a  front  foot  means;  but  here  in 
Massachusetts  we  all  know  what  a  square  foot  means,  and  all 
the  computations  for  the  city  of  Cambridge  are  made  on  the 
square  foot  basis.  I  consider  that  very  much  better  for  Massa- 
chusetts use. 

Mr.  Frank  O.  Whitney.* —  I  have  been  very  much  inter- 
ested in  the  description  of  the  work  of  the  assessors  in  Cambridge. 
I  have  not  heard  very  much  said  about  the  making  of  the  plans. 
It  seems  to  me  that  no  system  can  be  practically  applied  without 
a  reasonably  accurate  plan  to  start  with.  You  can  assess  by  the 
square  foot  after  you  know  how  many  square  feet  there  are,  but 
not  until  then.  You  cannot  assess  by  the  cubic  contents  of 
the  buildings  unless  you  know  the  size  of  the  buildings.  I  do 
not  know  whether  in  Cambridge  they  had  an  accurate  plan,  or 
reasonably  so,   before  they  started.     My  experience  has  been 

*  Chief  Engineer,  Street  Laying-Out  Department,  City  of  Boston,  Mass. 
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entirely  in  the  city  of  Boston,  and  I  have  been  surprised  in  the 
number  of  years  that  I  have  had  more  or  less  to  do  with  the 
assessing  department  of  the  city,  —  using  their  records  a  great 
deal,  —  to  find  how  good  their  work  was  considering  the  fact 
that  they  did  not  have  a  comprehensive  plan  to  start  with.  In 
some  cities  like  Philadelphia  and,  I  think.  New  York,  -^—  and  I 
presume  Baltimore,  —  they  have  complete  block  plans  which 
show  dimensions  and  areas  of  every  lot  from  actual  survey,  and 
the  buildings  plotted  to  scale.  In  Boston  it  has  been  the  cus- 
tom, I  think,  of  the  assessors  to  watch  carefully  the  registry  of 
deeds.  When  plans  have  been  made  of  individual  lots  they 
have  had  access  to  tHem  and  have  made  copies  of  them ;  and  in 
cases  where  owners  thought  they  were  not  being  correctly  as- 
sessed, especially  where  they  thought  they  were  being  over- 
assessed,  they  have  had  plans  made  of  their  own  property,  and 
the  assessors  have  been  always  ready  to  accept  these  plans  when 
made  by  reputable  sur\'eyors.  But,  so  far  as  I  know,  the  assess- 
ing department  of  Boston  has  been  handicapped  by  not  having 
a  complete  plan  of  all  the  property  in  the  city,  and  for  that 
reason  a  great  many  errors  have  been  perpetuated  and  a  great 
many  errors  were  originally  made,  because  there  was  not  that 
accurate  foundation.  In  the  old  days  they  were  not  so  careful 
in  making  deeds  as  they  are  to-day.  I  have  known  cases  — 
for  instance,  in  Hull  Street  in  the  North  End  —  where  deeds 
gave  the  depth  of  the  lot  as  lOO  ft.  and  the  transfers  down  to 
the  present  time  had  simply  recited  that  fact,  whereas  measure- 
ments showed  that  the  lot  instead  of  being  loo  ft.  deep  was 
about  94  ft.  deep.  There  was  a  case  of  over-assessment  if  the 
square  foot  was  regarded.  Boston  has  been  made  up  by  the 
annexation  of  a  number  of  other  municipalities,  and  errors  which 
existed  in  the  old  times  in  those  places  have  naturally  been 
perpetuated,  and  sometimes  errors  have  crept  in  on  account  of 
changes  that  took  place  about  the  time  of  annexation.  I  remem- 
ber one  case  that  came  to  my  attention  in  1895,  ^^  Roxbury. 
In  1868  Roxbury  was  annexed  to  Boston.  In  1867  Longw'ood 
Avenue  was  extended  to  Brookline  Avenue.  Included  in  that- 
extension  was  a  certain  piece  of  land  fifty  feet  wide  and  one  hun- 
dred feet  deep.     It  was  late  in  the  history  of  Roxbury,  and  the 
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Roxbury  assessors  turned  over  the  records  to  the  Boston  asses- 
sors, without  correction,  and  the  change  was  lost  sight  of.  The 
owner  made  no  objection,  and  until  1895  that  piece  of  land  was 
taxed  to  the  prior  owner.  It  was  an  estate  in  the  hands  of  heirs, 
and  when  they  wanted  to  sell  the  property  they  found  they 
owned  five  thousand  feet  less  than  they  had  supposed.  Of  course 
there  was  no  redress,  —  they  had  paid  taxes  for  nearly  thirty 
years,  and  it  was  as  much  the  owner's  fault  as  the  assessors'. 
There  have  come  to  our  attention  many  cases  where  untaxable 
property  has  become  taxable  property.  Take,  for  instance, 
right  here  in  the  heart  of  the  city,  the  block  bounded  by  Wash- 
ington, Summer,  Chauncy  and  Avon  streets,  where  the  Jordan 
Marsh  and  Shuman  properties  are  located.  His  honor  the  mayor 
requested  our  department  to  make  a  survey  of  that  block  to 
test  whether  much  that  had  been  said  in  regard  to  the  areas  in 
the  business  district  was  correct.  We  found  in  that  block,  on 
account  of  passageways  which  existed  when  the  block  consisted 
of  a  large  number  of  smaller  estates  and  which  were  afterward 
consolidated  and  the  passageways  covered  up,  that  these  passage- 
ways had  not  been  assessed.  We  found  eight  hundred  feet 
more  land  in  that  block  than  had  been  assessed.  At  one  hun- 
dred dollars  a  foot,  that  was  eighty  thousand  dollars'  value, 
which  would  have  meant  perhaps,  at  the  rate  of  taxation  at  the 
time,  fifteen  or  sixteen  hundred  dollars  a  year  loss  in  taxes. 
Some  people  have  thought  that  enough  such  land  would  be 
found  in  Boston  to  pay  for  a  complete  survey.  I  do  not  agree 
with  them,  because  I  think  that  while  there  would  be  places 
where  there  might  be  a  considerable  amount  found  in  excess  of 
what  is  being  taxed,  I  know  that  in  many  cases  more  land  is 
taxed  than  exists.  I  think  probably  in  a  survey  of  our  business 
district  there  would  be  discovered  more  land  than  is  being  taxed, 
but  not  enough  to  pay  for  the  survey.  But  I  would  not  de- 
preciate the  value  of  a  survey  on  that  account.  I  think  it  is 
only  due  to  the  assessors  of  any  city  that  the  city  should  give 
them  an  accurate  plan  on  which  to  work  and  not  expect  them 
to  pick  up  here  and  there  the  information  that  is  necessary  in 
order  for  them  to  do  such  important  work  as  the  assessing  in  a 
large    city    involves.     Some    years    ago    we    discovered    a    case 
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where  the  city  owned  a  small  piece  of  land  on  Washington  Street, 
in  the  Northampton  Street  district.  We  had  to  raise  the  grade 
for  sanitary  reasons,  and  the  land  was  all  surveyed  with  the 
idea  that  the  city  might  later  take  it  over  and  reconvey  it. 
At  that  time  the  Metropolitan  Railway  Company  had  a  car 
stable  on  Washington  Street  just  beyond  Lenox  Street.  It  was 
formerly  city  land,  as  was  all  the  land  up  in  that  region.  We 
found  in  the  survey  that  under  that  car  stable  was  a  strip  of 
land  ten  feet  wide  and  one  hundred  feet  deep  which  the  city 
had  never  conveyed  but  over  which  the  Metropolitan  Railway 
had  built  th;s  stable  and  had  continued  the  use  of  that  land  for 
nineteen  years.  It  so  happened  that  the  twenty  years  which 
would  prevent  the  city  from  dispossessing  them  had  nearly 
expired,  so  the  railway  company  was  notified  that  the  city 
owned  a  piece  of  land  there,  and  they  were  asked  to  come  around 
and  settle.  The  firm  which  represented  the  Metropolitan 
Railway  at  that  time  was  Gaston,  Field  and  Jewell.  Mr.  Jewell 
came  into  our  office  very  much  incensed  that  anybody  should 
accuse  his  firm,  and  especially  his  client,  of  having  stolen  any 
land.  We  gave  him  our  reasons  for  claiming  the  land  belonged 
to  the  city,  with  the  result  that  he  came  around  again  some  time 
afterw^ard  with  a  check  for  one  thousand  dollars.  The  city 
accepted  that,  and  gave  the  company  a  title  to  the  property. 
When  the  South  Station  was  built,  a  large  part  of  the  property 
on  which  it  was  located  was  docks  and  wharves.  There  was  a 
large  excess  down  there  which  had  escaped  taxation  —  I  pre- 
sume partly  on  account  of  being  dock  property  not  having  been 
considered  especially  valuable.  The  largest  error  that  I  know 
of,  so  far  as  the  number  of  square  feet  is  concerned,  was  a  case 
out  in  Brighton.  When  Brighton  was  annexed  to  Boston  it  was 
largely  a  farming  community.  There  was  a  piece  of  land,  about 
six  or  seven  acres,  situated  on  the  corner  of  Brighton  and  Har- 
vard avenues,  belonging  to  the  Herrick  estate.  It  turned  out, 
when  the  land  was  surveyed  after  it  came  over  into  Boston, 
that  there  was  a  discrepancy  of  over  ninety  thousand  feet  of 
land,  —  over  two  acres.  For  the  reasons  I  have  mentioned 
there  seem  to  have  been  a  great  many  errors,  and  my  appeal 
to-night  is  that  the  assessors  of  Boston  and  the  assessors  of  every 
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city  in  New  England  have  placed  at  their  disposal  a  correct 
map  of  the  territory  which  they  are  to  assess,  if  it  is  to  be  assessed 
by  the  square  foot.  The  latest  case  brought  to  our  attention 
was  one  of  a  passageway  on  a  semi-private  street,  where  there 
was  a  piece  of  property  which  was  rather  under-assessed,  and 
the  amount  that  it  was  really  under-assessed  was  really  in  the 
passageway,  and  there  was  a  good  deal  said  about  it  in  the 
papers;  but  I  think  it  is  a  good  deal  of  a  question  whether  it 
should  have  been  assessed  or  not.  At  any  rate,  it  was  not, 
although  the  Finance  Commission  and  the  newspapers  talked 
about  it  and  the  counsel  for  the  property  said  it  did  not  make 
any  difTerence  how  much  the  block  contained,  as  the  property 
was  worth  so  much,  and  if. you  called  it  worth  forty  thousand 
dollars  and  there  were  three  thousand  square  feet  in  it,  it  did 
not  make  any  difference  whether  the  property  was  assessed  in 
regard  to  the  passageway  or  not.  But  it  seems  to  me  it  is  a 
good  plan  to  have  a  correct  plan  and  give  all  the  details  that 
are  necessary,  and  if  we  are  going  to  tax  by  the  square  foot  let 
us  know  how  many  square  feet  we  have  to  tax. 

Table  i  jgives  the  details  of  some  of  the  many  cases  which 
have  been  investigated  by  our  department. 

E.  O.  Christiansen.*  —  The  important  consideration  which 
I  would  like  to  emphasize  in  this  discussion  of  the  Cambridge 
System  for  the  assessment  of  real  estate,  is  the  futility  of  attempt- 
ing equitable  taxation  without  equitable  assessment,  and  as  a 
corollary  the  impossibility  of  equitable  assessment  unless  based 
on  the  foundation  of  an  orderly  scientific  plan.  The  necessity 
for  a  fair  apportionment  in  the  burden  of  taxation  is  becoming 
more  and  more  evident  with  the  increase  in  the  cost  of  govern- 
ment and  the  consequent  necessity  for  raising  the  rates  of  taxa- 
tion. The  dilftculties  pointed  out  in  the  discussions  by  Mr. 
Pales  and  Mr.  Whitney,  which  confront  the  assessors  working 
under  the  rule  of  thumb  methods,  make  it  practically  out  of 
the  question  for  them  to  place  just  and  fair  values  on  property. 
In  other  words,  if  an  assessment  system  is  dependent  on  a  matter 
of  personnel,  or  if  the  system  was  developed  to  suit  conditions 
which  no  longer  exist,  the  result  is  invariably  ev^asion  or  the 
shifting  of  the  tax  burden. 

*  Formerly  Engineer  for  the  Tax  Committee  of  Cambridge,  Mass. 
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At  best,  individual  judgment  is  a  dangerous  basis  of  valua- 
tion, and,  under  a  system  which  allows  such  rough  guess  or  cal- 
culation, it  is  impossible  to  avoid  error  in  particular  cases.  The 
results  of  such  methods  are  "liberal"  assessments  and  dissatisfied 
tax  payers.  Careful  investigations  have  shown  that  the  large 
majority  of  errors  in  valuation  are  made  to  the  disadvantage  of 
the  city  treasury.  It  has  been  proven,  in  every  instance  where  a 
scientific  plan  of  assessment  has  been  introduced,  that  the  un- 
desirable features  of  the  rule  of  thumb  methods  disappear.  The 
scientific  plan  must  of  course  be  adjusted  to  local  conditions. 

There  are  certain  advantages  of  vital  importance  which 
accrue  from  the  use  of  a  scientific  plan.  In  the  first  place,  the 
values  which  result  from  its  use  are  not  haphazard,  but  are 
based  on  definite  and  constant  economic  laws.  It  also  gives 
the  board  of  assessors  an  opportunity  to  obtain  a  general  or 
bird's-eye  view  of  the  city  as  a  whole,  and  enables  them  to  see 
clearly  relative  values  of  land  in  various  sections  and  determine 
the  relative  values  of  various  types  of  structures.  It  does  away, 
to  a  large  extent,  with  the  human  equation  in  the  value  of  real 
estate.  It  furnishes  a  common  language  for  discussion  between 
the  tax  payer  and  the  assessors.  The  plan  also  makes  it  possible 
for  the  board  of  assessors  to  convince  the  tax  payer  that  he  is 
being  fairly  treated  and  that  he  is  only  paying  his  relative  pro- 
portion of  the  taxes.  For  this  reason  particularly,  such  a  plan 
will  satisfy  business  interests  in  the  community  in  that  all  a 
business  man  wishes  to  be  guaranteed  is  that  his  property  is 
taxed  no  more  than  others  of  a  like  nature.  Lastly,  the  system 
also  provides  for  a  constant  flow  of  information  into  the  asses- 
sor's ofBce  by  means  of  which  the  department  is  in  a  position  to 
follow  closely  the  changes  in  developments  of  the  various  sec- 
tions of  the  city.  Coupled  with  close  cooperation  between  the 
assessors  and  other  departments  of  the  city  government,  publicity 
and  businesslike  methods,  such  a  plan  should  eliminate  most  of 
the  difihculties  which  we  are  laboring  under  with  the  present 
unscientific  and  troublesome  method  of  real  estate  valuation  for 
tax  purposes. 

Mr.  Bell.* — The  question  has  been  asked  concerning  the 
application  of  our  system  to  a  street  like  State  Street  in  Boston, 

*  Author's  closure. 
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between  Washington  Street  and  Merchants  Row,  where  every 
lot  is  of  a  different  size  and  shape. 

It  would  be  a  very  simple  matter  to  place  a  unit  on  State 
Street.  Take  a  specimen  block  of  the  city  of  Cambridge.  There 
are  no  two  lots  in  the  block  that  are  the  same.  The  unit  on 
this  street  is  30  cents.  One  lot  is  100  ft.  deep  and  50  ft.  wide, 
—  and  with  a  30-cent  value  $1  500  is  its  value.  Another  lot  is 
113  ft.  deep  and  55  ft.  wide.  Apply  this  same  unit  and  its  value 
is  $1  753.  The  fact  that  the  lots  are  irregular  makes  no  dif- 
ference in  the  valuation  of  the  unit.  That  is  merely  for  the 
basis  of  the  assessment.  It  does  not  make  any  difference  what 
sort  of  development  you  have,  speaking  broadly,  provided  it 
has  the  average  development  of  the  district.  There  is  no  es- 
pecial consideration  to  be  given  for  development,  as  to  the  value 
of  the  unit  on  that  street.  In  other  words,  you  neglect  your 
lot  lines.  You  fix  your  unit  on  the  value  of  one  square  foot  on 
the  street.  Then  given  this,  you  apply  it  to  the  area  of  the 
particular  lot  and  get  the  value  of  the  lot.  It  sounds  compli- 
cated, but  if  you  think  of  it  in  a  perfectly  regular  lot  such  as 
one  100  ft.  deep  by  50  ft.  wide,  and  30  cents  to  the  unit,  it  is 
perfectly  easy  to  see  that  the  total  value  is  $1  500. 

One  of  the  simplest  things  in  the  whole  system  is  the  ap- 
plication of  the  plan  to  irregular  lots.  It  is  perfectly  easy,  once 
you  have  the  tables  laid  out,  to  apply  them  to  lots  of  any  shape; 
and  further  than  that,  as  Mr.  Fales  has  just  suggested,  that  is 
where  the  application  of  a  plan  of  this  sort  gives  a  good  deal  more 
certainty  to  assessments  than  does  the  rule  of  thumb  that  the 
assessors  have  been  using  in  New  England.  There  is  no  ques- 
tion but  what  property  which  is  assessed  under  a  system  gets  a 
good  deal  fairer  treatment  at  the  hands  of  the  assessors  than 
does  property  where  the  assessor  goes  in  and  says  he  thinks  the 
land  is  worth  so  much  money.  The  owner  says  it  is  worth  a 
different  amount.  They  do  not  get  together  because  it  is 
merely  an  expression  of  opinion  on  one  side  as  opposed  to  an 
expression  of  opinion  on  the  other  side.  In  this  case  the  indi- 
vidual citizen  may  apply  these  rules  to  his  own  particular  lot, 
and  may  see  whether  they  are  properly  plotted.  He  may  see 
whether  the  proper  coefficient  is  obtained,  and  if  not  have  it 
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corrected,  and  then,  having  established  the  fact  that  he  has,  he 
may  apply  that  to  his  lot.  If  he  has  anything  to  say  with  re- 
gard to  how  that  is  worked  out  he  can  talk  it  over  with  the 
assessors  and  point  out  perhaps  that  it  is  founded  on  a  wrong 
curve,  just  as  the  real  estate  men  in  Cambridge  demonstrated 
to  us. 

The  original  induction  of  this  system  cost  about  $ii  coo 
in  addition  to  what  was  paid  the  assessors. 
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NEWTON,  MASS.,  WATER-WORKS  RESERVOIR. 

By  Edwin  H.  Rogers,*  Member  Boston  Society  of  Civil  Engineers. 

The  covered  water-works  reservoir  of  the  Newton  water- 
supply  system,  as  designed  by  the  city  engineering  department 
of  Newton  and  constructed  under  its  supervision,  is  now  com- 
pleted and  comprises  four  rectangular  sections  with  a  circular 
gate  chamber  at  the  center,  in  which  are  installed  a  steel  dis- 
tributing tank  and  pipes  from  the  force  main  to  the  different 
sections  and  the  overflow  pipes  and  drains  for  emptying  the 
several  sections. 

Section  i  is  the  southeasterly  section,  and  was  built  in  1890; 
Section  2,  the  southwesterly  section,  built  in  1901;  and  Sections 
3  and  4  the  northwesterly  and  northeasterly  sections  respectively, 
built  in  1916  and  1917. 

The  dimensions  of  the  different  sections  vary  from  127  ft. 
in  width  to  174  ft.  and  165  ft.  in  length  for  Sections  i  and  2,  to 
129  ft.  in  width  by  214  ft.  and  206  ft.  in  length  for  Sections  3 
and  4.  The  full  depth  of  water  is  15  ft.,  and  at  this  depth  the 
total  capacity  of  the  four  sections  is  about  10400000  gals.,  the 
different  sections  containing  from  about  2  200  000  gals,  to 
3  000  000  gals.  each. 

Note.     This  paper  will  not  be  presented  at  a  meeting  of  the  Society,  but  discussion  is 
invited,  to  be  received  by  W.  L.  Butcher.  Editor,  715  Tremont  Temple,  Boston,  before  Novem- 
ber 10,  for  publication  in  a  subsequent  issue  of  the  Journal. 
*  City  Engineer,  Newton,  Mass. 
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The  type  of  construction  of  Sections  i  and  2  is  nearly  simi- 
lar, whereas  the  design  adopted  for  Sections  3  and  4  is  radically 
different.  Sections  i  and  2  are  built  with  random  rubble  masonry 
gravity  walls,  extending  some  three  feet  below  the  floor  of  the 
reservoir,  the  roof  of  these  sections  being  supported  by  brick 
columns  on  rubble  masonry  foundations  below  the  floor.  The 
roof  of  Section  i  consists  of  cylindrical  arches  supported  by 
other  arches  at  right  angles,  springing  from  column  to  column, 
and  the  roof  of  Section  2  is  reinforced  concrete  flat  slab  construc- 
tion supported  by  longitudinal  steel  I-beams.  All  of  the  sec- 
tions have  the  roof  covered  with  loam  from  18  ins.  to  2  ft.  in 
thickness. 

Description  of  Sections  3  and  4. 

Sections  3  and  4  (Fig.  i.)  are  built  of  concrete  throughout, 
the  exterior  and  dividing  walls  being  2  ft.  to  2|  ft.  thick  at  the 
top  and  4  ft.  thick  at  the  bottom,  and  the  walls  as  well  as  the 
columns  are  constructed  on  and  rest  directly  on  the  floor,  which 
is  a  concrete  slab  12  ins.  thick  under  the  walls  and  a  short  dis- 
tance inside,  and  8  ins.  thick  under  the  rest  of  the  structure. 
The  exterior  walls  are  reinforced  by  f-in.  square  bars  18  ins.  on 
centers,  so  as  to  act  as  beams  to  resist  the  earth  pressure  of  the 
embankments,  the  overturning  moment  being  resisted  by  the 
roof,  and  the  floor  under  the  walls  is  reinforced  at  the  corners. 
The  dividing  wall  between  the  two  sections  is  reinforced  on  each 
side  by  f-in.  square  bars  placed  12  ins.  on  centers  to  resist  the 
bending  moment  caused  by  water  pressure  when  one  of  the 
sections  is  full  and  the  other  is  empty,  the  wall  being  prevented 
from  overturning  by  the  roof  acting  as  a  strut.  The  wall  re- 
inforcement extends  slightly  into  the  haunches  of  the  roof  arches. 
The  floor  under  the  columns  is  reinforced  by  a  grillage  of  f-in. 
square  bars,  thus  distributing  the  load  on  the  columns  in  such 
a  manner  as  not  to  exceed  a  suitable  pressure  per  square  foot  on 
the  supporting  soil.  The  floor  was  further  reinforced  by  6-in. 
by  6-in.  galvanized  Clinton  wire  cloth,  lapped  at  all  joints,  to 
distribute  temperature  stresses  occasioned  during  construction. 
The  floor  is  level,  at  grade  305.27,  Boston  City  Base.  The  floor 
is   depressed   longitudinally   through   the   center   bays   in   each 
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section,  so  as  to  form  a  gutter  2  ft.  wide  at  its  invert,  with 
sloping  sides  and  having  a  pitch  of  about  5  ins.  per  100  ft.  to 
the  drainage  outlet  pipes.  These  gutters  are  to  assist  in  cleaning 
the  reservoir  as  required. 

The  roof  (Fig.  2  and  Fig.  3)  is  of  groined  arch  construction 
without  reinforcement,  the  intrados  being  semi-elliptic  with  a 
rise  of  3  ft.,  the  extrados  being  parabolic  with  a  drop  of  9  ins. 
over  the  columns,  the  thickness  of  the  arch  at  the  crown  being 
6  ins.     The  span  of  the  arches  is  13  ft.  i  in.  in  each  direction. 

The  i6-in.  by  i6-in.  concrete  columns  are  without  rein- 
forcement except  for  f-in.  dowels  at  their  bases,  connecting  them 
to  the  floor,  and  f-in.  pintles  at  their  tops  running  into  the 
haunches  of  the  arches,  and  are  spaced  14  ft.  5  ins.  on  centers 
each  way. 

The  walls  are  reinforced  longitudinally  sufficiently  to  pre- 
vent cracking  between  the  expansion  joints,  which  were  inserted 
at  intervals  of  from  30  ft.  to  35  ft.  These  expansion  joints  are 
provided  with  a  folded  sheet-lead  dam  to  prevent  leakage,  and 
a  sheet-steel  dam  is  provided  between  walls  and  the  floor  for 
the  same  purpose. 

Circular  cast-iron  ventilators  18  ins.  in  diameter  and  extend- 
ing 12  ins.  above  the  loam  surface,  with  narrow  slits  in  their 
sides,  are  provided  in  the  roof,  and  one  cast-iron  manhole  in 
each  section  provides  access  for  inspection  and  cleaning. 

The  24-in.  cast-iron  inlet  pipes  enter  the  sections  from  the 
central  gate  chamber  at  the  flow  line,  continue  of  cast  iron  on  a 
45-degree  slant  to  the  floor,  and  are  extended  along  the  floor  of 
vitrified  pipe  construction  embedded  solidly  in  a  concrete  base. 
The  flow  line  is  at  grade  320.27. 

The  24-in.  outlet  pipes  are  beneath  the  floor  and  located 
close  to  the  central  gate  chamber.  The  drainage  pipes  to  be 
used  in  cleaning  the  reservoir  are  12  ins.  in  diameter. 

The  sections  are  covered  with  filling  and  loam  18  ins.  in 
thickness  over  the  crowns  of  the  arches,  and  embankments  on 
a  2  to  I  slope  are  built  adjoining  the  outside  walls  and  covered 
with  12  ins.  of  loam.  The  excavation  for  the  site  of  these  sec- 
tions was  done  largely  with  a  steam  shovel  and  horse-drawn  dump 
carts,  the  material  excavated  from  the  site  providing  the  greater 
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portion  of  the  filling  and  loam  required.  The  material  on  which 
the  reservoir  is  constructed  consists  of  what  is  locally  known  as 
hardpan,  i.  e.,  an  intimate  mixture  of  clay  and  gravel,  muddy 
when  wet  but  hard  and  dense  when  dry,  and  of  such  a  nature  as 
to  provide  an  excellent  foundation. 

The  construction  plant  consisted  of  a  wooden  tower  over 
100  ft.  in  height,  erected  on  the  northerly  side  of  Sections  3  and 
4,  opposite  the  retaining  wall  between  them,  with  the  concrete 
mixer  at  its  base  and  bins  for  the  storage  of  the  sand  and  stone 
on  the  northerly  side  of  Section  3,  whence  the  aggregate  was 
conveyed  to  the  mixer  by  an  industrial  railway  operated  by  a 
cable  from  the  stationary  engine  which  furnished  power  for  the 
mixer  and  the  elevator  in  the  tower.  Chutes  from  the  tower  in 
several  sections  were  provided  of  lengths  sufficient  to  reach  to 
any  part  of  the  work  and  were  used  for  placing  most  of  the  floor 
and  walls.  These  chutes  were  difficult  of  operation  unless  a 
large  percentage  of  water  was  used  in  the  concrete,  and  so  their 
use  was  abandoned  for  the  placing  of  the  columns  and  roof  work, 
in  which  a  drier  mixture  of  concrete  was  advisable  than  used  in 
the  floor  and  walls. 

The  concrete  for  the  columns  and  roof  was  dumped  from 
the  tower  directly  into  steel  concrete  barrows  or  buggies  and 
pushed  by  the  workmen  where  required. 

Wooden  forms  were  used  for  the  walls,  steel  forms  for  the 
columns  and  the  capitals  of  the  columns  part  way  up  the  arches, 
and  wooden  forms  for  the  balance  of  the  groined  arches,  the 
latter  forms  being  supported  by  wooden  posts  from  the  floor. 
The  steel  forms  proved  very  suitable  for  the  straight  portion  of 
the  columns,  but  the  flaring  portion  of  the  steel  forms  was  not 
all  that  could  be  desired,  as  they  were  designed  without  sufficient 
stiffening  and  bulged  with  the  weight  of  the  concrete.  This 
bulging  and  the  difficulty  of  making  a  smooth  joint  at  the  junc- 
tion of  these  steel  forms  with  the  wooden  forms  forming  the 
balance  of  the  arch  caused  the  arches  to  be  more  or  less  irregular, 
and  while  the  strength  was  sufficient  the  effect  was  a  lack  of 
symmetry. 

Crushed  stone  was  used  for  the  coarse  aggregate  in  the 
concrete,  and  the  sand  and  cement  were  frequently  tested  and 
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found  to  meet  the  specifications  of  standard  requirements  in 
each  instance. 

The  floor  was  finished  by  the  use  of  a  roller  made  of  a  3-in. 
pipe,  a  method  which  has  since  been  adopted  in  many  instances 
for  the  finishing  of  concrete  roads.  The  walls  and  columns  were 
washed  with  grout  after  the  forms  w^ere  removed. 

The  Newton  water  supply  is  obtained  from  underground 
sources,  and  the  temperature  of  the  water  only  varies  some  10 
degrees  Fahr.  during  the  year.  A  covered  reservoir  containing 
such  water  is  therefore  subjected  to  but  slight  temperature 
stresses,  and  the  structure  was  designed  with  the  expectation 
that  the  whole  work  w^ould  be  completed  and  filled  with  water 
during  one  season,  thus  doing  away  with  the  necessity  for  more 
than  a  minimum  allowance  for  expansion  and  contraction  dur- 
ing construction.  The  work  was  started  so  late  in  the  season 
of  191 6  that  only  the  greater  part  of  the  floor  area  and  walls 
were  completed.  The  reinforcement  in  the  floor,  however, 
distributed  the  contraction  stresses  so  that  only  hair  cracks  were 
apparent  in  the  winter  time,  and  the  expansion  joints  provided 
in  the  walls  proved  adequate.  It  was  noted  that  some  of  these 
latter  joints  did  not  open  at  all,  and  others  a  substantial  amount 
during  the  cold  weather. 

The  reservoir  was  completed  during  the  autumn  of  1917, 
but  the  water  was  not  admitted  during  the  winter  as  the  con- 
trolling gates  have  not  yet  been  placed  in  the  gate  chamber. 
This  past  winter  was  of  unusual  severity,  the  thermometer  on 
occasions  registering  below  zero  for  several  days  at  a  time,  but 
it  was  observed  that  the  temperature  of  the  air  in  the  interior  of 
the  empty  sections  did  not  fall  below  33  degrees  Fahr.,  and 
although  the  loam  filling  and  the  groined  arch  roof  were  frozen 
solid,  as  evidenced  by  the  frost  adhering  to  the  under  side  of 
the  arches,  yet  no  cracks  were  apparent  in  the  concrete  of  the 
roof,  the  only  effect  being  that  the  construction  joints  along  the 
crown  of  the  arches  opened  up  sufficiently  to  indicate  their 
location,  but  without  apparent  impairment  of  the  stability  of 
the  roof. 


MEMOIRS    OF   DECEASED    MEMBERS. 
ELMER  LAWRENCE    CORTHELL.* 

.    Born  at  South  Abington,   Mass.,  in    1840. 
Died  at  Albany,   N.   Y.,   May   16,    19 16. 

Mr.  Corthell  entered  Brown  University,  but  after  two 
years  the  Civil  War  broke  out  and  he  enHsted  in  the  First  Regi- 
ment, Rhode  Island  Light  Artillery.  He  advanced  from  private 
to  captain,  and  saw  active  service  for  four  years  in  Virginia 
and  North  Carolina.  After  the  war  he  resumed  his  college 
course  and  was  graduated  in  1867,  receiving  the  degree  of  bache- 
lor of  arts.  In  the  following  year  he  received  the  degree  of 
master  of  arts,  and  in  1894  the  degree  of  doctor  of  science,  both 
from  his  alma  mater.  He  attained  high  rank  in  college,  and 
achieved  membership  in  the  Phi  Beta  Kappa,  an  enviable  dis- 
tinction. 

Upon  graduating  in  1867,  he  entered  the  office  of  Cushing 
&  DeWitt,  civil  engineers  in  Providence,  and  engaged  in  general 
engineering  practice.  The  following  year  he  became  assistant 
engineer  on  the  Hannibal  &  Naples  Railroad  in  Illinois,  and  in 
1869  he  had  charge  of  location  and  construction  of  forty-five 
miles  of  the  Hannibal  &  Central  Missouri  Railroad.  In  1870  he 
became  chief  assistant  engineer  in  the  construction  of  the  bridge 
over  the  Mississippi  River  at  Hannibal,  Mo.,  and  from  1871  to 
1874  he  was  chief  engineer  of  the  Sny  Island  Levee,  fifty-one 
miles  long,  on  the  east  bank  of  the  Mississippi  River.  In  1873— 
74  he  was  also  chief  engineer  for  the  bridge  over  the  Mississippi 
River  at  Louisiana,  Mo.,  for  the  Chicago  &  Alton  Railway. 

In  1874  he  began  his  association  with  Mr.  James  B.  Eads, 
who  at  that  time  was  asking  Congress  to  give  him  a  contract 
for  improving  the  mouth  of  the  southwest  pass  of  the  Missis- 
sippi River  by  means  of  jetties.     After  the -contract  had  been 

*  Memoir  prepared  by  George  F.  Swain. 
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obtained,  Mr.  Corthell  was  invited  to  take  charge  of  the  en- 
gineering construction  work  and  he  was  engaged  upon  this  until 
1880.  This  work  resulted,  as  is  well  known,  in  increasing  the 
depth  of  the  channel  from  nine  feet  to  over  thirty  feet,  and  in  a 
vast  increase  in  the  commercial  importance  of  the  port  of  New 
Orleans.  — 

In  1879-80  Mr.  Corthell  published  an  illustrated  history  of 
this  undertaking.  This  work,  in  which  Mr.  Corthell  showed 
remarkable  skill,  energy  and  resourcefulness,  was  the' beginning 
of  a  long  series  of  important  works  connected  with  the  improve- 
ment of  rivers  and  harbors  in  this  and  in  foreign  countries. 
Indeed,  Mr.  Corthell's  principal  life  work  may  be  said  to  have 
been  in  this  branch  of  engineering,  although  he  did  much  in 
other  lines,  and  from  1881  to  1884  was  chief  engineer  on  the 
construction  of  the  New  York,  West  Shore  &  Buffalo  Railroad 
and  the  New  York,  Ontario  &  Western  Railway. 

In  1880  Mr.  Corthell  went  to  the  isthmus  of  Tehuantepec, 
Mexico,  for  Mr.  Eads,  to  make  surveys  for  the  proposed  ship 
railway,  by  which  loaded  vessels  were  to  be  carried  bodily  on 
rails  across  the  isthmus  in  a  cradle.  From  1885  to  1887  he  gave 
almost  his  entire  attention  to  this  project,  and  many  engineers 
will  remember  the  interesting  model  which  he  exhibited  all  over 
the  country,  illustrating  the  engineering  details  by  which  this 
novel  enterprise  was  to  be  carried  out.  While  the  enterprise 
itself  came  to  naught,  the  work  of  Mr.  Corthell  was  of  value  in 
calling  attention  to  the  commercial  aspect  of  the  inter-oceanic 
canal  projects. 

In  1887  Mr.  Corthell  became  associated  with  Mr.  George 
S.  Morrison  in  a  partnership,  in  the  course  of  which  he  had  to 
do  with  the  construction  of  important  bridges  over  the  Ohio 
and  Missouri  rivers.  He  also  had  to  do  with  water  works  at 
Bismarck,  Dak.,  with  the  construction  of  belt  railroads  at  Chi- 
cago, and  other  works. 

After  1888  Mr.  Corthell  continued  his  practice  as  a  consult- 
ing engineer  with  offices  in  Chicago  and  New  York,  and  his 
activity  led  him  to  become  connected  with  many  important 
works,  among  which  may  be  mentioned  the  St.  Louis  bridge  over 
the  Mississippi  River,  the  improvements  at  the  mouth  of  the 
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Brazos  River,  Texas,  railroad  terminals  at  Chicago  and  New 
Orleans,  the  harbor  at  Tampico,  Mexico,  the  Tehuantepec 
National  Railroad,  the  improvement  of  harbors  in  the  Argen- 
tine Republic  and  in  Brazil,  the  barge  canals  for  the  state  of 
New  York,  and  other  works  too  numerous  to  mention. 

Mr.  Corthell's  engineering  activity  led  him  to  give  a  great 
deal  of  attention  to  the  study  of  questions  of  commerce  and 
navigation,  both  from  an  engineering  and  a  commercial  point 
of  view.  He  examined  many  harbors  in  Europe  in  connection 
with  his  work  at  Tampico  and  elsewhere,  and  he  was  very  active 
in  the  international  engineering  congresses,  being  vice-president 
of  the  Seventh  Congress,  held  at  Brussels  in  1898.  Probably  it 
is  not  too  much  to  say  that  his  acquaintance  among  foreign 
engineers  was  greater  than  that  of  any  other  American  engineer. 
To  the  proceedings  of  engineering  societies  and  congresses  he 
contributed  many  important  papers. 

Mr.  Corthell  was  also  interested  in  engineering  education. 
As  a  trustee  of  the  University  of  Chicago  he  examined  the  lead- 
ing technical  schools  of  Europe  to  obtain  information  to  aid  the 
university.  He  was  loyal  to  his  alma  mater,  and  left  to  that 
institution  his  valuable  collection  of  books,  pamphlets  and 
reports. 

Mr.  Corthell  was  also  deeply  interested  in  the  various  engi- 
neering congresses  which  have  been  held,  and  gave  time  and 
effort  to  making  them  successful.  He  was  active  in  connection 
with  the  Chicago  Exposition,  and  by  his  engineering  suggestions 
and  plans  did  much  to  make  it  a  success.  He  was  chairman  of 
the  general  committee  of  the  engineering  congress  held  at  that 
time,  the  valuable  results  of  which  are  comprised  in  a  number  of 
volumes  of  papers  and  documents  by  leading  engineers  from  all 
parts  of  the  world  and  in  all  branches  of  engineering.  He  was 
also  vice-chairman  of  the  international  water  commerce  congress 
held  at  the  same  time. 

Space  will  not  permit  of  further  notice  of  the  numerous 
works  and  activities  of  Mr.  Corthell,  but  it  will  be  evident  from 
what  has  been  stated  that  he  was  one  of  the  leading  engineers  of 
the  country  and  that  his  energy  seemed  unlimited.  He  was 
always   doing   something,    proposing   something,    accomplishing 
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something,  and  spurring  others  on  to  emulate  him.  His  success 
met  with  wide  recognition.  His  advice  was  widely  sought,  his 
judgment  universally  respected,  and  he  received  many  honors 
from  scientific  societies,  governments,  governmental  depart- 
ments and  institutions  of  learning.  The  closing  honor  which 
came  to  him  was  his  election  as  president  of  the  American  Society 
of  Civil  Engineers  in  1916.  While  he,  unfortunately,  did  not 
live  to  complete  his  term  of  office,  it  was  a  great  satisfaction  to 
his  many  friends  to  feel  that  this  honor  had  been  conferred  upon 
him,  and  he  himself  appreciated  it  to  its  full  extent. 

Mr.  Corthell  made  hosts  of  friends.  He  was  always  thought- 
ful and  encouraging  in  his  dealings  with  younger  engineers;  he 
was  a  man  of  the  most  kindly  disposition  and  the  widest  sym- 
pathy, and  his  indefatigable  industry  and  unwearied  activity, 
which  continued  up  to  the  day  of  his  death,  were  an  inspiration 
to  all  who  knew  him.  He  will  not  soon  be  forgotten  by  those 
who  had  the  privilege  of  knowing  him;  and  to  know  him  was  to 
love  him. 


JOHN    WALDO  ELLIS.* 

Died  October  30,  1916. 

John  Waldo  Ellis  was  born  in  Woonsocket,  R.  I.,  on  Sep- 
tember 7,  1845,  and  finished  his  school  education  at  New  Hamp- 
ton Institute,  New  Hampton,  N.  H.  At  the  age  of  nineteen 
he  entered  the  engineering  force  of  the  Boston,  Hartford  & 
Erie  Railroad,  then  under  construction  from  Waterbury,  Conn., 
to  Fishkill,  N.  Y.  He  afterwards  was  made  division  engineer 
of  the  Troy  &  Greenfield  Railroad  before  the  completion  of  the 
Hoosac  Tunnel.  From  this  road  he  went  to  the  Norwich  & 
Worcester  Railroad,  then  building,  and  in  1869  came  to  Woon- 
socket, R.  I.,  as  chief  engineer  of  the  Providence  &  Worcester 
Railroad,  at  the  same  time  opening  an  office  for  private  practice 
in  that  place,  which  he  maintained  up  to  within  a  few  years  of 
his  death. 

Mr.  Ellis  held  the  position  of  chief  engineer  of  the  Provi- 
dence &  Worcester  Railroad,  up  to  the  time  that  road  was  ab- 

*  Memoir  prepared  by  J.  Parker  Snow,  who  states  that  he  has  taken  his  facts  largely 
from  the  able  memoir  of  Mr.  Ellis  by  Lester  W.  Tucker,  Proceedings,  American  Society  of  Civil 
Engineers,  March,  1917,  page  512. 
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sorbed  by  the  New  York,  Providence  &  Boston  Railroad  in  if 
Under  his  direction  the  road  was  double-tracked,  many  branch 
lines  were  constructed,  the  Wilkes-Barre  Coal  Pier  and  connec- 
tion was  constructed  at  Providence,  and  many  bridges,  stations 
and  other  structures  were  rebuilt.  During  this  same  period 
Mr.  Ellis's  private  practice  in  Woonsocket  was  at  its  height, 
and  many  prominent  engineers  of  the  present  day  received  their 
first  experience  in  the  old  Main  Street  office.  The  design  and 
direction  of  the  construction  of  Nourse  Mill  of  the  Social  Manu- 
facturing Company,  the  Alice  Mill  of  the  Woonsocket  Rubber 
Company,  and  numerous  other  industrial  plants  and  enlarge- 
ments in  northern  Rhode  Island,  were  a  part  of  the  activities  of 
his  office. 

From  1890  to  the  time  of  his  death,  Mr.  Ellis  was  connected 
prominently  with  various  engineering  problems  ia  New  England. 
He  was  engineer  for  the  Old  Colony  Railroad  Company  in  the 
building  of  the  Providence  passenger  terminal,  and  engineer 
inspector  of  the  Boston  &  Providence  Railroad  from  the  time  of 
its  lease  to  the  Old  Colony  Railroad  until  his  death.  His  con- 
nection with  various  grade-crossing  matters  in  Massachusetts 
and  Rhode  Island  included  many  of  the  important  problems  in 
that  line.  He  was  one  of  the  commissioners  for  the  elimination 
of  grade  crossings  in  Lowell,  in  Athol  and  in  Orange,  Mass., 
and  was  employed  as  engineering  expert  by  the  cities  of  Lynn, 
Worcester,  Cambridge,  Fall  River,  Taunton,  Haverhill,  Read- 
ville  and  a  large  number  of  other  towns. 

As  a  water-works  expert,  Mr.  Ellis  was  among  the  foremost 
in  New  England,  serving  as  one  of  the  commissioners  in  the 
valuation  of  the  Newburyport  and  of  Gloucester  water  works 
when  these  were  taken  over  by  these  cities.  He  was  also  a 
member  of  the  commissions  in  the  diversion  claims  against  the 
city  of  Pittsfield  and  the  claim  of  the  Nassau  Paper  Company 
against  the  Metropolitan  Water  Board. 

As  a  town  and  city  engineer,  Mr.  Ellis  was  especially  active, 
serving  as  town  engineer  of  Woonsocket  from  1870  to  the  time 
it  became  a  city  in  1888.  He  also  served  as  engineer  for  the 
town  of  Blackstone,  and  for  other  surrounding  towns,  up  to  the 
time  of  the  closing  out  of  his  private  practice. 


362  BOSTON    SOCIETY   OF    CIVIL   ENGINEERS. 

As  a  hydraulic  engineer,  Mr.  Ellis  was  very  active,  and  the 
Blackstone  and  other  rivers  in  Massachusetts  and  Rhode  Island 
have  many  dams  constructed  under  his  direction.  The  most 
prominent  of  these  are  the  Lonsdale,  Ashton  and  Wilkinsonville 
dams  on  the  Blackstone;  the  Slatersville  Reservoir  Dam  and 
Middle  Dam  on  the  Branch  River,  and  the  Georgiaville  Dam  on 
the  Woonasquatucket,  in  Rhode  Island. 

He  was  elected  a  director  of  the  Providence  Gas  Company 
on  February  26,  1900.  This  followed  the  successful  completion 
under  his  engineering  supervision  of  the  difficult  and  important 
work  of  laying  a  submarine  pipe  across  a  narrow  arm  of  the 
bay,  from  Providence  to  East  Providence.  He  was  elected 
president  and  general  manager  of  the  company  on  March  4, 
1901,  and  discharged  the  duties  of  this  office  for  more  than  fif- 
teen years  and  until  his  death.  During  this  time  large  exten- 
sions of  the  plant  were  made,  including  the  first  installation  of 
Dessau  vertical  retorts  in  America. 

Notwithstanding  his  many  engineering  engagements  and 
business  connections,  Mr.  Ellis  found  time  to  be  a  most  efficient 
director  and  manager  in  other  fields.  He  was  a  member  of  the 
board  of  directors  of  the  Industrial  Trust  Company  of  Provi- 
dence, and  chairman  of  the  board  of  the  Woonsocket  branch  of 
that  Company.  He  was  a  director  in  the  Woonsocket  Rubber 
Company  and  many  other  corporations.  He  was  also  a  trustee 
of  the  Woonsocket  Institution  for  Savings,  from  1876  to  1908, 
and  a  trustee  of  the  Woonsocket  hospital  from  its  founding  in 
1890  to  the  time  of  his  death.  Although  a  prominent  member 
of  many  clubs  and  social  organizations,  Mr.  Ellis  had  no  con- 
nection with  any  fraternal  or  secret  orders.  He  was  a  member 
of  the  American  Society  of  Civil  Engineers  and  served  as  a 
director  from  1904  to  1906  inclusive.  He  was  also  a  member  of 
the  New  England  Water  Works  Association. 

His  principal  diversion  in  his  leisure  was  that  of  driving. 
From  the  time  when  he  established  his  home  in  Woonsocket 
his  stable  always  contained  at  least  one  good,  blooded  trotting 
horse,  and,  when  the  roads  were  good  or  the  sleighing  at  its 
best,  Mr.  Ellis  was  to  be  seen  among  the  fastest  of  those  oh  the 
speedways.     He  was  a  member  of  the  Woonsocket  Driving  Club, 
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the  Roger  Williams  Driving  Club  of  Providence,  and  the  Met- 
ropolitan Driving  Club  of  Boston,  and  it  is  interesting  to  note 
that  only  three  weeks  before  his  death  he  drove  on  the  track  of 
the  latter  club. 

Mr.  Ellis  was  a  prominent  figure  in  the  political  field  of 
Woonsocket  for  many  years.  He  served  as  alderman  from  his 
ward,  and  was  president  of  the  board  during  this  service.  In 
1904  he  was  elected  state  senator  from  his  city  and  served  on 
many  important  committees. 

He  was  a  member  of  the  board  of  trustees  of  the  First 
Universalist  Church  for  many  years. 

Mr.  Ellis  was  a  man  of  marked  ability  and  superb  courage, 
and  was  recognized  as  a  leader  in  any  activity  into  which  he 
entered.  His  business  ability,  keen  foresight  and  tremendous 
energy,  his  unimpeachable  integrity,  faithful  attention  to  duty 
and  resourcefulness  in  difficulties,  made  him  a  most  valuable 
adviser  and  representative  in  engineering,  civic  and  social  lines. 
His  wide  acquaintance  among  prominent  men  gave  opportunities 
for  the  exercise  of  these  attributes  to  a  remarkable  extent.  It  is 
seldom  that  work  of  such  varied  character  is  executed  with  such 
invariable  success  as  attended  the  career  of  Mr.  Ellis.  The 
scope  of  his  talents  was  wude,  and  indicated  a  breadth  of  men- 
tality seldom  found  in  one  man. 

Mr.  Ellis  was  married,  on  May  23,  1870,  to  Mary  F.  Howe, 
who,  with  one  son  and  two  daughters,  survives  him. 

He  was  elected  a  member  of  the  Boston  Society  of  Civil 
Engineers  on  May  19,  1896,  and  served  as  President  for  one 
year  from  March  15,  1905. 


FRANKLIN  BUCHANAN  LOCKE.* 

Born  at  Hampton,   X.  H.,   February  23,    1857. 
Died  May   ii,  19 17. 

Franklin  B.  Locke  came  of  New  England  ancestry,  and 
was  well  known  for  many  years  in  New  England  as  a  capable  and 
resourceful  engineer.  He  was  a  lineal  descendant  of  Capt. 
John  Locke,  who  is  described  as  a  man  of  prominent  position 

*  Memoir  prepared  by  George  F.  Swain. 
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among  the  early  settlers  of  New  Hampshire,  and  was  finally 
killed  by  the  Indians  in  1696. 

He  received  his  engineering  education  at  the  Massachu- 
setts Institute  of  Technology,  where  he  was  a  member  of  the 
class  of  1877,  but  discontinued  his  course  after  three  years  to 
engage  in  the  work  of  construction  of  the  Hoosac  Tunnel.  His 
elder  brother,  Augustus  W.  Locke,  also  an  eminent  engineer,  was 
engaged  upon  the  same  work,  and  after  the  completion  of  the 
tunnel  became  superintendent  of  the  Troy  &  Greenfield  road. 
Frank  was  assistant  engineer  on  the  tunnel  until  1881,  when  he 
formed  a  partnership  with  his  brother,  and  the  firm  became  known 
as  perhaps  the  leading  engineering  firm  of  western  Massachusetts. 

His  work  was  of  great  variety,  covering  the  fields  of  railroad 
engineering,  municipal  engineering,  and  even  mining  engineer- 
ing. One  of  his  earliest  engagements  was  as  engineer  for  the 
extension  of  the  water-works  and  drainage  system  of  North 
Adams,  Mass.  He  also  had  charge  of  the  double-tracking  of 
the  state  road  east  of  the  tunnel  and  of  the  masonry.  In  1881- 
82  he  was  a  principal  assistant  engineer  on  the  Bufifalo,  Roches- 
ter «&  Pittsburg  Railway  on  that  portion  of  the  line  between 
Salamanca,  N.  Y.,  and  Ridgway,  Pa.  He  did  some  valuable 
and  interesting  location  work  on  the  Mountain  Division  south 
of  Bradford,  Pa.,  through  a  country  parallel  to  the  line  of  the 
Erie  Railroad  over  the  Kinzua  Viaduct.  He  resigned  this  work 
owing  to  poor  health,  and  spent  a  time  traveling  in  Europe, 
visiting  most  of  the  great  Alpine  tunnels  and  inspecting  European 
railways.  Returning  to  this  country,  he  was  engineer  of  main- 
tenance of  way  of  the  Troy  &  Greenfield  Railroad,  which  em- 
braces the  Hoosac  Tunnel.  He  was  also  chief  engineer  of  the 
Hoosac  Valley  Electric  Railroad,  which  runs  through  Adams, 
North  Adams  and  Williamstown,  and  of  a  branch  of  the  Fitch- 
burg  Railroad,  which  he  constructed.  He  also  investigated  and 
reported  upon  numerous  railroad  and  mining  properties  in  the 
west,  and  for  a  time  was  engineer  for  the  Michigan  Hydraulic 
Mining  Company  in  Idaho,  and  also  for  some  mines  in  Utah. 
In  connection  with  his  brother  he  became  greatly  interested  in  the 
problem  of  abolishing  railroad  grade-crossings  in  Massachusetts, 
and  was  connected  with  projects  for  several  works  of  this  kind. 
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Finally  settling  in  North  Adams,  Mass.,  he  held  the  office 
of  city  engineer  for  a  number  of  terms,  and  also  the  office  of 
commissioner  of  public  works.  Indeed,  for  many  years  he  was 
depended  upon  to  take  the  lead  in  the  engineering  work  of  the 
city  of  North  Adams.  While  in  these  positions  he  had  to  do 
with  the  construction  of  water  works,  sewers,  roads  and  bridges. 
He  built  many  roads,  and  was  an  authority  on  their  construction. 
He  was,  probably  more  than  any  one  else,  responsible  for  the 
successful  recent  extension  of  the  North  Adams  water  works, 
which  he  planned  and  began. 

One  of  Mr.  Locke's  most  recent  activities  was  in  connection 
with  the  location  and  construction  of  the  so-called  Mohawk 
Trail,  a  state  road  across  the  Berkshire  Hills  between  North 
Adams  on  the  west  and  the  Deerfield  Valley  on  the  east.  In- 
deed, he  is  known  in  the  vicinity  of  North  Adams  as  "  the  father 
of  the  Mohawk  Trail."  While  he  started  the  movement  for  this 
road  and  surveyed  a  line,  his  route  was  not  adopted  by  the  state 
officials,  although  many  considered  it  the  best  line.  At  any 
rate,  Mr.  Locke  was  the  man  who  first  conceived  the  idea  of 
this  trail. 

Mr.  Locke  had  traveled  much  in  this  country  and  abroad, 
had  assimilated  his  experience  and  had  gathered  a  great  deal  of 
knowledge.  He  had  read  widely  and  intelligently.  Some 
people  travel  and  read,  but  do  not  learn;  but  he  was  not  of 
this  sort.  His  breadth  of  interest  was  greater  than  that  of  most 
engineers.  He  had  an  artistic  nature,  and  had  even  given  some 
attention  to  art.  He  was  tnodest,  retiring,  and  if  he  had  any 
fault  it  was  that  he  did  not  push  himself  to  the  extent  that  his 
ability  warranted,  for  he  was  really  a  man  of  fine  perception, 
strong  common-sense,  and  exceedingly  capable  as  an  engineer. 
With  greater  stimulus  he  might  have  made  himself  better  known, 
and  might  have  achieved  a  greater  measure  of  what  is  usually, 
though  probably  mistakenly,  termed  success;  but  he  preferred 
the  quiet  retirement  of  his  home  and  the  society  of  his  friends 
and  of  his  books,  and  probably  after  all  he  derived  in  that  way 
a  greater  measure  of  real  satisfaction  than  falls  to  the  lot  of  those 
who  are  more  prominent  or  pushing  in  the  battle  of  life.  He 
was   sociable,    upright,    hopeful,   courageous,   conscientious   and 
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true.  He  had  a  high  conception  of  the  calHng  of  the  engineer, 
and  no  one  could  ever  say  that  he  had  failed  in  his  duties  toward 
his  fellow -men.  He  made  many  friends  and  lost  few.  He  was 
beloved  by  all  who  knew  him.  His  judgment  was  relied  upon 
by  all  who  had  had  opportunity  to  test  it,  and  hisjdeath  left  a 
gap  in  the  hearts  of  his  friends  and  in  the  engineering  circles  in 
which  he  moved  which  will  be  indeed  difficult  to  fill.  Even 
after  his  health  became  impaired  his  advice  was  sought  and 
relied  upon.  In  his  home  town,  where  his  friends  were  legion, 
he  will  be  sadly  missed;  but  as  long  as  a  good  water  supply  and 
the  beauties  of  nature  are  appreciated  his  name  will  be  held  in 
affectionate  remembrance. 

Mr.  Locke  had  been  in  failing  health  since  1907.  Indeed, 
he  had  never  been  extremely  robust.  Nevertheless  he  con- 
tinued to  serve  his  state  to  the  extent  that  his  strength  would 
permit.  In  1914  his  health  broke  down,  and  he  had  to  give  up 
public  responsibility,  and  resigned  as  commissioner  of  pubic 
works.  A  trip  south  benefited  him  for  a  time,  but  afforded  no 
permanent  relief.  He  died  in  a  hospital  in  Boston  quite  sud- 
denly, when  his  friends  thought  he  was  out  of  danger. 

Mr.  Locke  was  a  member  of  the  American  Society  of  Civil 
Engineers  which  he  joined  March  i,  1893,  and  also  of  the  Boston 
Society  of  Civil  Engineers,  the  American  Institute  of  Mining 
Engineers,  the  North  Adams  Club  and  the  Berkshire  Club. 
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NOTES    ON    THE    CONSTRUCTION    OF    THE    MYSTIC 

RIVER    BRIDGE,     EVERETT    EXTENSION     OF    THE 

BOSTON   ELEVATED    RAILWAY   COMPANY. 

By  Clarence  T.  Fernald,*  Member  Boston  Society  of  Civil  Engineers. 

(Presented  September  i8,  1918.) 

History. — The  inception  of  the  Everett  Extension,  so-called, 
began  with  the  acceptance  of  Chapter  497  of  the  Acts  of  the 
Legislature  for  1907,  by  the  cities  of  Everett  and  Maiden,  and 
the  Boston  Elevated  Railway  Company,  in  July,  1907. 

Not  until  four  additional  acts  had  been  passed  by  the  legis- 
latures of  1913,  1915  and  1916,  was  construction  started,  and 
yet  again  in  191 7  still  another  act  was  passed  relative  to  the 
location  of  a  permanent  station  in  Everett. 

The  intervening  time  between  these  dates,  or  a  total  of 
about  nine  years,  was  occupied  by  the  Company  in  making  sur- 
veys, studies,  or  holding  conferences  and  trying  to  satisfy  or 
reconcile  the  various  factions  in  these  two  cities  as  to  route, 
type  of  construction,  location  of  stations,  and  obtaining  the 
necessary  approvals  of  governmental  boards. 

The  greatest  modification  in  legislation,  however,  was  made 
by  the  passage  of  Chapter  777  of  the  Acts  of  the  Legislature  for 
19 1 3,  by  which  the  location  for  an  elevated  railway  in  Everett 
and  Maiden  north  of  the  Broadway  crossing  over  the  Boston  & 


♦Assistant  Engineer,  Boston  Elevated  Railway  Company,  loi  Milk  St.,  Boston,  Mass. 
Note. —  Discussion  of  this  paper  is  invited,  to  be  received  by  W.  L.  Butcher,  Editor, 
before  December  10,  1918,  for  publication  in  a  subsequent  issue  of  the  Journal. 
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Maine  Railroad  was  revoked,  and  a  route  for  a  double-track 
subway  substantially  following  the  line  of  Main  Street  was 
substituted  in  its  place. 

It  was  under  this  new  act  that  work  on  the  plans  for  the 
present  bridge  began. 

The  original  bridge  plans  which  had  received  the  approval 
of  all  the  local  boards,  needing  only  the  sanction  of  the  Secretary 
of  War,  and  having  been  contracted  for  contingent  upon  the 
approval  of  all  the  public  authorities,  were  abandoned. 

By  reason  of  this  new  act  of  1913  the  Company  found  itself 
with  numerous  parcels  of  real  estate  on  its  hands,  in  many  in- 
stances having  razed  the  old  buildings  to  proceed  with  the  new 
construction. 

Its  obligations  relative  to  the  Mystic  River  Bridge,  however, 
were  the  most  onerous,  as  they  involved  the  following  items  : 

a.  The  relocation  of  the  channel  334  ft.  further  north. 

b.  The  construction  of  a  new  highway  drawbridge. 

c.  The  rebuilding  of  the  pile  bridge  approaches,  and  an 
approach  900  ft.  long  on  filled  land. 

The  type  of  foundations,  length  of  spans,  type  of  steel  struc- 
ture and  details  of  the  drawbridge  for  the  new  elevated  bridge 
were  entirely  changed,  and  all  the  approvals  had  to  be  again 
obtained  before  construction  could  begin. 

The  foregoing  facts  are  cited  as  a  concrete  instance  of  the 
difficulties  encountered  by  public  service  corporations,  who  are 
obliged  to  proceed  in  good  faith  in  their  contracts  with  munici- 
palities. These  municipalities  act  on  the  theory  that  the  power 
which  gives  may  take  away,  and  as  views  change  with  every 
administration  so  do  the  laws  regardless  of  previous  obligations. 
In  my  humble  opinion,  some  safeguard  should  be  provided  to 
make  contracts  of  this  kind  as  inviolate  as  are  those  between 
commercial  houses  or  corporations,  during  the  term  of  the  con- 
tract, i.e.,  adequate  compensation  being  guaranteed  for  any 
change  from  the  original  contract. 

General  Layout  of  \\'ork. 

The  plans  as  finally  approved  by  the  several  boards  (Fig.  i) 
provided   for  a  bridge  or  elevated  steel  structure  crossing  the 


MYSTIC    RIVER    BRIDGE.  —  CONSTRUCTION. 


369 


Mystic  River  from  a  point  on  the  south  shore  about  80  ft.  west 
of  the  highway  bridge,  and  joining  the  north  end  of  the  Beacham 
Street  car  yard,  to  a  point  near  the  pumping  station  of  the  Metro- 
poHtan  Sewerage  System,  a  distance  of  844  ft  =i= .  From  this  point 
the  Elevated  structure  continues  for  about  2  341  ft.,  where  it 
reaches  the  ground  and  the  tracks  extending  on  the  surface  to 


r.;\        /  I     I        PLAN     OF 

i    .|  iS  I       I       BRIDGE.  LOCATION 

\  ^   \ 


Fig.  I.     Plan  of  Bridge  Location. 


the  proposed  temporary  station,  a  total  distance  of  one  mile 
north  of  the  present  Sullivan  Square  Terminal. 

The  alignment  of  the  highway  bridge  was  moved  westerly 
about  one  half  its  width,  to  a  line  parallel  to  and  about  18  ft. 
away  from  the  Elevated  structure.  North  of  the  pile  bridge 
the  approach  included  the  construction  of  a  heavy  sea  wall, 
300  ft.  long,  averaging  16  ft.  high,  and  a  4-ft.  to  5-ft.  fill  extending 
600  ft.  further  north. 
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In  each  bridge  there  was  located  a  Strauss  bascule  draw- 
bridge, providing  for  a  width  of  75  ft.  clear  opening,  and  a  depth 
of  30  ft.  of  water. 

The  railway  drawbridge  was  built  at  a  high  level,  having 
from  26  ft.  to  28  ft.  headroom  under  it  at  high  water,  the  counter- 
weights being  underhung.  The  highway  drawbridge  had  a 
moving  leaf,  60  ft.  wide  and  105  ft.  long,  and  was  of  the  heel 
trunnion  type,  i.  e.,  the  counterweight  was  suspended  over  the 
roadway,  being  supported  upon  upright  columns  hinged  at  the 
rear  or  heel  end  of  the  moving  leaf.  Both  drawbridges  were 
built  by  the  Boston  Bridge  Works. 

Bridge  Foundations. 

The  depth  of  water  at  the  draw  opening  was  fixed  by  the 
War  Department  at  30  ft.,  and  here  the  dredging  for  the  channel 
foundations  on  either  side  was  carried  down  to  about  elevation 
68,  and  the  piles  were  cut  at  69.50  in  piers  39  and  39E;  those 
in  pier  38  were  not  cut  but  left  at  about  elevation  71,  the  plane 
of  reference  being  100  ft.  below  Boston  base. 

The  piles  for  all  the  other  piers,  excepting  the  two  abut- 
ments, were  cut  at  grade  80,  and  the  abutments  at  grade  85. 

Design. 

The  piers  for  the  three-track  structure  were  44.75  ft.  by 
17.25  ft.,  and  for  the  tw^o-track  structure  north  of  the  draw  34.17 
ft.  by  16.66  ft.  bottom  dimensions,  the  former  having  102  piles 
and  the  latter  78  piles,  averaging  30  ft.  long  and  spaced  2.5  ft. 
on  centers.     (See  Plates  I  and  II.) 

The  four  large  draw  piers  (see  Plates  III  and  IV),  viz.,  Nos. 
37.  38.  39  and  39E,  varied  in  size  from  124  ft.  by  19  ft.  to  34.17  ft. 
by  19.16  ft.,  and  the  latter  three  were  carried  down  to  about  grade 
69.5,  as  previously  noted. 

In  all  cases  the  concrete,  of  i  :  2  :  4  mixture,  was  carried 
from  the  piles  to  grade  99.  Above  this  point  the  work  was  of 
quarry-faced  granite  backed  with  i  :  2|  :  5  concrete;  the  cop- 
ing stone  was  finished  with  4-cut  work  on  top.  having  quarry- 
faced  edges  with  2  in.  draft  line  at  top  and  bottom,  the  finished 
work  being  at  grade  117. 
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The  four  large  piers  at  the  draw  were  of  special  design,  to 
meet  the  conditions  imposed  by  their  necessary  depth,  distribu- 
tion of  load,  and  methods  of  construction.  The  maximum  load 
calculated  for  the  piles  was  about  14  tons,  assumed  to  occur 
when  the  bridges  were  open  and  subjected  to  a  wind  force  of 
15  miles  per  hour. 

The  minimum  spacing  for  piles  was  2.5  ft.  on  centers,  and 
of  course  at  points  of  heaviest  loading. 

Construction. 

On  March  20,  1916,  a  contract  for  the  work  was  let  to  the 
Hugh  Nawn  Contracting  Company. 

The  conditions  controlling  the  construction  of  these  bridges, 
and  imposed  by  the  necessity  of  keeping  trafhc  moving  over  the 
old  bridge  as  nearly  normal  as  possible  during  its  reconstruction, 
made  the  operations  interesting  at  all  times,  and  difhcult  at 
many  others. 

This  traffic  was  to  be  maintained  on  one  half  of  the  old 
bridge,  while  the  depth  of  the  channel  piers  endangered  not  only 
its  safety  by  undermining  the  piles,  but  its  northerly  abutment 
as  well. 

In  addition  to  this,  there  was  a  54-in.  gas  tunnel  built  through 
sand  about  42  ft.  down  stream  from  the  deep  piers,  and  11  ft. 
above  their  bottom. 

On  the  northerly  approach  to  the  bridge  the  dredging  neces- 
sary for  the  piers  and  sea  wall  caused  a  movement  of  the  fill  in 
the  old  street  which  at  times  gave  considerable  anxiety. 

The  first  step  taken,  therefore,  on  the  construction  was  to 
reinforce  the  floor  of  the  down-stream  half  of  the  old  bridge  and 
draw,  and  relocate  the  outbound  surface  car  track  along  this 
side  of  the  old  bridge. 

■  Borings  taken  along  the  site  of  the  new  bridge  indicated  a 
bottom  of  soft  or  medium  blue  clay,  overlaid  with  silt  and  gray 
sand  varying  from  fine  to  quite  coarse,  and  in  depths  of  from  4 
ft.  to  20  ft.  The  bottoms  of  all  the  piers  penetrated  to  this 
clay  formation. 

Dredging  was  begun  on  the  northerly  end  of  the  bridge  site, 
from  near  the  north  abutment  of  the  old  bridge  to  the  abutment 
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of  the  new  bridge.  The  soft  material  of  sand  and  silt  encountered 
here  gave  considerable  trouble  until  the  pier  caissons  were 
actually  landed,  as  it  was  constantly  pushing  in  from  the  street 
side. 

Method  of  Constructing  Piers. 

The  box-caisson  method  of  construction  was  called  for  by 
the  contract,  in  all  cases  except  the  channel  piers,  where  four 
suggested  methods  were  mentioned,  viz.,  by  box  caisson,  open 
concrete  caisson,  steel  sheet  piling  cofferdam,  which  was  to  be 
finally  removed,  and  by  spliced  steel  sheet  piling,  the  lower  sec- 
tion to  remain  in  place.  The  contractor  built  one  of  the  channel 
piers  (No.  38)  by  the  latter  method  and  the  remaining  channel 
piers  (Nos.  39  and  39E),  by  the  box-caisson  method. 

This  method  of  construction  proved  to  be  very  satisfactory 
and  ef^ficient.  It  was  carried  on  by  the  contractor  in  the  follow- 
ing manner. 

The  site  of  the  pier  was  first  dredged  to  a  depth  of  about 
3  ft.  below  the  cut-off  of  the  piles,  which  were  then  driven,  and 
cut  to  grade  by  a  circular  saw  mounted  on  the  pile-driver  gins. 
Guide  piles  were  then  driven  around  the  site  of  the  pier,  the 
caissons  floated  in  place,  gradually  sinking  to  position  as  the 
concrete  forms  inside  them  were  filled. 

Caissons. 

The  bottoms  of  the  caissons  were  really  concrete  scows,  the 
bottom  dimensons  being  of  the  exact  sizes  of  the  pier  footings 
and  were  4  ft.  in  height,  being  divided  into  compartments  about 
9  ft.  wide  by  cross  partitions.  Around  the  bottom  there  pro- 
jected a  lip  or  flange  having  eye  bolts  cast  into  it,  to  which  the 
wooden  sides  were  attached  by  hook  bolts  extending  for  the  full 
height  of  the  sides,  and  were  tightened  by  set  nuts  seating  on 
the  top  sills.     (Fig.  2.) 

The  concrete  caissons  were  built  on  ways,  and  launched  at 
the  north  end  of  the  bridge.  The  floor  was  of  3-in.  spruce 
planks  greased  and  laid  on  the  ways  in  such  a  manner  that  by 
sawing  through  six  planks  the  caisson  was  launched.  The 
planks  were  thickly  studded  with  20d.  nails  to  hold  the  concrete 
floor  and  sides  which  were  cast  directly  in  the  forms. 
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Fig.  2.     Mystic  River  Vi.\duct.     Concrete  Base  of  Caisson  on  Ways. 


Fig.  3.     Mystic  River  \'iaduct.     Caisson  for  Pier  37  Ready  for  Launching. 
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The  caissons  were  thoroughly  reinforced,  the  sides  and  flange 
being  12  ins.,  the  bottom  6  ins.,  and  partitions  9  ins.  thick,  made 
of  I  :  2  :  4  concrete. 

Wooden  sides  were  made  in  two  sections,  the  bottom  one 
being  16  ft.  and  the  top  one  17  ft.  in  height.  The  frame  was  of 
lo-in.  by  lo-in.  and  lo-in.  by  12-in.  hard  pine,  the  bottom  set 
was  sheathed  with  3-in.  spruce  planed,  and  the  top  set  was 
sheathed  with  2-in.  spruce  planed.  The  edges  of  the  plank  were 
beveled  to  provide  for  calking  with  oakum.  These  sides  were 
used  from  three  to  four  times  each,  and  on  account  of  their  sub- 
stantial and  careful  construction  gave  no  trouble  whatever; 
in  most  cases  a  single  3-in.  duplex  pump  would  handle  all  the 
leakage,  in  many  instances  under  14  ft.  to  15  ft.  head,  by  pump- 
ing a  few  moments  at  a  time.     (Figs.  3,  4  and  5.) 

The  advantages  of  this  method  were,  economy  of  material, 
work  all  done  in  the  dry,  speed  of  operation  and  accuracy  as  to 
grade  and  alignment.  The  largest  caisson  sunk,  which  was 
124.6  ft.  long  and  19.5  ft.  wide,  was  successfully  launched  with 
lower  sides  in  place,  floated  and  sunk  in  place  without  trouble. 

For  pier  38,  a  cofferdam  of  14  in.  arched  (35  lb.)  Lackawanna 
steel  sheet  piling  was  used.  This  was  spliced  at  grades  77  and 
79  alternately  for  the  tops  of  lower  planks.  Previous  to  driving 
this  sheeting  the  area  of  the  new  channel  piers  and  channel 
above  and  below  the  old  bridge  was  dredged  to  grade  80.  The 
up-stream  half  of  the  old  bridge  had  been  removed,  and  a  bulk- 
head of  oak  piles  with  spur  shores  up  stream  had  been  driven  to 
prevent  a  movement  of  the  river  bottom  over  the  gas  tunnel. 
Then  the  down-stream  end  of  the  steel  cofferdam  was  driven 
close  against  the  remaining  half  of  the  old  bridge.  After  this 
the  dredging  was  completed  to  grade  68=*=,  the  piles  driven,  and 
the  tops  were  left  at  grade  71  =^ . 

In  driving  the  30-ft.  piles  for  this  pier  and  pier  No.  37,  it 
was  found  that  they  would  go  their  full  length  with  from  four 
to  five  blows. 

The  pile  driver  used  was  a  hea\y  Vulcan  No.  i  steam  ham- 
mer, weighing  about  8  500  lbs.,  and,  with  the  extension  gins 
attached,  made  a  total  weight  of  between  5I  and  6  tons.  Longer 
piles  were  decided  upon,  and  new  ones  from  40  ft.  to  45  ft.  were 
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Fig.  4.     Mystic  River  Viaduct.     Floating  Caisson. 


Fig.  3.     Mystic  River  Viaduct.     Top  of  Cais.son. 
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dri\en.  A  test  was  made  on  one  of  each  length  of  piles,  the 
following  morning,  and  it  required  eleven  blows  on  the  30  ft. 
and  thirteen  blows  on  the  40-ft.  pile  to  set  them  down  one  foot. 

The  steel  cofferdam  was  then  completed,  after  which  con- 
crete was  deposited  under  water  inside  of  it  to  grade  76  by  means 
of  bottom  dumping  buckets. 

The  cofferdam  was  then  unwatered,  and  the  balance  of  the 
work  done  in  the  dry. 


Considerable  difficulty  was  experienced  in  unwatering  the 
cofferdam,  due  to  lack  of  large  pumps,  at  one  time  there  being 
eight  pumps  at  work,  varying  in  size  from  6  ins.  to  15  ins.  The 
15-in.  pump  finally  got  the  jump  or  initial  head  which  tightened 
the  pressure  on  the  piling,  and  eventually  succeeded  in  emptying 
the  cofferdam.  When  once  this  was  accomplished  a  single 
6-in.  pump  took  care  of  the  leakage. 

The  top  of  concrete  deposited  under  water  was  cleared,  and 
the  new  work  was  carried  on  by  building  pockets  of  concrete 
mixed    I  12:4,    placed   dry   in   onion   sacks.     (Fig.   6.)     These 
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pockets  were  about  20  ft.  long,  2  ft.  high,  conforming  on  the  out- 
side edge  to  the  hnes  of  the  foundation;  the  dam  of  bags  left  a 
space  of  2  ft.  between  it  and  the  steel  sheeting  for  drainage,  and 
provided  a  dry  interior  for  placing  the  new  concrete.  At  times 
this  work  was  carried  on  under  34-ft.  head  of  water  outside  the 
cofferdam. 

There  was  nothing  of  peculiar  interest  in  the  stone  masonry 
work.  The  seats  for  all  posts  and  bearings  were  left  |-in.  high, 
to  be  dressed  in  the  field  to  exact  grade.  This  proved  to  be  a 
wise  precaution  in  several  instances,  as  the  coping  stones  were 
cut  rather  full.     Fig.  7  shows  the  completed  structure. 

The  construction  work  was  carried  on  by  the  Hugh  Xawn 
Contracting  Company,  having  Mr.  Ivimball  Garland,  now  first 
lieutenant  in  the  loist  Regiment  of  Engineers  (old  First  Corps 
Cadets)  as  designing  engineer  for  caissons  sides  and  caisson  re- 
inforcing. 

The  bridge  was  designed  by  Mr.  Robert  B.  Davis,  structural 
engineer  of  the  Boston  Elevated  Railway  Company-,  assisted  by 
Mr.  L.  S.  Cowles.     Mr.  Frederic  H.  Fay  was  consulting  engineer. 

The  supervision  of  construction  was  in  charge  of  the  writer, 
assisted  by  Mr.  William  L.  Blanchard,  resident  engineer,  on  the 
railroad  bridge  work,  and  Mr.  John  H.  Coghlan  on  the  highway 
bridge;  and  to  the  faithful  and  painstaking  work  of  these  two 
latter-named  men  the  successful  completion  of  the  work  owes  no 
small  share. 
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MYSTIC   RIVER   BRIDGE.     DESCRIPTION   OF 
SUPERSTRUCTURE . 

By  John  C.  Moses,*  Member  Boston  Society  of  Civil  Engineers. 

(Presented  September  i8,  1918.) 

The  steel  superstructure  of  the  bridge  over  the  Mystic 
River  near  Sullivan  Square  consists  of  four  parts,  —  the  high- 
way draw,  the  railway  draw,  the  operator's  house  and  the  rail- 
way viaduct.     Both  draw  spans  are  of  the  Strauss  bascule  type. 

The  highway  draw  is  designed  to  carry  50-ton  electric  cars 
and  heavy  city  trafific.  It  consists  of  two  pony  trusses  12  ft. 
deep,  with  plate  girder  fioor  beams  and  steel  stringers.  The 
trusses  are  102  ft.  long  from  the  center  of  the  trunnions  to  the 
end  bearing,  and  are  43  ft.  apart,  the  sidewalks  being  carried  on 
8-ft.  brackets  outside  of  the  trusses.  The  roadway  floor  has  a 
wearing  surface  of  4-in.  wide  kreolited  maple  and  beech  planks, 
set  on  edge  and  laid  at  right  angles  to  the  roadway.  They  are 
supported  by  4  in.  by  8  in.  hard  pine  longitudinal  stringers  laid 
16  ins.  on  centers,  and  these  in  turn  are  carried  by  6  in.  by  8  in. 
hard  pine  cross  ties  spaced  2  ft.  on  centers  and  bolted  to  the 
longitudinal  steel  stringers  at  each  bearing  point.  The  sidewalks 
are  of  2-in.  plank,  nailed  to  4  in.  by  6  in.  spiking  pieces  that  are 
bolted  to  the  tops  of  the  steel  stringers. 

♦Engineer  of  Construction  for  the  Boston  Bridge  Works,  Inc. 

Note.  —  Discussion  of  this  paper  is  invited,  to  be  received  by  W.  L.  Butcher,  Editor, 
before  December  10.  1918,  for  publication  in  a  subsequent  issue  of  the  Jourxal. 
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One  end  of  tli«  span  is  carried  by  trunnions.  These  are 
steel  shafts  i6  ins.  in  diameter  and  5  ft.  long,  that  rest  in  bronze- 
lined  boxes.  The  boxes  are  supported  by  triangular  trusses 
that  distribute  the  load  to  two  piers  30  ft.  apart.  These  piers 
extend  up  stream  to  carry  the  operator's  house  and  the  railway 
span.  The  main  trusses  extend  15  ft.  beyond  the  trunnions  and 
carry  at  these  points  a  counterweight  of  750  tons.  This  weight 
is  a  block  of  reinforced  concrete  30  ft.  by  20  ft.  by  45  ft.  in  size, 
and  supported  by  two  posts  that  rest  on  pins  in  the  trusses. 
These  pins  are  in  a  straight  line  with  the  trunnion  and  the  center 
of  gravity  of  the  entire  span.  The  upper  ends  of  the  posts  are 
connected  by  a  link  to  posts  that  rest  on  top  of  the  trunnions. 
This  link,  being  parallel  to  the  line  from  the  trunnion  to  the 
counterweight  pin,  holds  the  weight  always  vertical,  and  the 
bridge  is  therefore  in  balance  in  all  positions  if  balanced  in  any 
one  position.  The  trunnions  carry  the  live  load  as  well  as  the 
dead  load,  the  total  amount  being  about  i  200  tons,  and  the 
pressure  on  the  bearings  about  2  000  lbs.  per  square  inch.  The 
counterweight  contains  pockets  for  varying  its  weight  if  found 
necessary  at  any  future  time. 

The  highway  span  is  operated  by  a  train  of  gears  driven  by 
two  35-h.p.  motors,  the  last  pinions  of  the  train  driving  circular 
racks  that  are  bolted  to  the  trusses  with  the  trunnions  as  their 
centers.  (Fig.  i.)  The  rack  teeth  are  4i-in.  pitch  by  lo-in. 
face.  All  gearing  and  boxes  are  of  steel.  Motor-driven  latches 
on  the  forward  ends  of  the  trusses  hold  the  span  fast  when  closed, 
and  a  12-in.  dashpot  is  pro\-ided,  to  lessen  the  jar  when  closing. 
A  bumping  post  is  built  into  the  pier,  to  limit  the  opening 
movement. 

The  highway  draw  was  erected  in  the  closed  position  by  a 
movable  stiff-leg  derrick  with  a  boom  of  twenty  tons  capacity. 
Pile  bents  were  driven  to  receive  the  truss  as  it  was  placed  by 
the  traveler.  The  same  traveler  erected  the  house  between  the 
two  draw  spans.  A  stationary  stiff-leg  derrick  unloaded  the 
material  from  the  motor  trucks  that  brought  it  to  the  site,  and 
placed  it  on  cars  that  carried  it  on  a  service  track  to  the  traveler. 

The  highway  span  contains  about  300  tons  of  steel,  30  tons 
of  machinery,  and  50  000  ft.  of  lumber. 
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The  railway  draw  consists  of  two  deck  plate  girder  spans, 
120  ft.  long,  placed  side  by  side  and  capable  of  being  operated  as 
one  unit  or  separately.  The  forward  ends  of  the  spans  are 
carried  by  the  cross  girder  of  the  adjacent  viaduct.  The  trun- 
nions are  carried  by  eight  posts  that  also  support  the  girders 
that  carry  the  track  of  the  viaduct  on  that  side  of  the  channel. 
The  counterweights  for  this  span  are  hung  below  the  floor  level. 
They  are  of  very  irregular  shape,  to  clear  the  posts,  girders,  piers 


Fig.  I.     Heel  End  of  Highway  Drawbridge,  showing  Counterweight 

Pin  and  Rack. 


and  other  limiting  features,  and  are  heavily  loaded  with  iron 
punchings  to  secure  the  necessary  weight.  There  are  two 
weights,  each  containing  about  45  yds.  of  concrete.  The  front 
and  rear  portions  of  these  weights  are  differently  proportioned 
in  order  to  obtain  a  weight  per  cubic  foot  of  170  lbs.  and  202 
lbs.  respectively.  An  approximate  balance  about  the  point  of 
suspension  is  obtained  by  this  means,  and  links  are  provided 
in  addition,  to  keep  the  weights  in  a  vertical  position  during  the 
movement  of  the  bridge.  The  weights  are  also  provided  with 
pockets,  for  future  adjustment  if  it  is  found  necessary. 
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Fig.  2.     Erecting  Segmental  Section  of  Railway  Draw  Span. 


Fig.  3.     Underside  of  Drawbridges,  showing  Position  of  C  ounterweights. 


MYSTIC    RIVER    BRIDGE.  —  SUPERSTRUCTURE.  383, 

The  railway  draw  is  operated  by  two  25-h.p.  motors  that 
drive  racks  bolted  to  the  girders.  It  is  locked  in  its  closed 
position  by  motor-driven  plungers  that  are  supported  by  the 
adjacent  viaduct  and  are  supplied  with  current  from  the  opera- 
tor's house  through  a  submarine  cable. 

The  girders  for  this  span  were  shipped  from  the  shop  in 
halves  and  were  erected  by  a  lighter  that  placed  the  trunnion 
halves  first.  (Fig.  2.)  When  these  had  been  secured  in  place, 
the  lighter  placed  the  other  halves  with  their  outer  ends  sup- 
ported by  the  viaduct,  no  falsework  being  required. 

The  railway  draw  contains  about  160  tons  of  steel  and  15 
tons  of  machinery.  A  standard  floor  of  ties  with  guard  rails, 
track  and  third  rails,  walks,  railings,  etc.,  was  laid  by  the  forces 
of  the  Boston  Elevated  Railway. 

The  operator's  house  is  between  the  two  draw  spans.  It  is 
a  steel-frame  building  13  ft-,  by  40  ft.  in  plan,  and  five  stories  in 
height,  and  contains  about  25  tons  of  steel.  The  walls  and 
floors  are  of  concrete.  The  operator's  room  is  the  top  floor. 
It  contains  two  switchboards  and  the  controllers,  brake  levers, 
signals,  etc.  The  entire  wire  system  for  operating,  lighting, 
signaling  and  protecting  each  bridge  is  kept  separate  from  the 
other.  Automatic  cutout  devices,  interlocking  mechanisms, 
lamp  signals  and  other  safeguards  are  provided  to  aid  the  opera- 
tors and  to  prevent  injury  to  the  machinery  from  careless  hand- 
ling. The  motors  for  the  highway  draw  are  under  the  sidewalks 
of  the  approach  span,  and  are  in  mictal  houses  that  also  cover 
most  of  the  gearing  and  the  mechanical  brakes.  The  motors 
for  the  railway  draw  are  in  the  second  story  of  the  house.  All 
exposed  gearing  is  protected  by  gear  covers;  and  foot  w^alks, 
stairways  and  ladders  are  provided  for  access  to  all  parts.  Fig.  3 
shows  the  underside  of  the  drawbridges,  and  Figs.  4  and  5  show 
the  completed  structure  in  operation. 

The  railway  viaduct  (Fig.  6)  is  about  i  700  ft.  long,  having 
32  spans  and  weighing  about  i  200  tons.  It  consists  of  four  lines 
of  plate  girders  supported  by  transverse  girders  that  are  sup- 
ported in  turn  by  two  posts  each.  The  details  conform  to  the 
standards  of  the  Boston  Elevated  Railway.  The  viaduct  was 
erected  by  a  lighter. 
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Fig.  4.     Completed  Structure  in  Operation. 


Fig.  5.     Completed  Structure  in  Operation. 
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The  general  contract  for  the  superstructure  was  taken  by 
the  McClintic-Marshall  Company,  who  sublet  all  but  the  via- 
duct to  the  Boston  Bridge  Works.  General  Electric  Company 
motors  were  used.  The  Jennison-Wright  Company  furnished 
the  kreolited  planking,  and  the  Hugh  Nawn  Contracting  Com- 
pany built  the  concrete  counterweights.  All  the  work  was 
inspected  in  the  shop  and  field  by  the  Gulick-Henderson  Com- 
pany. 


Fig.  6.     General  \  11 


)F  Viaduct. 
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PAPERS  AND  DISCUSSIONS 

This  Society  is  not  responsible  for  any  statement  made  or  opinion  expressed  in  its  publications 

PROGRESS   REPORT    OF    COMMITTEE   ON    RUN-OFF.* 

The  Boston  Society  of  Civil  Engineers'  Committee  on  Run- 
off, appointed  December  20,  1916,  made  a  report  to  the  Society 
which  was  published  in  the  Journal  for  April,  1918.  Since 
that  time  the  committee  has  met  regularly  each  month  with 
constantly  decreased  attendance,  due  to  the  fact  that  each  of 
the  members  of  the  committee  is  doing  two  men's  work  in  order 
to  keep  going  the  work  of  his  office.  It  appeared  almost  neces- 
sary to  give  up  active  meetings  of  the  committee  until  the  end 
of  the  war,  and  some  method  was  sought  to  keep  up  the  interest 
in  the  work  without  requiring  attendance  on  the  meetings. 

At  a  meeting  of  the  Run-off  Committee  held  September  18, 
1 91 8,  the  commitee  voted  to  ask  the  Board  of  Directors  of  the 
Boston  Society  of  Civil  Engineers  to  publish  advance  chapters 
of  its  reports  in  bulletins,  with  the  idea  of  making  progress  on 
the  reports  and  giving  members  of  the  Society  and  others  an 
opportunity  to  criticize  and  amplify  the  material  of  the  subjects 
discussed. 

The  Secretary  of  the  Society  very  kindly  suggested  that 
some  of  the  advance  material  which  had  been  prepared  and  dis- 
cussed by  the  committee  might  be  presented  for  discussion  by 
members  and  others  interested,  in  the  form  of  advance  copies 
published  in  the  Journal.     The  chairman  has  therefore  prepared 

*  Members  of  committee:  Arthur  T.  Safford,  chairman;  Charles  H.  Pierce,  secretary; 
Harold  S.  Boardman,  vice  chairman;  A.  C.  Eaton,  X.  Henry  Goodnough,  Richard  A.  Hale, 
Charles  W.  Sherman,  Herbe      A.  Moody,  W.  Frank  Uhl,  Joseph  F.  Wilber,  Dana  M.  Wood. 
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this  statement,  and  offers  a  number  of  papers  on  different  sub- 
jects which  he  hopes  even  in  war  times  will  call  out  some  discus- 
sions which  will  be  of  advantage  to  the  members  of  the  commit- 
tee when  they  have  an  opportunity  to  get  all  these  matters  in 
shape  for  a  report.     The  list  is  as  follows: 

Glossary  of  terms. 

Use  of  the  current  meter  in  stream  gaging. 

0.2  and  0.8  method  in  power  canals. 

Precipitation,  evaporation  and  run-off. 

Effects  of  ice  on  river  discharge.  ^ 

Methods  to  be  used  in  compilation  of  data. 

GLOSSARY    OF    TERMS. 

1.  Precipitation  is  water  that  passes  out  of  the  atmosphere, 
in  liquid  or  solid  state,  to  the  surface  of  the  earth  or  bodies  of 
surface  water.  It  includes  rain,  snow,  hail,  sleet,  dew  and  frost. 
It  is  the  process  by  which  atmospheric  moisture  becomes  surface 
water.  Rainfall  and  snowfall  make  up  precipitation  as  ordi- 
narily used. 

(a)  Rainfall  is  sometimes  used  in  the  sense  of  "  precipita- 
tion," but  it  should  become  more  general  practice  to  limit  its 
use  to  atmospheric  moisture  precipitated  in  the  form  of  rain. 
Its  common  use  in  the  broader  sense  undoubtedly  is  the  result 
of  the  practice  of  measuring  all  forms  of  atmospheric  precipita- 
tion in  terms  of  "  inches  of  rainfall." 

{h)  Snowfall  is  considered  as  snow,  hail,  sleet  and  other  forms 
of  precipitation,  except  rain,  measured  in  depth  in  inches  as  it 
falls,  but  usually  appears  in  records  as  its  water  equivalent. 

(c)  Snow  residtaim  is  the  accumulated  snow  on  the  ground 
surface  at  the  end  of  any  period,  or  its  water  equivalent. 

{d)  Water  equivalent  is  the  depth  of  water  in  inches  to  which 
the  snow  on  a  given  area  would  melt. 

(e)  An  isohyetal  map  shows  variation  in  amount  of  average 
precipitation  over  contiguous  areas  and  isohyetal  lines  are  used 
to  connect  contiguous  points  of  equal  precipitation,  similar  to 
contour  lines. 

2.  Evaporation  is  the  return  of  water  from  the  earth  or  water 
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surface   to   the  atmosphere.     It   takes   place  in   three  or   more 
ways,  as  from  — 

(a)  Water,  ice  and  snow  surfaces;  (b)  land  surfaces;  and 
(c)  vegetation,  in  the  form  of  transpiration.  Both  evaporation 
and  precipitation  are  the  results  of  differences  in  temperature 
and  atmospheric  pressure. 

3.  Seepage  or  percolation  of  water  is  the  movement  of  water 
underground,  produced  by  hydrostatic  pressure. 

4.  Absorption  comprises  all  processes  by  which  water  is 
taken  up  by  the  earth's  surface. 

5.  Leakage  is  the  movement  of  water  through  artificial 
structures,  and  is  produced  by  hydrostatic  pressure. 

6.  Discharge  is  a  general  term  for  the  rate  of  fiow  of  water. 
In  water-power  practice,  it  is  usually  expressed  in  cubic  feet  per 
second  (frequently  abbreviated  to  second-feet) ;  in  water-works 
practice,  it  is  customarily  expressed  in  terms  of  million  gallons 
per  twenty-four  hours. 

7.  The  drainage  area  of  a  stream  at  a  given  point  is  the  area 
of  the  surface  of  the  earth  which  contributes  its  run-off  to  the 
stream  above  that  point.  Synonyms:  Catchment  area,  water- 
shed. The  area  used  may  be  either  gross,  or  the  net  exclusive  of 
lake  and  pond  areas,  but  it  is  assumed  to  be  the  former  unless 
specified  to  the  contrary. 

8.  The  run-off  of  a  given  area  of  the  surface  of  the  earth  is 
the  quantity  of  water  that  is  discharged  from  that  area.  Ordi- 
nary units  of  run-off  are  second-feet  per  square  mile  or  run-off 
depth  in  inches. 

(a)  Cubic  foot  per  second  or  second-foot  is  a  unit  of  discharge 
of  water  flowing  in  a  channel  of  one  square  foot  in  cross  section 
at  an  average  velocity  of  one  foot  per  second. 

(6)  Second-foot  per  square  mile  is  a  unit  of  discharge  indi- 
cating the  average  number  of  cubic  feet  of  water  flowing  per 
second  from  each  square  mile  of  area  drained,  on  the  assumption 
that  the  run-off  is  distributed  uniformly  both  as  regards  time 
and  area. 

(c)  Rim-off  depth  in  inches  is  a  unit  of  run-off  indicating  the 
depth  to  which  the  drainage  area  would  be  covered  if  all  of  the 
water  flowing  from  it  in  a  given  period  of  time  were  conserved 
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and  uniformly  distributed  on  the  surface.  It  is  used  for  com- 
paring run-off  with  precipitation,  which  is  usually  expressed  in 
depth  in  inches. 

9.  The  yield  of  a  drainage  area  at  any  definite  point  is  the 
amount  of  surface  and  underground  waters  contributed  by  it  to 
a  drainage  system.  If  any  of  these  waters  are  retained,  either 
by  natural  or  artificial  storage  within  the  watershed,  the  yield 
will  not  be  the  same  as  the  run-oft'  during  the  same  period  of  time. 

10.  Storage. — The  word  usually  means  — 

{a)  Artificial  storage,  which  is  that  water  capacity  which 
may  be  available  to  increase  the  extremely  low  flows  for  several 
days,  weeks,  months  or  even  years.  It  is  the  retention  of  the 
flood  waters  for  use  during  times  of  scarcity,  and  is  usually 
located  near  the  headwaters  of  a  stream. 

{h)  There  is  usually  some  natural  storage  in  the  form  of 
swamps,  lakes  and  ponds,  but  its  effect  on  stream  flow  cannot 
easily  be  separated  from  that  of  the  rest  of  the  drainage  area. 

1 1 .  Pondage  is  that  water  capacity  created  by  any  dam  which 
tends  to  take  care  of  the  variations  in  draft  at  a  water-power 
development.  It  is  the  retention  for  one  or  more  days  of  the 
flow  of  a  stream  during  hours  of  light  load,  for  use  during  hours 
of  heavy  load. 

12.  Factors: 

(a)  Load  factor  is  the  ratio  of  the  average  to  the  maximum 
power  load  on  a  water-power  plant  during  a  given  period  of 
time,  as  a  day,  month  or  year.  To  be  specific,  this  period 
should  always  be  stated,  as  ''  daily  load  factor,"  etc.  Frequently 
when  plants  operate  for  a  period  less  than  twenty-four  hours,  the 
load  factor  is  expressed  in  terms  of  "  load  factor  for  hours  when 
running  "  ;  but  for  purposes  of  stream-flow  analysis  all  such 
factors  should  be  reduced  to  the  twenty-four  hour  basis. 

In  determining  load  factor,  the  "maximum  load"  should 
be  the  heaviest  observed  during  the  period.  Usually,  daily  log 
records  are  kept,  and  switchboard  instruments,  when  available, 
are  read  every  half  hour,  or  hour,  and  the  highest  of  these  obser- 
vations is  taken  as  the  maximum. 

The  "  average  load  "  is  the  total  energy  output  divided  by 
the  proper  time  unit. 
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(b)  Capacity  factor  is  the  ratio  of  the  average  load  in  a  given 
time  period,  as  a  day,  to  the  total  installed  rated  capacity  of 
the  equipment. 

(c)  Utilization  factor  is  that  coefficient  by  which  the  approxi- 
mate theoretical  energy-outputmust  be  multiplied  to  corre- 
spond to  the  actual  delivered  energy.  It  accounts  for  losses  of 
all  kinds,  and  for  variations  in  operating  conditions  other  than 
those  included  in  the  average  plant  efficiency. 

The  approximate  energy  available  in  a  stream  can  be  esti- 
mated by  the  following  formulas. 

I.  Net   horse-power   at    the   water-wheel    realizing   80   per 

.    ,       ,  .     ,  cubic  feet   per   second  x  head 

cent,  of  the  theoretical  power  = . 

II 

If  other  than  80  per  cent,  is  used  as  the  efficiency  of  the  equip- 
ment, then  the  formula  should  be  — 

cubic  feet  per  second  x  head  x  efficiency 

Net  horse-power  = . 

^  8.8 

II.  Electrical  horse-power  (73.3  over-all  efficiency)  = 

cubic  feet  per  second  x  head 


or. 


III.    Kilowatts  = 


12 

cubic  feet  per  second  x  head 
16  ' 


Losses  allowed  for  in  the  utilization  factor  are  leakage  and 
waste  in  operation,  etc. 

Changes  in  efficiencies  may  be  due  to  variations  in  load  or 
variations  in  head  from  the  average  assumed  for  use  in  the 
formulas. 

13.  River  gaging  stations. 

(a)  Control  is  the  natural  or  artificial  barrier,  reef  of  ledges 
or  other  channel  conditions  below  a  gaging  station  which  pri- 
marily affects  and  controls  the  relation  between  gage  height  and 
discharge  at  the  station.  It  should  be  noted  that  the  control 
may  not  be  the  same  section  for  all  stages. 

(b)  Rating  table  for  a  gaging  station  is  a  table  showing  the 
discharge  corresponding  to  various  gage  heights  at  the  station. 
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(c)  Rating  curve  for  a  gaging  station  is  a  curve  of  relations 
between  gage  height  and  discharge. 

{d)  Stage-discharge  relation  is  the  relation  between  gage 
height  and  discharge  as  shown  by  the  rating  curve,  q.  v. 

(e)  Water-stage  recorder  is  an  instrument  for  automatically 
recording  the  elevation  of  the  water  surface,  and  the  correspond- 
ing time. 

14.  Regulation  is  the  artificial  manipulation  of  the  run-off 
of  a  stream. 

15.  Fall  is  the  vertical  distance  between  water  surface  levels 
at  two  points  on  a  stream  under  static  flow  conditions. 

(a)  Gross  head  is  that  portion  of  the  fall  which  is  available 
for  producing  power. 

(6)  Net  or  effective  head  is  the  residue  left  to  produce  energy 
after  deducting  all  losses  of  head.  These  losses  may  be  due  to 
friction,  irregularities  of  section  and  other  causes. 

(c)  Slope  is  the  total  fall  between  two  points  divided  by 
their  distance  apart,  expressed  in  the  same  units. 

16.  Dams: 

(a)  Crest  of  a  dam  is,  in  general,  the  top  of  the  fixed  overflow 
structure.  In  some  cases  there  may  be  overfloAvs  at  several 
elevations. 

(b)  Height  of  a  dam  should  be  specifically  defined  as  either: 
I,  from  the  bottom  of  foundations  to  the  top  of  the  structure; 
or  II,  from  the  original  bed  of  the  river  to  the  crest  of  the  dam. 

17.  Backivater.  —  This  is  the  general  term  applied  to  the 
raising  of  water  upstream  from  an  obstruction  to  higher  eleva- 
tions than  it  would  stand  under  similar  conditions  of  flow  with 
no  obstruction.  Such  an  obstruction  may  be  a  permanent  struc- 
ture like  a  dam  or  bridge  pier,  or  may  be  a  temporary  obstruc- 
tion like  ice  or  logs.  An  unusually  heavy  discharge  from  a 
tributary  may  cause  backwater  in  the  main  stream  or  vice  versa. 

ia)  Backivater  curve  is  a  profile  of  the  water  surface  upstream 
from  an  obstruction  between  such  obstruction  and  the  point 
where  the  backwater  ceases.  Such  a  curve  or  profile  is  used  in 
determining  the  elevation  of  the  water  at  any  point  under  known 
or  assumed  conditions  of  flow.  Each  different  set  of  conditions 
produces  a  different  backwater  curve. 
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(b)  Backivater  effect  is  the  increase  in  water-surface  eleva- 
tion caused  by  an  obstruction,  and  varies  with  the  discharge. 
It  may  be  obtained  at  any  point  by  a  comparison  of  the  back- 
water curve  and  the  natural  profile  of  the  stream  with  no  obstruc- 
tion, each  referred  to  the  same  discharge.  In  discussions  on 
this. subject  the  term  backivater  effect  is  sometimes  shortened  to 
backwater. 


THE   USE    OF   THE    CURRENT   METER   IN    STREAM 

GAGING.* 

About  thirty  years  ago,  at  the  time  of  starting  the  work  of 
the  Irrigation  Survey,  which  later  developed  into  the  Reclama- 
tion Service,  attention  was  called  to  the  necessity  of  devising 
some  simple  means  of  accurately  measuring  the  flow  of  water  in 
natural  streams.  The  first  annual  report  of  the  Irrigation  Sur- 
vey, J.  W.  Powell,  director,  contains  a  very  complete  history  of 
the  early  stages  of  hydrometric  work,  including  a  description  of 
the  training  school  for  hydrographers  which  was  held  at  Embudo, 
N.  Mex.,  from  November,  1888,  to  April,  1889.  Mr.  F.  H.  New- 
ell, later  director  of  the  Reclamation  Service,  and  now  professor 
of  civil  engineering  at  the  University  of  Illinois,  was  placed  in 
charge  of  the  camp  and  presumably  directed  and  assisted  the 
fourteen  young  men  who  were  selected  to  take  the  practical 
course  in  what  may  be  called  the  "  First  Principles  of  Stream 
Gaging."  Prof.  George  E.  Curtis  of  Washburn  College,  Topeka, 
formerly  in  the  United  States  Signal  Service,  was  also  an  instruc- 
tor at  the  camp,  and  apparently  had  charge  of  the  meteorologi- 
cal division  of  the  work. 

Capt.  C.  E.  Dutton  of  the  Ordnance  Corps,  U.  S.  Army, 
temporarily  on  duty  with  the  Geological  Survey,  was  the  offtcer 
in  general  charge  of  the  organization  of  the  hydraulic  survey  and 
the  engineering  survey,  which,  with  the  topographic  survey, 
were  undertaken  to  secure  the  base  data  required  for  the  suc- 
cessful prosecution  of  the  immense  irrigation  projects  about  to 
be  undertaken  in  the  West. 

*  By  C.  H.  Pierce. 
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The  report  of  Captain  Dutton,  dated  November  i,  1889, 
contains  much  of  interest  to  present-day  engineers.  It  should 
be  kept  in  mind  that,  in  his  discussion  of  methods  and  equipment, 
Captain  Dutton  was  referring  to  the  measurement  of  water  in 
natural  stream  beds  for  the  purpose  of  determining  the  probable 
average  daily  flow  of  those  streams,  and  that  he  was  not  con- 
cerned with  the  measurement  of  water  in  power  canals,  or  with 
precise  methods  of  determining  the  efficiency  of  water  wheels. 

In  his  report  Captain  Dutton  said : 

"  The  measurement  of  water  flowing  in  a  stream  is  not  an 
easy  matter.  It  requires  skill  and  rather  costly  instruments. 
While  the  general  method  has  been  the  subject  of  much  inquiry 
by  a  few  men,  and  has  been  practiced  to  a  small  extent,  there  is 
a  wide  variation  in  details  and  considerable  uncertainty  or  dis- 
cordance in  results.  At  the  beginning  of  the  organization  there 
were  no  men  available  who  possessed  the  requisite  experience 
and  skill  except  two  or  three  men  who  were  occupying  respon- 
sible positions,  and  it  was  doubted  if  they  could  be  induced  to 
relinquish  them.  Neither  were  any  instruments  to  be  found  in 
the  market  as  articles  in  regular  supply,  and  such  as  were  needed 
must  be  made  to  special  order.  ...  In  view  of  the  novelty  of 
the  work  thus  involved  upon  the  Survey,  of  the  impossibility  of 
finding  men  skilled  in  the  work  required,  of  want  of  instruments 
adapted  to  the  work,  and  in  further  view  of  the  fact  that  the 
winter  was  near  at  hand,  during  which  the  field  work  would,  in 
most  portions  of  the  West,  be  impracticable,  it  was  deemed  best 
to  select  a  small  body  of  young  men  of  good  education  and  high 
general  intelligence  and  establish  them  at  some  advantageous 
station  where  they  could,  in  the  course  of  the  winter  months, 
acquire  a  knowledge  of  the  methods  and  instruments  they  would 
have  to  employ.  Fourteen  young  men  were  carefully  selected 
and  were  placed  in  a  camp  of  instruction,  situated  at  Embudo, 
on  the  Rio  Grande  River,  about  fifty  miles  north  of  Santa  Fe, 
in  New  Mexico,  where  they  passed  the  winter  in  practicing  with 
the  various  instruments  selected  for  trial  and  in  becoming  fa- 
miliar with  the  theory  and  practical  application  of  the  methods. 
In  the  month  of  April  the  camp  was  broken  up  and  the  men 
distributed  to  their  respective  fields  of  work. 

"  The  camp  of  instruction  at  Embudo  was  placed  in  charge 
of  Mr.  F.  H.  Newell,  and  the  work  required  of  the  men  consisted 
in  practical  stream  gaging  by  various  methods,  measuring  the 
rise  and  fall  of  the  stream  from  day  to  day,  measuring  the  daily 
evaporation  and  making  observations  with  meteorological 
instruments. 
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''Stream  Gaging. 

"  In  measuring  the  flow  of  streams,  it  is  to  be  remembered 
that  the  flow  varies  from  time  to  time.  The  measurement  made 
on  any  given  day,  while  the  river  keeps  a  steady  flow  for  an  hour 
or  two,  is  good  onl}^  for  that  day  and  hour,  and  for  times  when 
the  river  is  at  the  same  stage.  A  small  rise  in  the  stream  is 
accompanied  by  a  large  increase  in  the  flow,  and  a  small  fall  by 
a  large  decrease  in  the  flow.  To  ascertain  the  flow  during  a 
considerable  period  of  time  and  thus  obtain  an  average  for 
varying  stages,  two  distinct  classes  of  measurement  are  neces- 
sary: First,  the  amount  of  flow  corresponding  to  each  and  every 
stage;   second,  a  continuous  record  of  the  rise  and  fall. 

"  (i)  Measurement  of  flow.  —  There  are  four  methods  of 
gaging  the  flow  of  a  stream:  (a)  by  weirs;  (h)  by  floats;  {c)  by 
formula;    {d)  by  meters. 

"  Weirs  are  practicable  and  economical  only  in  the  case  of 
small  streams  at  low  water,  and  in  such  cases  the  system  is  pref- 
erable to  all  others.  When  the  depth  of  the  water  passing  over 
the  weir  much  exceeds  a  foot  it  becomes  sometimes  uncertain. 
In  streams  not  exceeding  25  to  30  ft.  in  widtTi,  and  carrying  not 
more  than  40  or  50  cu.  ft.  of  water  per  second,  a  weir  may  be 
constructed  quickly  and  cheaply.  It  is  almost  certain  to  be 
swept  away  by  high  water,  but  if  small  and  in  shallow  water  it 
can  be  easily  replaced.  It  is  desirable,  however,  to  select  sta- 
tions where  the  water  above  the  weir  has  no  sensible  '  velocity 
of  approach  '  other  than  that  produced  by  the  constant  move- 
ment of  water  over  the  weir,  as  it  is  difficult  to  make  proper 
allowance  for  it. 

"  Gaging  by  floats  is  the  crudest  and  most  unreliable  of  all 
methods.  It  consists  in  throwing  floating  objects  into  the  water 
and  noting  the  length  of  time  occupied  by  the  float  in  moving 
through  a  measured  distance  down  the  stream.  The  distance 
divided  by  the  time  is  the  mean  velocity  of  the  motion  of  the 
float.  But  this- velocity  of  the  float  is  not  the  mean  velocity  of 
the  stream,  wiiich  varies  in  different  parts  of  the  width  and  at 
different  depths.  As  a  rough-and-ready  rule  the  mean  velocity 
of  the  stream  is  taken  to  be  about  four  fifths  the  velocity  of  the 
float.  This  is  no  doubt  a  fair  approximation  where  the  cross 
section  of  the  stream  is  symmetrical,  the  current  smooth,  regular 
and  free  from  eddies,  and  its  course  free  from  obstructions. 
But  in  small  or  medium-sized  rivers  such  conditions  are  rare, 
and  the  whole  method  of  measurement  is  liable  to  great  uncer- 
tainties, and  it  is  impracticable  in  large  rivers. 

"  Gaging  by  formula  is  based  upon  the  assumption  that 
with  a  given  cross  section   the  mean  velocity  of  flow  bears  a 
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certain  ratio  to  the  declivity  down  which  the  water  moves. 
The  decHvity  may  be  accurately  ascertained  by  the  spirit  level. 
With  a  given  declivity  the  flow  will  vary  with  the  cross  section, 
being  greater  when  the  latter  is  narrow  and  deep  than  when  it 
is  broad  and  shallow.  The  effect  of  the  form  of  the  cross  sec- 
tion has  been  experimentally  investigated  by  several  hydrogra- 
phers  and  an  empirical  formula  has  been  devised  for  it  which 
seems  to  give  very  fair  results  when  the  cross  section  is  not  of 
very  irregular  form  and  when  the  bottom  is  not  incumbered 
with  large  stones  and  other  obstacles.  In  general,  however,  it 
is  of  very  limited  utility. 

"  Gaging  by  meters  is  the  most  satisfactory  and  complete 
method  of  all.  The  ordinary  current  meter  is  a  small  wheel 
which  is  caused  by  the  current  to  revolve  when  immersed.  It 
may  be  of  propeller,  windmill,  or  anemometer  form.  The  axis 
of  the  wheel  is  attached  to  some  device  for  recording  automati- 
cally the  number  of  revolutions  in  a  unit  of  time  which  corre- 
sponds to  any  given  velocity;  in  other  words,  every  meter  must 
be  '  rated.'  In  all  good  meters  the  number  of  revolutions  bears 
a  simple  ratio  to  the  velocity  of  the  stream  unless  the  velocity 
is  very  small.  At  very  low  velocities  even  the  best  form  of 
meters  becomes  irregular  and  uncertain.  They  are  also  inferior 
to  weirs  for  very  small  or  very  shallow  streams.  In  gaging  with 
a  meter,  the  cross  section  of  the  stream  is  subdivided  into  por- 
tions 5  ft.  wide  in  ordinary  streams  and  lo  ft.  wide  in  very  broad 
ones.  The  form  of  the  bottom  and  areas  of  subdivisional  cross 
sections  are  ascertained  by  soundings,  and  the  mean  velocity  of 
each  is  measured  with  the  meter.  Each  subdivision  is  therefore 
treated  as  a  separate  stream  and  the  flow  of  the  entire  stream  is 
the  sum  of  the  flows  of  its  constituent  parts. 

"  The  object  of  this  camp  was  to  train  the  new  members  of 
the  hydrographic  division  for  active  and  independent  field  work 
for  the  succeeding  seasons.  The  principle  under  which  the  opera- 
tions at  the  camp  were  conducted  was  to  attempt  all  those  in- 
vestigations which  seemed  pertinent  to  the  future  work  of  the 
Survey,  modifying  from  time  to  time  the  methods  and  instru- 
ments as  experience  developed  obstacles  or  objections. 

"  A  regular  routine  of  observations  was  begun  and  carried 
on,  by  which  each  man  in  turn  became  familiar  with  the  details 
of  each  investigation;  but  beyond  this  the  fullest  possible  scope 
was  left  for  individual  development,  and  opportunity  for  origi- 
nal work  in  such  lines  of  research  as  each  should  choose. 

"  A  small  rope  ferry  was  established  near  the  camp  across 
a  suitable  part  of  the  river,  and  various  forms  of  meter  used  for 
obtaining  the  velocity.  Changes  and  improvements  in  the 
meters  were  suggested  while  experience  was  being  acquired. 
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"  From  the  results  obtained  by  the  meters  the  velocities  in 
various  parts  of  the  river's  cross  section  were  determined  and 
both  horizontal  and  vertical  curves  of  velocity  were  plotted, 
making  a  comparative  study  under  various  conditions. 

"  While  meters  were  being  used  at  one  part  of  the  river 
other  methods  of  stream  measurement  were  tried  at  suitable 
points,  i.  e.,  by  surface  floats,  subsurface  floats  and  vertical  rods. 
Comparisons  were  made  between .  the  results  obtained  in  these 
various  ways  as  well  as  by  the  formula  for  river  flow  given  by 
Kutter. 

"  Records  of  the  river  height  were  kept  continuously  and  a 
study  made  of  the  relation  between  river  height  and  discharge. 
These  records  were  kept  both  by  observation  and  by  an  auto- 
matic recorder  or  '  nilometer  '  which  was  installed  and  tested  as 
to  its  suitabilit}'  for  this  work." 

Beginning  with  the  experimental  work  at  the  Embudo  camp, 
and  during  the  subsequent  work  which  was  soon  being  carried 
on  in  different  parts  of  the  country,  it  was  seen  from  the  verti- 
cal curves  of  velocity  that  certain  general  laws  applied  to  the 
velocity  of  the  moving  water  in  a  vertical  section  of  a  natural 
stream.  At  the  present  time  these  laws  are  better  understood, 
and  are  generally  covered  by  a  statement  that,  in  a  section  of  a 
river  where  conditions  are  suitable  for  current-meter  work,  the 
variation  in  the  magnitude  of  the  velocities  in  a  vertical  section 
may  be  closely  represented  by  a  parabola,  the  axis  of  which  is, 
in  general,  below  and  parallel  to  the  water  surface.  The  exact 
size  and  shape  of  this  parabola  of  velocities  will  continually  vary 
throughout  the  width  of  the  stream,  so  it  follows  that  the  meas- 
uring sections  must  be  taken  sufficiently  close  together  to  de- 
termine the  variation  of  velocity  in  the  horizontal  section. 

From  the  general  shape  of  the  vertical  curves  of  velocit}^  it 
was  thought  that  the  average  velocity  in  the  vertical  section 
could  be  determined  from  a  measurement  of  the  velocity  at  some 
one  point  in  the  section,  and  a  large  amount  of  experimental 
work  was  done  to  determine  the  coefficient  to  be  applied  to 
reduce  the  observed  velocity  to  a  mean  for  the  vertical  section. 

It  must  be  remembered  that  the  scope  of  the  work  was 
such  that  whatever  methods  were  used  must  be  applicable  to 
streams  varying  greatly  in  size,  some  gagings  being  made  where 
the  depth  of  water  was  not  more  than  i  foot,  whereas  other  gag- 
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ings  must  be  made  where  the  depth  was  40  or  50  feet,  the 
hydrographer  in  some  cases  working  from  a  bridge  perhaps 
25  or  30  feet  above  the  water  surface,  and  in  other  cases  working 
from  a  car  swaying  from  a  cable  in  mid-air.  He  usually  works 
alone,  and  must  make  accurate  soundings  of  the  depth  from 
water  surface  to  river  bottom ;  he  must  place  and  hold  the  meter 
at  the  proper  point  or  points  for  the  observations;  he  must 
count  the  number  of  revolutions  of  the  meter  and  obtain  the 
corresponding  time  by  the  stop-watch;  he  must  keep  his  note- 
book convenient  and  record  the  results  at  the  end  of  every  ob- 
servation; and,  in  the  case  of  high  velocities,  he  may  find  it 
necessary  to  operate  a  stayline  to  keep  the  meter  in  the  proper 
position  in  the  vertical  section. 

Under  these  conditions  of  the  problem,  it  was  necessary  to 
simplify  methods  as  much  as  possible,  and  although  it  was 
realized  that  observations  of  velocity  at  many  points  in  the 
vertical  section  might  be  desirable,  that  method  was  generally 
impracticable  on  account  of  the  time  required.  Any  advantage 
due  to  ultra-refinement  in  the  determination  of  velocity  in  any 
one  section  might  be  entirely  lost  by  a  change  in  stage  of  the 
river  during  the  extra  time  required  by  the  ultra-refinement. 

It  was  early  seen  that  for  a  single  observation  taken  at  0.6 
of  the  depth  the  coefficient  to  reduce  to  mean  velocity  was 
generally  very  close  to  unity,  the  difference  being  positive  about 
as  often  as  negative,  and  generally  not  exceeding  a  few  hun- 
dredths. This  0.6  depth  method  was  accepted  as  the  standard 
for  several  years,  although  frequent  vertical  curves  were  obtained 
and  numerous  studies  and  comparisons  were  made. 

During  1901  and  1902  a  series  of  observations  were  made  on 
the  flow  of  rivers  in  the  vicinity  of  New  York  City,  the  results  of 
which  are  described  in  U.  S.  G.  S.  Water-Supply  Paper  No.  76, 
which  is  illustrated  by  numerous  curves  and  diagrams  showing 
the  shapes  of  velocity  curves  for  various  types  of  streams  and 
different  conditions  of  stream  beds. 

In  1903  the  writer  made  numerous  comparisons  and  plotted 
many  vertical  curves  of  velocity  for  streams  in  Vermont,  and 
engineers  in  other  sections  of  the  country  were  making  similar 
tests  of  the  method.     In  1904  the  second  and  enlarged  edition 
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of  "  Accuracy  of  Stream  Measurements,"  by  E.  C.  Murphy, 
was  published  as  U.  S.  G.  S.  Water-Supply  Paper  No.  95.  Be- 
sides giving  the  results  of  Murphy's  Cornell  experiments,  this 
paper  contains  tabulations  showing  the  results  of  a  large  number 
of  measurements  by  different  methods  and  under  various  con- 
ditions. Soon  afterward,  in  1905,  the  method  known  as  the  "0.2 
and  0.8  depth  method"  was  brought  out,  as  being  more  reliable 
than  the  single-point  method,  and  yet  simple  enough  to  be 
easily  used.  In  addition  to  a  theoretical  proof,  thousands  of 
tests  and  comparisons  of  this  method  have  been  made,  a  sum- 
mary of  which  is  contained  in  Hoyt  and  Grover's  textbook  on 
"  River  Discharge."  This  textbook  should  be  referred  to  by 
any  one  desiring  detailed  information  as  to  the  results  of  the 
comparisons ;  the  general  summary  shows  that  of  476  curves  the 
average  coefficient  needed  to  reduce  the  mean  of  the  0.2  and  0.8 
depth  observations  to  the  true  mean  was  i.ooi,  the  highest 
coefficient  for  any  curve  being  1.026  and  the  lowest  coefficient 
0.970.  This  shows  an  average  error  of  one  tenth  of  one  per 
cent,  with  a  maximum  individual  error  of  3  per  cent. 

Mr.  R.  A.  Hale,  of  Lawrence,  Mass.,  has  contributed  valu- 
able data  showing  the  results  of  the  use  of  the  0.2  and  0.8  depth 
method  in  rectangular  flumes  and  canals.  Twenty-three  meas- 
urements made  in  five  different  conduits  show  that  the  average 
coefficient  needed  to  reduce  the  mean  of  the  0.2  and  0.8  depth 
observations  to  the  true  mean  was  0.993,  the  highest  coefficient 
for  any  curve  being  1.028  and  the  lowest  coefficient  0.945. 

The  use  of  the  current-meter  should  presuppose  a  knowl- 
edge of  its  proper  use.  Like  most  scientific  instruments,  it  can 
only  be  used  to  advantage  by  those  familiar  with  the  instrument 
and  with  its  limitations.  While  it  cannot  be  expected  to  com- 
pete with  the  chemical  or  electrochemical  methods  of  measure- 
ment of  water  through  turbines,  on  the  other  hand  those  latter 
methods  cannot  compete  with  the  current  meter  in  obtaining 
the  data  on  the  run-off  of  rivers  which  are  generally  needed  for 
water-power  studies.  With  a  method  of  measurement  which 
gives  results  averaging  less  than  one  per  cent,  in  error  it  would 
seem  that  further  refinement  of  methods  would  be  unwarranted, 
considering  the  uncertainties  which  enter  into  any  water-power 
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study,  and  the  fact  that  previous  conditions  of  flow  are  not 
Hkely  to  be  exactly  duplicated  in  the  future. 

An  interesting  and  instructive  discussion  of  the  history  and 
vicissitudes  of  the  current  meter  in  the  United  States  is  con- 
tained in  the  Proceedings  of  the  Engineer's  Society  of  Western 
Philadelphia  for  June,  1914,  where  Mr.  N.  C.  Grover  describes 
current  meter  work  and  also  gives  an  interesting  account  of  the 
work  of  the  hydrographer  and  a  description  of  the  varied  condi- 
tions he  must  be  prepared  to  meet. 

In  conclusion  it  may  be  said  that  the  0.2  and  0.8  depth 
method  which  is  now  widely  used  is  the  result  of  many  years  of 
study  and  investigation  by  engineers  in  all  parts  of  the  United 
States.  Since,  however,  this  method  has  been  adopted  as  an  im- 
provement over  other  good  methods,  it  is  to  be  hoped  that  still 
further  improvement  may  be  made,  and  that  any  errors  still 
existing  may  be  finally  eliminated. 

0.2  AND  0.8  METHOD  OF  CURRENT  METER  MEASURE- 
MENT  IN   POWER   CANALS.* 

A  long,  straight  section  of  river  or  power  canal,  where  the 
alignment  is  good  and  where  the  sides  and  bottom  are  free  from 
obstructions  and  fairly  smooth,  thus  giving  the  water  a  good 
chance  to  flow  uniformly  and  without  eddies  and  whirls,  offers 
the  best  chance  for  accuracy'  with  the  0.2  and  0.8  method  of 
current-meter  measurement. 

Conditions  approaching  the  ideal  are  found  most  readily 
in  the  larger  rivers  with  sandy  bottoms  —  nev^er  in  mountain 
streams  and  very  rarely  in  power  canals. 

In  any  case,  after  a  section  has  been  selected  with  due  care 
for  manner  of  approach  of  the  water,  freedom  from  backw^ater 
and  as  good  conditions  with  ice  cover  as  possible,  multi-point 
traverses  should  be  made  in  order  to  establish  definitely  whether 
the  0.2  and  0.8  method  may  be  used  in  future  measurements,  or 
whether  the  0.6  or  integrating  methods  will  give  better  and  more 
accurate  results.     Where  the  section  and  alignment  is  good,  the 

*  Bv  Arthur  T.  Safford. 
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bottom  and  sides  smooth,  and  water  is  not  fed  in  or  taken  out 
irregularly,  the  0.2  and  0.8  method  may  be  found  to  give  ac- 
curate results. 

In  the  case  of  power  canals,  such  conditions  are  rarely  en- 
countered. Power  canals  are  generally  relatively  short,  water  is 
fed  in  at  the  head,  sides  or  both,  through  gates,  one  or  more  of 
which  may  be  wholly  or  partly  open  at  different  times,  and  water 
is  taken  out  at  the  end  or  at  various  places  along  the  canal  in 
all  manner  of  ways.  In  addition,  such  canals  are  liable  to  be 
bridged  at  short  intervals  with  the  bridges  carried  on  piers  or 
posts,  to  contain  ice  or  log  booms,  and  even  to  be  crossed  by  pipe 
lines  at  or  near  the  bottom.  All  these  and  similar  obstructions 
cause  eddy  currents  and  whirls,  and  even  the  smallest  obstruc- 
tion may  cause  a  large  variation  in  the  normal  distribution  of 
velocities.  The  0.2  and  0.8  method  may  in  such  cases  be  found 
to  be  several  per  cent,  high  or  low,  even  if  the  vertical  sections 
are  taken  very  close  together. 

There  are  many  examples  of  velocity  distribution  in  power 
canals  which  might  be  cited  to  prove  the  inaccuracy  of  using 
the  0.2  and  0.8  method  without  having  previously  made  multi- 
point measurements  to  determine  accurately  the  velocity  dis- 
tribution.    A  few  examples  of  such  conditions  follow.     (Table  i.) 

During  the  test  of  a  54-in.  R.  H.  McCormick  wheel  at  the 
Holyoke  Water  Power  Company  testing  flume,  October  16, 
1900,  the  results  obtained  for  head  and  discharge  were  very 
carefully  investigated.  During  the  actual  test  of  the  wheel  at 
full  gate  opening, about  14.6-ft.  head  and  from  108  to  109  R.P.M., 
the  load  was  held  constant  long  enough  for  measurements  to  be 
made  from  a  horizontal  straight-edge  down  to  the  water-surface 
to  check  the  agreement  of  the  two  hook  gages,  and  at  the  same 
time  two  multi-point  current  meter  measurements  were  made,  one 
6  ft.  up  from  the  weir,  the  other  10  ft.  up  from  the  weir  or  directly 
over  the  i-in.  pipe  to  the  still-boxes.  The  horizontal  straight- 
edge consisted  of  a  beam  across  the  flume  above  the  i-in.  pipe 
with  seven  nails  set  i,  4,  7,  10,  13,  16  and  19  ft.  from  the  left 
side  of  the  flume  and  very  carefully  leveled.  Readings  were 
made  from  these  nails  to  the  water-surface  by  use  of  a  hand-hook 
gage.     Readings  were  also  made  at  three  other  points   16  ft. 
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TABLE   I. 
Comparison  of  Mean  Velocities  with  0.2  and  0.8  Velocities  in  Power- 
Canal  Measurements. 

*Pawtucket  Canal  —  Lowell  —  at  Upper  Side  of  Hamilton    Footbridge   to   Blue 
Dye  House.     March  2q,  igi8,  p.m. 


Depth. 
Feet. 

Mean 
Velocity. 
Ft.  per  Sec. 

Velocity. 
Ft.  per  Sec. 

Mean 

Ft.  per 

Sec. 

Ratio  Mean  of 
0.2  and  0.8  Ve- 
locities to  Mean 

0.8  Depth. 

0.2  Depth. 

Velocity  in  Per 
Cent. 

3 

9-5 

3.83 

3-09 

4.12 

3-61 

94.2 

10 

II. 7 

3.26 

2.48 

4.04 

3-26 

lOO.O 

17 

11.6 

4.87 

4-83 

4.24 

4-54 

~       93-2 

27 

12.3 

5-59 

5-91 

4.90 

540 

96.6 

36 

12.4 

5-05 

4-73 

4-97 

4-85 

96.0 

45 

12.0 

4.71 

4.12 

5-24 

4.68 

994 

54 

12.0 

4-56 

4-13 

5-71 

4.92 

108.0 

63 

12.0 

3.88 

3-35 

4.29 

3-82 

98.4 

72 

II. 7 

3-50 

2.70 

4-23 

347 

99.1 

81 

9.4 

345 

2.64 

3-95 

3-30 

95-6 

90 

7-1 

3-05 

2.74 

3-28 

3.01 

98.7 

95 

5.8 

2.99 
4.06 

2.26 

348 

2.87 
3-98 

96.0 
98.0 

I 

2 

3 

4 
5 
6 

7 
8 

9 
10 
II 


Lawrence  Manufacturing  Company.      Nos.  4,  5, 
July  26,  iQio.      Right-hand  Raceway  No. 


6.25 
6.79 

5-91 
6.62 

645 
6.14 
6.30 
6.06 
5-70 
540 
4.84 


5-85 
6.74 
6.92 

6.93 

6.77 

6.75 
6.77 
6.51 
6.24 

5-74 
4-97 


Left-hand  Raceway  No. 

3-57 
6.32 

6.95 
6.63 
6.87 
5-98 
4-55 


*  Not  exact. 


345 

4-85 

5-71 

5-27 

5-56 

5-15 

4.42 

99-9 


TABLE  I.  —  Continued. 
Saco-Lowell  Shops.     Nos.  i  and  2  Wheels.     October  24,  1916,  p.m. 


Station. 

Depth. 
Feet. 

Mean 

Velocity. 

Ft.  per  Sec. 

Velocity. 
Ft.  per  Sec. 

Mean 

Ft.  per 

Sec. 

Ratio  Mean  of 
0.8  and  0.2  Ve- 
locities to  Mean 

0.8  Depth.  1  0.2  Depth. 

Velocity  in  Per 
Cent. 

I 

5-76 

2.15 

1.99               2.28 

2.145 

99.8 

4 

5-76 

2.25 

2.19               2.31 

2.25 

1 00.0 

7 

5.76 

2.19 

2.10 

2.22 

2.16 

98.6 

10 

576 

1.72 

1-59 

1.82 

1705 

99.1 

13 

576 

1.36 

1.24 

1.48 

1.36 

1 00.0 

16 

4-94 

I-I5 

1.07 

1.20 

I-I35 

98.7 

18 

4.44 

0.88 
1.67 

0.90 

0.93 

0.915 
1.667 

104.0 
lOO.O 

Lawrence  Manufacturing  Co?npany.     Nos.  i,  2,  j  Races. 
August  5,  iQio.     Left-hand  Race. 


0.3 

2.60 

2. 

3.80 

4-5 

5-90 

7- 

6.50 

9-5 

570 

12. 

3-90 

13-9 

1.80 

1.307 

1-514 
1. 814 

1.656 

1-749 
1.630 
1409 

1-583 


1-45 

1.22 

1.58 

1.50 

1.88 

1.84 

1.66 

1.78 

1.64 

1.64 

1-53 

1.77 

1-33 

1-55 

Right-hand  Race. 


0.36 
1.02 
1. 14 
1.28 
1.38 

1-34 
1.09 


Bigelow  Carpet  Company  at  Entrance  to  Feeders. 


0.3 

2.20 

0.468 

0.63 

2. 

4.00 

0.989 

0.98 

4-5 

5-80 

1.206 

1.20 

7- 

6.60 

1.226 

1. 19 

9-5 

5-50 

1-339 

1-33 

12. 

3-50 

1-319 

1.32 

13-9 

1.80 

1-035 
1.083 

1.02 

L.  H.  Feeder. . 
Middle  Feeder. 
R.  H.  Feeder.  . 


5-23 
4-45 
5-00 

4.89 


4-35 
4-53 
5-84 


6.67 
4-50 
4-50 


1-335 
1-54 
1.860 
1.72 
1.64 
1.65 
1-44 
1.598 

0-495 
1. 00 
1. 17 
1.235 
1-355 
1-33 
1-055 
1. 09 1 

October 

5-51 
4.51 
5-17 
5.06 


102. 1 
101.7 
102.5 
103.9 
93-8 
101.2 
102.2 

lOI.I 


105-7 

lOI.I 

97.0 

IC0.7 

IOI.2 
100.9 
102.0 
IOI.2 

5,  iQii- 

105.2 

101.5 

103.5 

103.4 


*Holyoke  Testing  Flume  — 

10  Ft.  up  from  Weir. 

October  16.  igoo. 

I. 

8.052 

1.27 

1-25 

1-51 

1.38 

108.6 

4.6 

8.052 

1.50 

1.50 

1.80 

1.65 

IIO.O 

8.2 

8.052 

1.76 

1.84 

1.84 

1.84 

I04-5 

11.8 

8.052 

1-57 

1.70 

1.78 

1.74 

1 10.8 

15.4 

8.052 

1.26 

1.36 

1.22 

1.29 

102.4 

19- 

8.052 

1.30 
1-475 

I.I5 

1-55 

1-35 
1-577 

103.8 
107.0 

*  Not  exact. 
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TABLE  I .  —  Continued, 

*Holyoke  Testing  Flume  —  6  Ft.  up  from  Weir. 

October  i6,  iqoo. 


Station. 

Depth. 
Feet. 

Mean 

Velocity. 

Ft.  per  Sec. 

Velocity. 
Ft.  per  Sec. 

Mean 

Ft.  per 

Sec. 

Ratio  Mean  of 
0.8  and  0.2  Ve- 

0.8  Depth.     0.2  Depth. 

Velocity  in  Per 
Cent. 

I. 

8.052 

1. 12 

0.64 

1.46 

1.05 

93-7 

4.6 

8.052 

1-43 

1-25 

1.48 

1-37 

95-8 

8.2 

8.052 

175 

1.60 

1.90 

1-75 

1 00.0 

II.8 

8.052 

1.68 

1-45 

1.89 

1.67 

"^       99-4 

154 

8.052 

1-34 

1.22 

1-37 

1.29 

96.2 

19. 

8.052 

1.32 
1.484 

I-I3 

1.62 

1.38 

104.5 

1-459 

98.3 

*Pawtucket  Canal 


Loivell  —  at  Upper  Side  of  Hamilton   Footbridge   to  Blue 
Dye  House.     May  2j,  igi8,  p.m. 


3 

9-1 

340 

2.81 

3-71 

3.26 

95-9 

10 

II-3 

3-77 

3-09 

4-85 

3-97 

105.3 

17 

1 1.2 

5.06 

5.00 

4.78 

4.89 

96.6 

27 

11.9 

5-29 

6.00 

4.48 

5-24 

99.0 

36 

12.0 

5-79 

5.00 

6.31 

5-66 

97.7 

45 

11.6 

5-21 

4.60 

5-77 

5-18 

99-4 

54 

11.6 

5.23 

4.90 

5-52 

5-21 

99.6 

63 

11.6 

4-56 

4.00 

4.96 

4.48 

98.2 

72 

II-3 

4.00 

3-30 

4.70 

4.00 

100. 0 

81 

9.0 

3.86 

3-30 

4-52 

3-91 

101.3 

90 

6.7 

348 

3.22 

3-56 

3-39 

97-4 

95 

5-4 

2.97 

2.87 

3.06 

2.97 

lOO.O 

.449 

4.46 

99-3 

Note.  —  It  is  evident  from  an  inspection  of  these  results  that  while  the  actual  velocity 
js  usually  but  within  a  few  per  cent,  of  that  obtained  from  the  0.2  and  0.8  method,  there  is  no 
assurance  that  the  latter  method  can  be  relied  upon,  and  it  is  therefore  better  for  each  section 
to  make  complete  traverses  of  velocities  and  a  comparison  in  advance,  leaving  the  0.2  and  0.8 
method  for  complete  measurements  at  a  later  date.  The  committee  will  endeavor  to  have 
jn  the  final  report  some  comparisons  between  the  two  current  meter  methods  and  some  rod 
float  measurements  in  rectangular  canals,  which  have  been  made  in  Lowell  for  a  great  many 
years. 


*  Not  exact. 
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from  the  left  side  of  the  flume,  one  6  ft.,  one  19I  ft.  and  one  30  ft. 
up  from  the  weir.  The  mean  of  130  readings  showed  the  right- 
hand  hook  gage  0.0075  ft.  lower  than  the  left-hand  hook  gage, 
and  the  average  depth  on  the  weir  to  be  2.2000  ft.  At  the  same 
time  six  sets  of  measurements  from  nails  to  water  surface  gave 
2.2173  ft.  as  the  average  depth  on  the  weir,  or  0.0 173  ft.  more 
than  shown  by  the  hook  gage.  A  comparison  was  also  made 
between  the  readings  of  the  left-hand  hook  gage  and  the  surface 
of  the  water  at  the  different  points  from  6  to  30  ft.  up  from  the 
weir.  The  water  surface  in  every  case  was  lower  6  ft.  up  from 
the  weir  than  it  was  10  ft.  up,  but  both  these  points  stood  higher 
than  the  hook  gage  showed.  Multi-point  current  meter  measure- 
ments were  also  made  at  sections  6  ft.  and  10  ft.  up  from  the 
weir.  The  average  velocity  10  ft.  up  from  the  weir,  or  at  the 
hook-gage  pipe,  was  found  to  be  about  1.47  ft.  per  second;  and 
with  the  holes  (in  the  bottom  and  3  ft.  apart)  at  right  angles  to 
the  current,  the  head  is  apparently  held  down  about  three- 
quarters  as  much  as  the  head  (0.03  ft.)  required  to  get  up  this 
velocity.  Had  this  point  measurement  been  made  simply  at 
0.2  and  0.8  depth,  the  resulting  average  velocity'  in  the  section 
would  have  appeared  to  be  about  1.57  ft.  per  second,  or  nearly 
7  per  cent,  too  high.  For  the  measurement  6  ft.  up  from  the 
weir,  the  0.2  and  0.8  method  shows  about  98.3  per  cent,  of  the 
actual  average  velocity-. 

A  very  recent  measurement  showing  the  effect  of  an  ice 
boom  has  been  made  in  the  Pawtucket  Canal  in  Lowell  at  the 
upper  side  of  the  Hamilton  footbridge.  Four  measurements 
have  been  made,  on  March  15.  22  and  29,  1918,  with  the  boom 
in  place,  and  on  May  23,  191 8,  with  the  boom  partly  removed. 

These  measurements  were  multi-point  measurements.  Had 
the  measurement  of  March  29  been  made  only  at  0.2  and  0.8 
depth,  the  resulting  velocity  would  have  been  about  two  per 
cent,  less  than  the  actual  average  velocity  in  the  section.  Had 
the  measurement  of  May  23  been  made  only  at  0.2  and  0.8 
depth,  the  resulting  velocity  would  have  been  about  one  per 
cent,  less  than  the  actual  velocity  in  the  section. 

On  July  26  and  August  5,  1910,  some  measurements  made 
in   the  Lawrence  Manufacturing  Company   (Lowell)    Xos.  4,  5 
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and  6  raceways  show  the  effect  of  a  shallow  power  canal  with  a 
rough  bottom  and  fast  velocities.  There  is  a  very  decided  pull- 
ing back  of  the  water  at  the  bottom  of  the  section. 

If  these  measurements  had  been  taken  simply  at  0.2  and 
0.8  depth,  the  apparent  average  velocity  would  have  seemed  to 
be  about  1.5  per  cent,  higher  than  the  actual  average  velocity 
for  the  right-hand  raceway  and  about  right  for  the  left-hand 
raceway. 

Measurements  were  also  made  on  the  Lawrence  Nos.  i,  2, 
3  raceways  on  August  5,  1910.  These  raceways  are  mucli  deeper 
at  the  center  and  about  the  same  depth  on  the  edges  as  the  Nos. 
4,  5,  6  raceways.  Here  the  pulling-back  effect  in  the  center  is 
not  as  noticeable,  due  to  smoother  bottoms  and  greater  depth, 
but  the  effect  is  greater  in  the  shallower  parts.  The  0.2  and  0.8 
method  gives  results  over  two  per  cent,  high  for  the  outer  sec- 
tions, while  it  gives  about  the  correct  velocities  for  the  center  or 
deeper  part  of  the  canal. 

The  effect  of  pulling  water  out  of  a  canal  is  shown  in  the 
measurement  made  October  5,  191 1,  at  the  entrance  to  the  three 
feeders  of  the  Bigelow  Carpet  Company,  now  the  U.  S.  Cartridge 
Company,  Lowell,  Mass.,  plant.  At  the  entrance  to  the  left- 
hand  feeder  the  0.2  and  0.8  method  showed  over  five  per  cent, 
higher  than  the  actual  average  velocity,  to  the  center  feeder  1.5 
per  cent,  and  to  the  right-hand  feeder  3.5  per  cent. 

PRECIPITATION,   EVAPORATION   AND    RUN-OFF.* 

Rain  or  snow  falling  on  the  drainage  areas  of  rivers  is  the 
immediate  source  of  run-off.  The  relation  between  the  precipi- 
tation and  the  run-off  is  a  direct  one;  rain  falls  on  the  ground  and 
a  part  of  it  finds  it  ways  to  the  water  courses,  and  yet  there  are 
so  many  physical  factors  affecting  the  disposal  of  precipitation 
that  to  establish  any  exact  relation  between  it  and  run-off  is 
impossible.  The  cycle  of  precipitation  and  run-off  is  complete 
when  we  include  the  evaporation  of  moisture  in  the  form  of 
vapor  from  water  and  ground  surfaces,  to  fall  later  as  rain. 

The  U.  S.  Weather  Bureau  and  private  individuals  have 

*  By  Arthur  T.  Safford. 
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kept  precipitation  records  at  stations  geographically  widely  dis- 
tributed for  a  long  period  of  time;  and  it  frequently  happens 
that  good  precipitation  records  are  at  hand  when  no  stream 
gagings  can  be  obtained.  For  this  reason,  any  relation,  even 
only  approximately  fixed,  between  precipitation  and  run-off  is 
of  considerable  value  to  the  engineer.  Run-ofTs  based  upon  a 
percentage  of  precipitation  are  only  true  of  long-term  averages 
and  are  to  be  used  with  the  greatest  caution.  A  dry  year  means 
one  of  low  precipitation  where  the  amount  available  for  run-off 
is  but  a  few  inches;  a  wet  year  one  when,  with  all  natural  re- 
quirements satisfied,  there  is  a  large  balance  for  run-off. 

The  local  variation  of  the  average  annual  precipitation  in 
the  United  States  is  all  the  way  from  nothing  in  some  years  in 
the  desert  regions  to  an  occasional  maximum  of  more  than  100  ins. 
in  the  mountains  of  the  extreme  northwest.  In  general,  moun- 
tain ranges  receive  a  greater  amount  of  precipitation  than  the 
surrounding  valleys  and  yield  a  greater  proportionate  run-off. 
The  lack  of  mountain  records  has  kept  this  fact  from  being  com- 
mon knowledge. 

The  main  factors  affecting  the  disposal  of  precipitation  are 
the  topography,  geology,  evaporation  and  the  amount  taken  up 
by  vegetation.  Rugged  drainage  areas  with  steep  slopes  dis- 
charge the  water  readily  and  quickly  into  the  water  courses. 
Rivers  draining  such  areas,  unless  there  is  good  storage  in  lakes 
and  ponds,  are  more  subject  to  sudden  fluctuations  in  flow  than 
rivers  draining  flat  or  rolling  country  where  there  are  many 
swamps  and  where  the  water  has  chance  to  sink  into  the  pervious 
soil.  Evaporation,  according  to  our  best  present  knowledge,  is 
essentially  the  same  from  year  to  year  in  any  one  locality  but 
varies  more  or  less  regularly  with  the  temperature  of  the  water 
and  wind;  the  amount  of  moisture  taken  by  the  vegetation  is 
about  a  constant. 

Precipitation  records  have  been  kept  in  a  few  places  for  long 
periods  of  time  and  yet  they  have  not  been  collected  and  ana- 
lyzed in  any  exhaustive  way  until  recently.  X.  H.  Goodnough, 
in  a  paper  published  by  the  New  England  Water  Works  Asso- 
ciation in  September,  1915,  has  collected  rainfall  statistics 
from  all  over  New  England  from  the  earliest  known,   1749,  to 
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the  date  of  writing  his  paper.  Detailed  consideration  cannot  be 
given  here  to  the  variation  of  precipitation  over  long  periods  of 
time;  but  mention  must  be  made  of  the  geographical  distribu- 
tion of  rainfall  in  New  England,  and  in  other  districts  where  ade- 
quate records  are  available. 

*  "  The  highest  rainfall  recorded  at  any  place  in  New 
England  is  at  the  summit  of  Mt.  Washington,  where  observa- 
tions were  made  continuously  from  September,  1871  to  1887. 
The  average  rainfall  during  that  period  was  83.53  in.  The 
lowest  rainfall  recorded  in  New  England  is  that  along  the  shores 
of  Lake  Champlain,  where  at  Burlington,  Vt.,  the  average  rain- 
fall for  a  very  long  period  of  years  has  amounted  to  32.76  in. 

"  It  is  evident  from  a  consideration  of  the  available  records 
that  the  effect  of  elevation  upon  the  rainfall  is  very  marked,  and 
it  is  probable  that  the  higher  rainfall  in  the  mountainous  districts 
has  not  hitherto  always  been  adequately  considered  in  studies  of 
the  flow  of  streams  and  yield  of  watersheds.  Unfortunately, 
except  at  the  summit  of  Mt.  Washington,  few  rainfall  stations 
have  been  maintained  among  the  higher  ranges  either  in  the 
White  Mountain  region  or  the  other  mountainous  regions  of 
New  England,  so  that  it  is  impossible  to  ascertain  definitely  the 
extent  of  these  areas  of  high  rainfall.  In  the  White  Mountain 
region  the  very  high  rainfalls  are  very  probably  confined  to  the 
highest  summits  and  diminish  rapidly  as  lower  lev^els  are  reached, 
though  the  records  available  show  very  clearly  that  the  rainfall 
south  and  east  of  these  mountains  is  higher  than  elsewhere  in 
this  region  except  on  Mt.  Washington.  There  are  indications 
also  that  the  rainfall  in  western  Maine  along  the  easterl}^  slope 
of  the  extensive  highlands  west  of  the  Kennebec  River  is  higher 
than  in  the  central  and  northern  portions  of  the  state. 

"  The  rainfall  at  Bar  Harbor  at  the  eastern  base  of  the 
mountains  of  Mt.  Desert  is  much  higher  than  elsewhere  in  this 
region,  and  it  is  possible  that  along  the  highlands  toward  the 
north  of  Bar  Harbor  and  east  of  Bangor  similar  conditions  ob- 
tain, but  the  available  records  are  inadequate  to  show,  except  in 
a  very  general  way,  the  variations  in  rainfall  in  that  region. 

"  Aside  from  the  higher  rainfall  of  the  mountainous  dis- 
tricts, the  highest  precipitation  in  an^^  large  area  in  New  England 
occurs  in  the  southern  portion  of  the  district.  This  area  of  high 
rainfall  extends  from  the  neighborhood  of  the  Croton  watershed 
in  New  York,-  where  the  rainfall  is  higher  than  in  adjacent  por- 
tions of  New  England,  across   Connecticut,  Rhode   Island  and 

*  Copied  from  X.  H.  Goodnough's  paper  on  "  Rainfall  in  New  England,  Journal  of  the 
New  England  Water  Works  Association,  September,  1915,  page  248. 
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parts  of  southeastern  Massachusetts,  nearly  to  the  eastern  coast 
of  the  latter  state,  the  amount  gradually  diminishing  as  a  rule 
from  approximately  50  in.  in  western  Connecticut  to  about  46 
in.  in  southeastern  Massachusetts." 

This  excess  of  precipitation  due  to  high  altitudes  should 
not  be  lost  sight  of;  the  gathering  ground  of  many  of  our  best 
reservoir  sites  is  made  up  of  high  rocky  and  wooded  areas  both 
well  situated  for  a  large  run-off;  if  reservoirs  are  deep  and  of 
large  capacity,  the  net  result  may  be  a  very  large  part  of  the 
precipitation  actually  collected. 

In  the  Catskill  Mountains  gages  at  the  summits  invariably 
show  materially  greater  precipitations  than  in  the  valleys,  the 
difference  being  as  much  as  15  ins. 

The  seasonable  distribution  of  precipitation  has  marked 
effect  on  the  proportionate  part  reaching  the  streams.  Studies 
of  precipitation  and  yield  in  different  areas,  where  accurate 
records  of  precipitation  and  run-off  have  been  kept,  demonstrate 
that  for  the  precipitation  to  reach  the  streams  abundantly  it 
must  fall  in  the  months  from  October  to  April  inclusive  and  not 
from  May  to  September,  when  growing  crops  take  the  greater 
part.  A  well-sustained  summer  flow  is  only  possible  where  an 
excess  of  precipitation  prevails. 

The  Mississippi  valley,  extending  from  the  Gulf  of  Mexico 
to  Canada,  and  from  the  Alleghanies  to  the  Rocky  Mountains, 
is  shut  in  on  the  east  by  mountain  ranges  whose  eastern  and 
southern  slopes  receive  most  of  the  rain  borne  by  easterly  winds 
blowing  off  the  Atlantic,  and,  robbed  by  the  western  slopes  of 
the  Rockies  of  most  of  the  rain  borne  by  westerly  winds  from  the 
Pacific,  the  source  of  most  of  the  rain  falling  over  the  Mississippi 
valley  is  to  be  sought  in  the  Gulf  of  Mexico.  Within  this  basin 
the  southern  extremity  receives  the  heaviest  precipitation  while 
the  extreme  northwesterly  portion,  at  the  headwaters  of  the 
Missouri,  receives  but  little  more  than  one  fifth  the  amount 
falling  at  the  mouth  of  the  river. 

This  is  indicated  by  the  following  table,  which  shows  that, 
independent  of  altitudes,  there  is  a  tendency  for  the  greatest 
rainfall  to  fall  near  the  coast,  and  gradually  to  decrease  as  the 
wind  currents  travel  inland. 
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Average  Annual 
Precipitation. 
>  Ins. 

New  Orleans 60 

Memphis 52 

Cincinnati 42 

Pittsburgh 36 

St.  Louis 40 

Headwaters  upper  Mississippi 25 

Headwaters  upper  Missouri 13 

Precipitation  is  the  only  source  of  run-off;  evaporation  is, 
after  vegetation,  tiie  chief  agency  reducing  the  available  supply 
of  water  running  off  in  the  rain-water  courses.  Wherever  there 
is  storage  of  water  in  natural  ponds  or  artificial  reservoirs,  the 
effect  of  evaporation  from  water  surface  must  be  considered; 
and  in  some  cases,  which  the  irrigation  projects  typify,  ev^apora- 
tion  from  the  soil  must  be  considered  as  well. 

TABLE  2. 

Evaporation  in  Inches  from  Water  Surface  at  Certain  Localities  in 

Massachusetts,  Maine,  California,  Nevada  and  Oklahoma, 

BY  Months. 


Chestnut 

Hill, 
Boston, 
Mass. 

Inches. 

Maine 

Composite 

Figures. 

Inches. 

Lake 

Tahoe, 

California, 

1901. 

Inches. 

Sweetwater 
Reservoir, 
California. 

Mean 
1910-14. 
Inches. 

Reno, 

Nevada, 

1901. 

Inches. 

Lake 

Lawtenka, 

Oklahoma. 

Mean 

1913-1S. 

Inches. 

Januarj-.  .  . 

0.96 

0.7 

0.84 

2..56 

1.665 

February.  . 

1.05 

0.7 

0.70 

2.56 

1.825 

March 

1.70 

I.I 

0.77 

2.73 

>>••■• 

342 

April 

2.97 

1.6 

1.25 

4.08 

c    .... 

4-38 

May 

4.46 

2.1 

2.42 

6.09 

tn    2.80 

6.II 

June 

5-54 

2.8 

3-35 

6.74 

^  5-35 

7.90 

July 

5-98 

4-32 

4.00 

8.80 

1  ^-45 

10.04 

August .... 

5-50 

5-0 

6.50 

7-45 

C    9-12 

9.24 

September . 

:     4.12 

3-32 

4.12 

6.62 

>  7.44 

6.845 

October.  .  . 

.      3.16 

2.2 

2.65 

5.06 

^4-31 

4-25 

November . 

2.35 

1-3 

2.09 

3-II 

2.75 

1.98 

December  . 

1. 51 

0.7 

1.44 

2.18 
56.98 

1.23 

The  year  .  . 

39.20 

25.84 

30.13 

40.22* 

58.895 

*  Evaporation  at  Reno,  Nev.,  from  May  to  November  inclusive,  slightly  exceeds  the 
total  evaporation  for  the  year  at  Chestnut  Hill,  Boston,  Mass. 
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Records  taken  in  various  parts  of  the  country  make  it  pos- 
sible to  take  account  intelligently  of  the  amount  of  loss  due  to 
evaporation  in  the  neighborhood  of  the  observation  station; 
but  so  many  variable  factors  of  climate  and  elevation  affect  the 
result  that  records  in  one  part  of  the  country  cannot  safely  be 
applied  to  a  remote  section. 

The  best-known  experiments  are  those  of  Desmond  Fitz- 
Gerald  at  the  Chestnut  Hill  Reservoir,  in  Boston,  Mass.,  but 
other  experiments  and  observers  in  other  parts  of  the  country 
have  in  recent  years  been  increasing  the  fund  of  information. 

The  best  records  at  this  time  known  to  the  writer  are  given 
in  Table  2. 

In  connection  with  the  Sweetwater  experiments,  observa- 
tions indicate  that  for  a  given  mean  monthly  temperature  the 
amount  of  evaporation  increases  with  the  elevation  above  sea 
level. 

Table  3  gives  the  total  annual  evaporation  for  17  stations  in 
Texas,  New  Mexico  and  Oklahoma. 

Experiments  at  Chestnut  Hill  and  other  stations  indicate 
that  each  9  degrees  Fahr.  of  change  in  water  temperature  cor- 
responds to  about  I  in.  per  month  change  in  the  amount  of 
evaporation. 

For  a  water-storage  proposition,  the  best  conditions  for  a 
large  net  yield  are: 

1.  A  high  collecting  ground  near  one  of  the  oceans  or  the 
Great  Lakes. 

2.  A  drainage  area  large  enough  to  fill  the  reservoir,  almost 
every  year. 

3.  A  deep  reservoir  and  one  of  small  evaporation  surface. 

4.  A  high  altitude. 

(i)  and  (2)  will  control  the  inflow;    (3)  and  (4)  the  outflow. 

The  large  lake  or  pond  with  small  drainage  area  which  has 
no  outlet  is  usually  simply  a  body  of  water  which  has  no  com- 
pensating yield  to  olTset  the  evaporation. 

Distribution  of  run-ofi":  For  comparative  purposes  it  is 
convenient  and  advantageous  to  express  the  flow  of  rivers  not 
by  total  flow,  but  in  second-feet  per  square  mile  of  drainage  area. 
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TABLE  3. 

Evaporation,  Temperature  and  Elevation. 
Texas,  New  Mexico  and  Oklahoma. 


Place. 


Date. 


Eleva- 
tion. 

Evapo- 
ration. 

Feet. 

Inches. 

Tem- 
pera- 
ture. 


Galveston,  Tex 

Corpus  Christi,  Te.\. .  .  . 

Brownsville,  Tex 

Rio  Grande  City,  Tex. .  . 

Palestine,  Tex 

Austin,  Tex 

San  Antonio,  Tex , 

Lake  Lawtonka,  Okla.. . 
Lake  Lawtonka,  Okla..  . 

Abilene,  Tex 

Carlsbad,  N.  Mex 

Carlsbad,  N.  Mex 

Lake  Avalon,  N.  Mex. .  . 

El  Paso,  Tex 

El  Paso,  Tex 

El  Paso,  Tex 

Elephant  Butte,  N.  Mex 

Port  Davis,  Tex 

Albuquerque,  N.  Mex. .  . 
Albuquerque,  N.  Mex. .  . 
Fort  Stanton,  N.  Mex. .  . 

Santa  Fe,  N.  Mex 

Santa  Fe,  N.  Mex 


July, 

July, 

July, 

July, 

July, 

Jan. 

July, 

April, 

April, 

July, 

Jan. 

Jan. 

July, 

Sept. 


1887- 
1887- 
1887- 
1887- 
1887- 
-Dec 
1887- 

1913 
1914- 
1887- 
Dec 
Dec 
1909- 
1889  — 
June,  1889  — 


July, 
July, 
July, 
Feb., 


1887- 
1909- 
1887- 
1900- 
-Dec. 


Jan 

July,  1887- 

May,  1913 

July,  1887  — June,  1888 


June,  i^ 
June,  li 
June,  i{ 
June,  i{ 
June,  li 
1911 
June,  if 

-  Mar.,  1914 

-  Mar.,  1915 
June,  1888 
1899 
1901 

June,  1910 
-Aug.,  1890 

May,  1890 
June,  1888 
June,  1910 
June,  1888 
Jan.,  1901 
1903 

June,  1888 
April,  1914 


6 

46.0 

20 

38-8 

50 

37-0 

230 

sa-i 

500 

47.1 

600 

50.92 

700 

52.4 

1,200 

60.38 

1,200 

55.78 

1,740 

54-4 

3.000 

54-37 

3,000 

43.26 

3,200 

94-51 

3,700 

81.5 

3,700 

84-3 

3,762 

82.0 

4.250 

86.95 

4.930 

91.4 

5,000 

77.87 

5,000 

87.90 

6,150 

77.0 

6,900 

58.92 

7,013 

79.8 

68.7 
69.4 

71.0 

71.4 

64.1 
69.2 
66.8 
61.2 

59.4 
62.1 
63.1 
64.1 
63.8 
64.8 

65.7 
63.6 
61. 1 
59-7 
56.5 
54.1 
50.0 

48.9 
48.9 


The  following  is  a  list  of  the  major  factors  influencing  the  dis- 
tribution of  run-offs. 

(a)  Geology  — ■  is  the  soil  pervious  or  impervious? 

(b)  Topography — is  the  drainage  area  flat  or  rolling,  or  has 
it  steep,  precipitous  slopes? 

(c)  Size  —  of  the  contributing  area. 

(d)  Climate  —  amount    and    distribution    of    rainfall     and 
evaporation. 

(e)  Storage  —  whether  natural  or  developed,  the  degree  of 
development  and  the  location  of  the  storage  basins. 

(f)  Forest  cover  —  extent  and  character. 
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These  cannot  be  said  to  be  of  equal  importance,  and  the 
relative  effect  will  difTer  on  different  areas.  The  fifth  (e)  and 
sixth  (/)  factors  only  can  be  varied  by  man;  and,  looked  at  in 
this  light,  they  assume  an  importance  of  greater  moment  than 
the  rest.  An  even  distribution  of  run-off  is  a  most  desirable 
characteristic. 

Taking  up  in  order  the  main  factors,  we  shall  see  how  each 
one  affects  the  distribution. 

Pervious  soil  will  allow  the  water  falling  on  it  to  percolate 
down  into  it,  where  it  is  held  as  ground  water,  a  part  to  find  its 
way  into  the  streams  when  the  general  water  table  is  lowered. 
If  the  soil  is  impervious,  water  must  run  off  quickly  and  find  its 
way  into  the  w^ater  courses.  Thus  heavy  storms  of  short  dura- 
tion falling  on  frozen  or  saturated  ground  will  cause  sudden  rises 
in  the  streams,  and  much  water  may  be  wasted.  On  our  large 
rivers  the  run-off  in  a  few  weeks  may  be  greater  than  that  of  the 
entire  dry  period  of  six  months. 

Flat  or  rolling  country  combined  with  a  pervious  soil  is 
admirably  fitted  to  hold  the  rain  in  storage  as  ground  water. 
The  precipitous  rocky  slopes  are  equally  fitted  to  discharge  the 
rain  almost  as  it  falls  and  do  nothing  to  even  up  the  distribution 
of  run-off.  But  if  complete  or  nearly  complete  water  storage  is 
provided,  a  precipitous  drainage  area  maybe  better  for  water- 
storage  purposes  than  more  level  country.  Between  the  two 
conditions  are  a  multiplicity  of  possible  combinations  and 
effects. 

The  size  of  drainage  area  has  an  additional,  sometimes  a 
controlling,  influence  when  there  is  little  or  no  storage  available. 
This  is  because  the  variation  in  the  extent  and  intensity  of  rain 
storms  is  extreme.  A  local  storm  of  sufficient  intensity  to  cause 
a  freshet  on  a  small  area,  occurring  on  a  drainage  area  of  a  thou- 
sand square  miles  or  more,  would  hardly  be  felt  on  the  main  river 
but  it  may  help  to  keep  up  the  flow  of  the  larger  area.  It  is  for 
this  reason  that,  without  storage,  small  rivers  show  much  greater 
divergence  between  maximum  and  minimum  discharge  than  large 
rivers. 

This  would  to  some  extent  be  offset  by  a  complete  forest 
cover,  which  on  the  small  stream  would  undoubtedly  delay  the 
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peak  of  the  flood  and  might  entirely  prevent  a  sudden  rise,  and 
certainly  detains  the  last  of  the  snow  and  ice  for  at  least  a  month. 
It  can  never,  however,  hold  the  water  in  storage  like  a  reservoir, 
to  be  let  down  at  certain  seasons  of  the  year.  Furthermore, 
on  drainage  areas  of  considerable  size,  sufiicient  areas  usually 
cannot  be  deforested  or  grow  up  fast  enough  to  have  a  more  than 
local  effect. 

The  climate  prevailing  on  a  drainage  area  will  depend  on 
its  geographical  location  and  on  its  topography.  It  is  sufficient 
to  refer  here  to  but  two  aspects,  —  (a)  the  total  annual  precipi- 
tation and  its  distribution;  (b)  the  total  evaporation  and  its 
distribution.  There  is  such  radical  variation  in  different  parts 
of  the  country  that  every  case  must  receive  careful  study  to 
ascertain  the  local  conditions  and  tendencies. 

Typical  hydrographs  showing  the  monthly  average  stream 
flow  in  second-feet  per  square  mile  of  drainage  area  naturally 
exhibit  different  characteristics  according  to  the  local  climatic 
and  other  conditions.  Furthermore,  the  hydrographs  of  the 
same  river  vary  materially  from  year  to  year,  between  rather 
wide  limits. 

Experience  has  shown  that,  without  large  water  storage, 
water-power  streams  cannot  be  trusted  to  turn  out  a  given 
product  in  any  one  year;  and  the  breaking-in  process  of  a  large 
development  without  storage  may  severely  tax  the  patience  and 
ingenuity  of  the  man  operating  such  a  plant. 


THE   EFFECTS    OF   ICE    ON   RIVER   DISCHARGE.* 

Ri^•ers  may  in  general  be  divided  into  two  classes:  (a) 
those  having  deep  channels  with  surfaces  for  considerable  dis- 
tances unbroken  by  falls  or  rapids  and  which  are  similar  to 
canals  in  their  flow  characteristics,  and  may  be  called  the  "  canal " 
type;  and  (b)  those  having  irregular  channels  with  frequent 
changes  in  slope,  together  with  numerous  riffles,  rapids  and  water- 
falls, which  may  be  called  the  "  cascade  "  type.  Naturally  the 
same  stream  may  change  from  one  type  to  the  other  in  different 

*  By  C.  H.  Pierce. 
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parts  of  its  course,  and  the  two  types  may  merge  so  that  deep, 
still  sections  of  the  river  may  be  immediately  followed  by  rapids 
and  falls. 

With  respect  to  physical  requirements  for  suitable  current 
meter  gaging  stations,  all  rivers  may  be  said  to  fall  between  the 
limiting  casesof  (i)  the  canal,  with  no  definite  control  section, 
the  stage-discharge  relation  depending  upon  the  slope  of  the 
canal,  the  shape  of  its  cross-section,  and  the  roughness  of  the 
sides  and  bottom,  according  to  the  generally  accepted  formulas 
of  q  =  av,  and  v  =  c  \^;  and  (2)  the  weir,  with  the  water  flowing 
over  a  well-defined  crest  or  control,  for  which  the  discharge  may 
be  represented  by  an  equation  in  the  form  of  q  =  clh^\ 

Although  the  natural  stream  may  never  exactly  fulfill  the 
theoretical  requirements  whereby  the  flow  can  be  accurately 
computed  by  either  of  the  above  methods,  yet  for  the  purpose 
of  this  discussion  they  may  be  considered  as  limiting  cases, 
which  may  be  sometimes  approximated,  and  it  may  be  ascer- 
tained if  in  those  cases  it  is  possible  to  deduce  any  general  laws 
applicable  to  the  effect  of  ice  cover. 

Surface  ice  will  be  considered  first,  and  then  anchor  ice, 
frazil  ice,  and  the  occurrence  of  one  or  both  in  conjunction  with 
surface  water. 

In  the  case  of  the  canal  with  surface  ice  cover,  with  gage 
heights  read  to  the  water  surface,  the  effect  of  ice  is  to  decrease 
the  effective  area  or  cross-section  for  a  certain  gage  height  and 
to  increase  the  frictional  resistance,  since  the  wetted  perimeter  p 
is  increased  by  an  amount  equal  to  the  surface  width. 

For  a  certain  discharge  Q,  the  depth  of  water  or  gage  height 
is  H,  the  width  of  stream  is  w,  and  the  wetted  perimeter  is  p. 
As  soon  as  the  stage-discharge  relation  is  affected  by  the  forma- 
tion of  ice  there  will  be,  for  the  same  discharge,  Q,  a  greater 
depth  Hi  and  a  greater  wetted  perimeter  pi-{-w  (Fig.  i),  and  it 
may  be  shown  mathematically  that  the  following  relation  exists: 

jh\       p  • 
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Whereby  it  may  be  seen  that,  theoretically,  when  complete 
ice  cover  is  once  formed  there  is  an  immediate  increase  in  the 
gage  height  from  H  to  Hi,  corresponding  to  the  increase  in  the 
wetted  perimeter  from  p  to  /^i+w,  but  that,  after  the  quantity 
w  is  once  introduced  into  the  equation,  slight  increases  to  the 
numerator  p\-\-iv  require  only  small  increments  to  the  difference 
between  Hi  and  H,  since  the  left-hand  member  of  the  equation 
is  to  be  raised  to  the  x  power  where  x  is  greater  than  unity. 
Therefore  the  resulting  locus  of  the  plotting  of  Hi  is  a  curve  always 
above  the  curve  of  H  and  also  always  above  a  curve  parallel  to 
the  curve  of  H  but  approaching  this  parallel  curve  as  a  limit  at 


Fig.  I. 


an  always  varying  distance  from  the  curve  of  H.  Fig.  2  repre- 
sents the  locus  of  H\  as  it  varies  with  the  stage,  but  with  ice 
conditions  remaining  the  same.  For  every  different  set  of  ice 
conditions  the  locus  of  Hi  w^ould  be  a  different  curve,  and  at 
varying  distances  above  the  "  parallel  "  curve.  There  is  no  one 
curve  which  would  represent  the  locus  of  Hi  under  the  varying 
ice  conditions  occurring  during  the  winter,  and  therefore  there  is 
no  one  curve  which  can  be  properly  used  as  a  "  winter  rating 
curve  "  when  the  stage-discharge  relation  is  affected  by  ice. 

In  the  case  of  a  weir  section,  or  the  control  section  of  a 
stream  of  the  cascade  type,  the  disturbing  effect  of  ice  will  occur 
when  ice  forms  on  the  control  irrespective  of  whether  or  not  the 
stream  may  have  ice  cover,  except  that  if  there  is  ice  cover  in 
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addition  to  ice  on  the  control,  the  backwater  effect  will  be  a 
resultant  due  to  the  two  causes. 

It  is  difficult  to  show  mathematically  how  the  backwater 
varies  with  the  stage  for  stations  having  a  weir  control,  but  it 
is  self-evident  that,  so  long  as  the  ice  remains  frozen  on  to  the 
control,  the  backwater  effect  will  increase  up  to  the  point  where 
the  ice  is  completely  covered  and  overflowed,  then  the  locus  of 
Hi  will  approach  the  "  parallel  curve  "  as  its  limit.  With  ice 
conditions  continually  varying,   the  backwater  will   also  vary, 
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and  the  only  way  it  can  be  determined  is  from  the  results  of 
discharge  measurements. 

Anchor  ice  and  frazil,  although  occurring  from  entirely  dif- 
ferent causes  and  differing  in  their  methods  of  formation  and 
appearance,  have  similar  effects  on  river  discharge.  The  term 
"  slush  "  ice  is  commonly  applied  to  both,  for  the  reason  that 
they  form  a  "  slushy  "  mass  in  the  water,  the  "  slush  "  usually 
being  carried  along  by  the  current  and  frequently  collecting  in 
an  almost  impenetrable  mass  when  the  slower  velocity  has  per- 
mitted the  formation  of  surface  ice. 
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Although  neither  anchor  ice  nor  frazil  actually  form  under 
the  cover  of  surface  ice,  yet  if  the  temperature  is  low  enough  to 
permit  of  their  formation  there  is  almost  certain  to  be  more  or 
less  surface  ice  in  places  along  the  stream;  only  under  excep- 
tional conditions  of  swift,  turbulent  water,  or  in  canals  below 
gates  where  a  considerable  loss  of  head  occurs,  would  "  slush  " 
ice  be  found  without  there  being  also  some  surface  ice.  (It 
should  be  noted  here  that  both  of  these  conditions  are  unsuit- 
able for  the  location  of  a  gaging  station.)  It  is,  thereTore,  gener- 
ally necessary  to  deal  with  "  slush  "  ice  in  conjunction  with 
surface  ice,  and  it  may  readily  be  seen  that,  with  the  uncertain- 
ties incident  to  the  method  of  formation  and  collection  of  this 
impediment  to  the  flow,  there  can  be  no  fixed  mathematical  re- 
lation between  the  open-water  rating  curve  and  the  discharge 
with  the  channel  partially  filled  with  "  slush  "  ice  in  addition  to 
a  more  or  less  complete  surface  cover.  The  only  mathematical 
certainty  is  that  the  discharge  for  a  certain  gage  height,  with  ice 
in  the  stream,  will  always  be  less  than  the  discharge  for  the  same 
gage  height,  with  the  stream  free  from  ice. 

Any  method  for  the  successful  determination  of  the  river 
discharge  after  the  formation  of  ice  must  be  based  upon  frequent 
discharge  measurement  as  control  points,  and  some  method  of 
filling  in  between  these  points.  Since  the  temperature  and  pre- 
cipitation, also  character  of  precipitation,  whether  rain  or  snow, 
are  essential  factors  in  connection  with  the  formation  and  change 
of  formation  of  ice,  and  also  of  the  amount  of  run -off  to  be  ex- 
pected, a  study  of  these  data  is  helpful  in  connection  with  the 
use  of  discharge  measurements. 

Method  of  Determining  Daily  Discharge  at  Gaging  Stations  where 
the  Stage-Discharge  Relation  is  Affected  by  Ice. 

1.  Develop  an  open-water  rating  curve  from  measurements 
at  different  stages  under  normal  conditions. 

This  is  No.  o  curve  in  Plate  I. 

2.  From  the  results  of  measurements  when  the  stage-dis- 
charge relation  is  affected  by  ice  determine  the  average  curve  for 
these  conditions. 

This  is  the  No.  lo  curve  in  Plate  I. 
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3.  Interpolate  curves  i  to  9  and  exterpolate  curves  11  to  20. 

4.  Ascertain  as  nearly  as  possible  the  date  when  stage-dis- 
charge relation  was  first  affected  by  ice,  and  the  date  when  the 
use  of  curve  No.  o  should  cease.  This  gives  point  "  a  "  at  the 
beginning  of  diagram,  Plate  II. 

5.  Plot  each  discharge  measurement  made  during  the  winter 
on  multiple  curve  diagram  (Plate  I),  and  ascertain  thereby  the 
number  of  the  rating  curve  which  is  applicable  at  that  time. 

6.  Plot  points  corresponding  to  their  numbers,  as  "  b," 
"  c,"  "  d,"  etc.,  on  diagram,  Plate  II. 

7.  Join  points  a,  b,  c,  d.  etc.,  so  that  by  interpolation  the 
number  of  the  curve  to  be  used  on  any  day  may  be  found. 

8.  Knowing  the  number  of  rating  curve  and  the  mean  gage 
height  for  the  day,  take  out  the  corresponding  daily  discharge 
from  the  multiple  curve  diagram  or  from  tables  based  on  the 
diagram. 

The  above  method  is  rather  tedious,  inasmuch  as  it  involves 
the  use  of  a  number  of  different  rating  curves  or  rating  tables. 
If,  however,  we  may  assume  that  the  multiple  curves  are  parallel 
for  short  portions  of  their  length  so  that  each  measurement  ma^' 
be  referred  to  curve  No.  o  and  a  correction  to  be  applied  to  the 
mean  daily  gage  height  for  that  day  be  determined,  then  by 
plotting  these  corrections  as  ordinates  (Plate  III)  and  filling  in 
between  the  plotted  points,  either  by  straight  interpolation  or, 
better,  by  taking  into  consideration  the  factors  which  might 
influence  the  corrections,  such  as  temperature,  precipitation, 
description  of  ice  conditions,  etc.,  corrections  are  obtained  which 
when  applied  to  the  observed  daily  gage  heights  (Plate  III) 
give  the  corrected  or  "  effective  "  daily  gage  heights  (Plate  III) 
to  which  the  rating  table  may  be  applied  to  obtain  daily  discharge. 

This  method  is  the  practical  application  of  the  theoretical 
method  first  described,  and  is  the  one  which  has  been  generally 
used  by  engineers  of  the  U.  S.  Geological  Survey  for  several 
years.  Numerous  studies  and  comparisons  indicate  that  the 
results  of  this  method  are  much  more  reliable  than  those  obtained 
by  other  methods  formerly  in  use. 
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METHODS   TO   BE   USED   IN   COMPILATION   OF  DATA. 
ANALYSIS    OF   RUN-OFF   RECORDS.* 

It  will  be  here  assumed  that  the  run-off  records  will  be  in 
the  customary  form,  used  by  the  U.  S.  Geological  Survey,  of 
daily  discharge  and  also  of  weekly,  monthly  and  annual  sum- 
maries, the  latter  giving  the  maximum  and  minimum  daily  dis- 
charge, the  average  for  each  month,  the  corresponding  second- 
feet  per  square  mile  and  run-off  depth  in  inches  for  each  month, 
and  a  final  summary  of  the  same  data  for  the  entire  year. 

1.  Since  most  hydraulic  engineers  are  now  familiar  with  and 
extensively  use  the  "  daily  duration  curve,"  it  is  suggested  that 
such  curves,  including  the  average  and  "  enveloping  "  curves,  be 
prepared  for  each  gaging  station  analyzed,  covering  the  entire 
period  of  record,  the  results  being  presented  in  both  tabular 
and  graphical  form.f 

If  it  seems  desirable  to  present  all  of  the  curves  on  one 
drawing,  only  the  longest  term  stations  should  be  thus  compared, 
and  the  duration  curves  should  be  for  the  same  period  of  time. 

Attention  should  be  called  to  the  method  of  preparing  du- 
ration curves.  A  duration  curve  is  computed  by  tabulating  the 
number  of  days  "  equal  to  or  greater  than  "  a  given  rate  of  flow, 
and  this  is  exactly  opposite  to  the  "  deficiency  "  table  or  curve 
which  is  obtained  by  tabulating  the  number  of  days  "  less  than  " 
a  given  rate  of  flow.  Thus  a  duration  table  (or  curve)  may  be 
directly  obtained  from  a  deficiency  table  (or  curve)  by  subtract- 
ing the  number  of  days  corresponding  to  each  rate  of  flow  from 
the  total  number  of  days  in  the  year  or  entire  period. 

2.  Since  a  duration  curve  for  a  year  or  longer  does  not  in- 
dicate the  monthly  distribution  of  flow,  and  since  the  latter  is 
a  requirement  in  relay  studies,  and  since  furthermore  it  is  just 
as  easy  to  tabulate  the  original  computations  by  months  and 
total  for  the  years  and  period,  it  is  suggested  that  a  secondary 
summary  table  (and  perhaps  curves)  be  given,  indicating  the 
total  duration  of  flow,  month  by  month,  for  the  period  of  record. 

*  By  C.  H.  Pierce. 

t  For  purposes  of  ready  comparison,  these  curves  should  be  plotted  per  cent,  of  time 
against  second-feet  per  square  mile.     Arithlog  paper  is  suggested. 
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3.  From  the  foregoing  two  summaries,  additional  tables 
(or  curves)  should  be  prepared,  indicating,  for  each  five  per  cent, 
of  the  time,  the  ratio  of  the  computed  to  the  average  rate  of  flow 
for  the  period,  either  for  each  year  or  the  total  period,  or  both. 
For  a  discussion  of  this  theory  see  "  Power  Estimates  from  Stream 
Flow  and  Rainfall  Data,"  by  D.  M.  Wood,  in  the  Journal  of 
THE  Boston  Society  of  Civil  Engineers  for  March  and  June, 
1916, — especially  the  latter;  also  "  Comparison  of  New  Eng- 
land Run-off  Data,"  by  D.  M.  Wood,  in  S.  &  W.  Public  Service 
Journal  for  February,  191 7.  Comparisons  by  this  method  should 
be  for  the  same  period  of  years. 

4.  For  general  comparison  of  records,  it  may  be  helpful  to 
present  a  diagram  showing  the  total  depth  in  inches  of  run-off, 
year  by  year,  for  each  station  analyzed,  an  example  of  which 
method  was  presented  some  time  ago  to  the  entire  committee 
by  Mr.  Pierce. 

5.  Many  engineers  like  to  divide  the  year  into  the  storage, 
growing  and  replenishing  seasons,  and,  as  a  corollary  to  No.  4, 
the  depth  in  inches  of  run-off  might  be  shown  by  seasons  as  well 
as  by  years.  If  so,  it  is  suggested  that  the  year  be  divided  De- 
cember to  May,  June  to  August,  and  September  to  November, 
as  best  applicable  to  New  England. 

6.  Perhaps  no  analysis  would  be  complete  without  some 
form  of  river  characteristic  curve  indicating  the  benefits  of 
storage.  If  such  is  to  be  included  in  our  report,  only  natural 
run-off  records  (i.  e.,  records  from  which  the  effect  of  existing 
storage  has  been  eliminated)  should  be  used.  By  computing  a 
mass  curve  for  the  driest  period  of  record,  a  characteristic  curve, 
plotting  "  required  storage  "  against  "  minimum  regulated  flow," 
can  be  obtained.  If  this  is  done,  attention  should  be  called  to 
the  fact  that  it  presupposes  that  the  storage  will  be  operated  for 
the  purpose  of  obtaining  the  greatest  primary  flow  possible, 
and  does  not  take  into  account  benefits  derived  from  operating 
the  storage  each  year  to  the  fullest  extent  possible.  In  other 
words,  it  treats  of  only  one  of  the  tw^o  general  methods  of  operat- 
ing a  storage  reservoir. 

7.  As  an  alternative  to  No.  6  it  may  be  deemed  useful  to 
present  a  tabular  comparison  by  stations  of  minimum  consecu- 
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tive  periods,  such  as  week,  two  weeks,  three  weeks,  month,  two 
months,  etc.,  up  to  six  months. 

It  might  be  suggested  that  the  simple  "  old-fashioned  " 
hydrograph,  obtained  by  plotting  consecutive  values  of  daily 
discharge,  represents  more  truly  than  any  other  method  the 
actual  run-off  conditions. 

8.  It  might  prove  interesting  to  tabulate  for  a  large  number 
of  power  plants  in  New  England  the  installed  capacity  per  square 
mile  of  drainage  area  per  foot  fall  of  effective  head,  i.  e.,  unit 
capacity  installed.  This  would  serve  to  bring  out  the  large 
variation  in  practice.  The  tabulation  might  well  be  grouped  by 
plant  types. 

9.  Some  analysis  should  be  given  of  the  studies  made  of 
winter  conditions,  both  as  regards  (i)  snow  storage  and  (2)  the 
effects  of  ice  on  stream-gaging  records.  As  these  problems  are 
being  treated  by  special  subcommittees,  no  suggestions  are  made 
by  this  committee. 

10.  For  the  treatment  of  "  pondage,"  attention  is  called  to 
two  methods  covered  in  current  literature,  the  second  realh- 
being  adapted  from  and  suggested  by  the  first : 

(i)  Chas.  T.  Main's  method,  as  given  in  Journal  of  New 
England  Water  Works  Association,  Vol.  21,  p.  214. 

(2)  D.  M.  Wood's  method,  as  given  in  Journal  of 
Boston  Society  of  Civil  Engineers,  Vol.  3,  p.  99. 
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THE   ORIGIN   OF   CAMP  BROOKS  AND   THE   OPEN-AIR 
TREATMENT    OF   INFLUENZA. 

By  Lieut.-Col.  William  A.  Brooks,  Chief  Surgeon,  M.S.G.* 

(Presented  before  the  Sanitary  Section,  November  is,  ioi8.) 

For  a  man  who  has  devoted  most  of  his  professional  Hfe 
to  surgery  and  the  stud}^  of  surgical  problems  I  feel  out  of  place 
in  addressing  the  Sanitary  Section  of  the  Boston  Society  of  Civil 
Engineers. 

The  open-air  treatment  was  forced  upon  me  and  upon  my 
friends,  members  of  the  medical  corps  of  the  State  Guard. 

The  origin  of  the  first  camp  hospital  (Fig.  i)  was  due  to 
the  fact  that  some  little  time  ago  I  had  accepted  the  position 
of  medical  director  of  the  recruiting  service  of  the  Shipping 
Board.  We  had  organized  a  good  corps  of  doctors,  and  every- 
thing went  well  until  there  came  a  rumor  of  influenza.  There 
was  some  in  Russia  and  some  in  this  country,  and  in  talking  it 
over  with  Dr.  Croke,  the  medical  officer  in  charge  at  East  Bos- 
ton, I  told  him  to  be  on  his  guard  against  it,  and  if  he  found  a 
case  to  insist  that  everything  coming  in  contact  with  that  patient 
be  disinfected  and  that  the  nurse  in  attendance  wear  a  mask. 
At  that  time  we  had  gathered  together  on  the  ships  between 
5  GOO  and  6  ooo  men. 

One    Friday   morning    Dr.    Croke    telephoned   me   that   he 
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thought  he  had  one  or  two  cases  of  inliuenza,  and  we  again  talked 
over  precautions  to  be  taken  in  regard  to  it.  On  the  following 
Monday  morning  he  telephoned  me  that  he  thought  they  were 
all  getting  sick,  so  I  went  over  to  East  Boston  and  through  some 
of  the  ships,  and  found  many  men  stricken  and  lying  on  the 
decks  and  in  their  bunks.  My  first  impulse  was  to  get  away  as 
soon  as  possible  —  and  I  followed  that  impulse.  I  went  to 
Boston  and  saw  Mr.  Howard,  director  of  the  Shipping  Board, 
and  told  him  of  the  situation,  and  he  asked  me  what  I  would 


Fit..    I,     1  iK-^T   (AMI'  Hospital  at  Corey  Hill,  Brookline,  Mass. 


eidvise.  I  said,  if  possible,  make  arrangements  with  the  state 
authorities  and  establish  a  camp  hospital.  I  knew  that  the 
hospitals  in  Boston  at  that  time  were  pretty  well  congested,  and 
did  not  see  how  we  could  possibly  place  as  many  sick  persons 
as  we  had.  Having  obtained  Mr.  Howard's  consent  to  the 
plan,  I  conferred  with  the  Adjutant-General,  telling  him  that 
the  Shipping  Board  would  pay  the  expense,  whereupon  he  ordered 
out  the  State  Guard.  At  2.30  o'clock  in  the  afternoon,  Colonel 
Emery,  quartermaster-general  of  the  state  of  Massachusetts, 
received  instructions  to  send  tents  and  supplies  to  Corey  Hill, 


CAMP    BROOKS   AND    TREATMENT   OF    IXFLUEXZA.       425 

and  at  the  same  time  I  ordered  out  the  Medical  Corps.  That 
night,  about  5.30  o'clock,  the  tents  arrived,  and  before  midnight 
we  had  them  erected,  sewerage  connections  made,  and  the  water 
supply  turned  on.  By  12.30  a.m.  there  were  38  patients  in 
tents,  and  from  that  time  the  camp  grew  very  rapidly,  the  prob- 
lems increasing  as  fast  as  the  camp  grew.  We  had  some  very 
bad  weather  for  three  or  four  days,  and  then  we  commenced  to 
get  deaths.  We  tried  everything  we  knew  of,  and  felt  very  much 
discouraged.     At  the  meetings  of  the  medical  staff,  we  concluded 


Fig.  2.     Showing  how  Patients  were  Placed  in  the  Open  Air. 


we  had  struck  something  serious,  but  we  did  not  know  exactly 
what,  as  ordinary  remedies  did  not  seem  to  affect  the  patients 
favorably.  Combined  with  the  wet  weather  the  situation  was 
extremely  depressing.  Dr.  Slack  and  Dr.  Overlander  made 
some  studies  and,  as  Dr.  Harrington  will  tell  you,  they  found 
that  there  was  a  mixed  infection  including  many  kinds  of  bacilli ; 
the  bacillus  of  influenza,  at  least  three  types  of  pneumococci, 
the  streptococci,  and  later  the  diplicocci.  I  can  only  compare 
the  situation  to  that  of  a  man  who  takes  two  or  three  cocktails 
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before  dinner,  several  kinds  of  wine  with  his  dinner,  and  after 
it  a  cordial,  and  then  drinks  Scotch  and  soda  all  the  evening. 

However,  we  soon  began  to  get  some  light.  A  report  from 
post-mortem  examinations  from  the  Naval  Hospital  stated  that 
they  found  the  men  died  because  they  couldn't  get  enough  air, 
and  the  physicians  reported  the  finding  of  abscesses  in  the  lungs. 
They  also  found  most  of  the  hearts  normal.  Then  Dr.  Harring- 
ton found  that  the  worst  cases  came  from  the  holds  in  the  ships 
where  the  air  was  the  poorest.  One  case  I  have  in  mind,  who 
came  from  the  hold  of  one  of  the  ships,  died  two  or  three  hours 
after  reaching  camp. 

After  observing  these  facts,  the  problem  was  comparatively 
simple.  We  just  put  the  patients  out  in  the  open  (Fig.  2), 
where  they  could  get  all  the  air  there  was.  The  night  of  the 
first  day  after  we  had  put  the  patients  out  into  the  open,  we 
found,  almost  without  exception,  that  they  had  lower  tempera- 
tures than  they  had  had  in  the  morning,  showing  most  decidedly 
the  effect  of  plenty  of  fresh  air  and  sunshine.  We  took  courage, 
and  whenever  we  could  we  put  the  patient  out  into  the  air.  I 
think  the  results  justify  the  treatment. 

We  met  with  all  kinds  of  opposition  and  criticisms.  One 
of  the  leading  physicians  of  Boston  made  complaint  to  the 
State  Board  of  Health  that  we  were  abusing  our  nurses  and 
treating  our  patients  cruelly.  The  State  Board  of  Health 
investigated  and  found  no  ground  for  the  complaint. 

One  morning,  after  a  very  stormy  night,  I  was  called  up  by 
a  gentleman  who  said  that  he  wanted  to  tell  me  I  was  the  most 
cruel  man  in  the  world  because  I  had  kept  those  boys  out  in  the 
cold  and  rain,  and  that  I  ought  to  be  shot,  or  something  to  that 
effect.  Although  I  invited  him  to  put  on  his  coat  and  come  up 
and  look  the  camp  over,  I  have  ne\'er  seen  him  and  do  not  even 
know  who  he  is. 

The  tents  were  so  well  ditched  that  they  were  dry,  and  the 
boys  were  extremely  comfortable  in  them.  The  only  ones  who 
really  suffered  were  the  doctors  and  nurses,  who  were  obliged  to 
go  from  tent  to  tent  in  all  sorts  of  weather,  attending  to  the 
patients. 

As  soon  as  we  found  out  what  the  fresh  air  reallv  did  for 
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our  patients,  as  I  have  said  before,  we  took  courage  and  followed 
this  course  of  treatment  for  five  or  six  weeks. 

A  Comparison  of  Results. 

One  Sunday  I  walked  into  a  general  hospital  of  a  city  where 
there  was  a  question  whether  it  would  be  advisable  to  establish 
a  tent  hospital,  and  where  they  had  eighteen  or  twenty  in  one 
ward,  and  was  informed  by  the  physician  in  charge  that  their 
patients  were  doing  very  nicely.  He  said  they  had  only  had  four 
deaths  the  night  before.  I  saw  a  number  of  young  ladies  going 
in  as  volunteer  nurses  and  was  invited  into  the  ward.  I  thanked 
them,  but  firmly  declined  the  pleasure.  That  was  on  Sunday. 
On  the  following  Wednesday  I  Avent  to  this  same  city  and  was 
informed  that  in  three  days  20  of  the  patients  in  this  hospital 
had  died  and  17  of  the  nurses  were  down  sick.  Now  compare 
for  a  moment  that  record  with  the  record  of  the  most  successful 
tent  hospital  we  had, — ^  that  at  Barre,  Mass.,  —  where  cases 
were  sent  in  early.  We  treated  there  114  cases  and  had  but  4 
deaths.  I  could  make  many  more  comparisons  where  cases 
were  just  crowded  together,  eighteen  or  twenty  in  one  room,  and 
where  they  were  treated  out  of  doors  in  tents  or  shacks,  and  I 
think  the  comparison  would  be  most  satisfactory  from  my 
standpoint.  As  a  matter  of  fact,  the  death  rate  ranged  from 
30  per  cent,  to  50  per  cent,  for  indoor  treatment  in  most 
hospitals,  while  out  of  doors  our  highest  death  rate  was  18  per 
cent. 

One  thing  which  mitigated  against  our  percentages  was 
the  fact  that  a  great  many  physicians  who  did  not  believe  in 
the  treatment  would  send  in  patients  as  a  last  resort.  They 
would  keep  them  until  they  were  nearly  dead  and  then  send  them 
to  the  tent  hospital.  The  records  show  that  a  great  many  of 
the  cases  accepted  died  within  forty-eight  hours  after  admission. 
This  was  not  giving  the  open-air  treatment  a  fair  show\ 

To  go  back  to  the  history  of  the  first  tent  hospital.  Out 
of  between  5  000  and  6  000  m%n  on  the  ships,  we  had  some  i  200 
cases  of  influenza.  Out  of  the  i  200,  we  treated  351  of  the 
worst  cases,  and  of  this  number  35  died. 
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Masks. 

The  use  of  masks  is  based  upon  Rosenthal's  experiment  of 
making  a  sokition  of  the  "  bugs  "  and  allowing  it  to  run  through 
ordinary  filter  paper.  The  fluid  which  comes  through  is  per- 
fectly free  from  bugs;  in  other  words,  3'ou  cannot  get  cultures 
from  it.  To  filter  the  air  is  the  reason  for  wearing  masks. 
Layers  of  gauze  have  been  taken  from  masks  which  have  been 
used  near  the  patients,  and  bacilli  have  been  found  on  them. 
In  working  around  the  patients,  after  two  or  three^  hours,  the 
gauze  becomes  infected  and  consequently  has  to  be  changed. 
Rosenthal  himself,  in  working  over  bacilli  for  hours  at  a  time, 
only  takes  the  precaution  of  wearing  a  wire  mask  covered  with 
several  layers  of  gauze,  and  after  working  washes  his  hands  in 
a  l/iooo  solution  of  corrosive  sublimate,  or  triple  lysol.  He  has 
clearly  demonstrated  that  any  one  who  takes  these  precautions 
can  avoid  contagion. 

Ground  for  Objection  to  Treating  Influenza  in  Wards. 

Why  should  cases  of  influenza  be  separated  from  each  other, 
and  what  is  the  safe  distance?  I  have  been  told  of  a  series  of 
experiments  conducted  at  the  Massachusetts  Institute  of  Tech- 
nology where  the  lecturer  placed  in  front  of  him  agar  plates  in 
series  up  to  8  ft.  and  then  filled  his  mouth  with  a  harmless  col- 
lection of  "bugs."  He  delivered  his  lecture — ^  talked,  yelled 
and  spoke  as  loudly  as  he  could.  At  the  end  of  his  lecture  the 
agar  plates  were  developed  and,  as  I  remember  it,  growth  was 
obtained  up  to  a  distance  of  6  ft.  —  which  would  be  approxi- 
mately the  distance  a  man  might  drive  droplets.  Therefore 
the  safe  distance  for  one  patient  to  be  from  another  would  be 
about  7  ft.  A  ward  of  20  beds  would  require  a  very  large  room, 
and  still  the  nurses  would  be  seriously  exposed.  In  some  schools 
it  was  observed  that  where  one  child  would  come  suffering  from 
influenza  there  would  in  a  few  days  be  an  adjacent  vacant  area 
around  that  child's  desk,  showing  that  the  nearest  ones  had 
become  infected.  This  is,  I  think,  one  of  the  best  reasons  for 
closing  the  schools  during  an  epidemic  such  as  we  have  just 
been  through. 


CAMP    BROOKS  AND   TREATMENT   OF    INFLUENZA.       429 

But  what  I  should  like  to  know  is,  Why  does  the  farmer, 
out  in  the  country,  who  is  not  within  a  mile  of  a  droplet,  who 
hasn't  been  into  town  for  months,  come  down  with  influenza? 
I'd  also  like  to  know  why  at  sea,  after  the  ship  has  been  out 
six  or  seven  days,  men  will  come  down  with  influenza?  Why 
does  it  travel  from  east  to  west?  Why  does  it  go  to  sleep  for  a 
whole  year  and  then  wake  up  again  in  the  fall?  As  for  this 
particular  epidemic,  I  should  like  to  know  why  we  get  such  a 
mixture  of  organisms,  which  made  it  so  especially  serious. 
These  are  the  questions  which  ought  to  be  answered.  Has  the 
climatic  condition  much  to  do  with  it?  Why  should  such  an 
epidemic  as  we  have  had  suddenly  spring  up  in  one  place  and 
then  move  on  to  the  next  and  reach  its  height  in  from  ten  to 
fifteen  days? 

The  period  of  incubation  is  about  two  days,  and  yet  it  has 
traveled  across  the  continent  very  quickly.  So  there  still  re- 
main a  great  many  problems  about  an  epidemic  of  this  kind, 
which  will  need  a  great  deal  of  study  in  order  to  make  them 
understood.  Arguing  from  what  has  happened  in  the  past,  we 
shall  probably  have,  next  fall,  another  epidemic  similar  to  this 
but  not  as  severe,  and  the  next  year  another  but  still  lighter 
one.  We  learned  that  out  of  twenty  men  examined,  one  was  a 
carrier.  Now,  if  he  is  a  carrier,  why  does  he  not  continue  to 
transmit  the  disease  right  along?  Why  does  he  wait  until  the 
next  fall?     These  questions  greatly  puzzle  one. 

Of  one  thing  I  am  convinced,  —  that  hospital  wards  are 
not  the  places  for  the  treatment  of  influenza.  Up  to  the  time 
that  I  went  into  the  study  of  this  big  epidemic,  I  believed  in 
the  big  hospitals.  I  believed  that  the  wards  were  fine.  To-day 
I  am  convinced  that  wards  in  hospitals  are  absolutely  dangerous 
for  diseases  of  the  respiratory  tract,  and  that  they  should  be 
done  aw^ay  with.  I  am  not  sure  that  this  is  not  true  of  other 
diseases  besides  influenza  and  pneumonia.  We  are  coming  to  a 
time  when  our  infectious  diseases  will  be  treated  with  not  more 
than  two  patients  in  one  room.  If  one  man  develops  something 
very  serious  with  another  patient  in  the  room,  it  is  bad  enough 
to  move  one,  whereas  if  you  have  a  room  with  twenty  patients 
it  is  far  worse  to  move  nineteen. 
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One  bad  thing  about  the  tent  hospital  is  that  the  space  at 
the  top  becomes  foul,  ahd  there  is  no  way  of  introducing  ventila- 
tion there,  and  also  the  doctors  and  nurses  are  tremendously 
exposed  in  passing  from  tent  to  tent.  Therefore  I  thought  of 
cubicles  9  ft.  by  9  ft.,  facing  south,  with  a  passage  on  the  north 
side  that  would  be  heated.  Here  the  attendants  would  not  be 
exposed.  The  fronts  of  the  cubicles  can  be  made  so  that  they 
can  be  opened  out  and  the  beds  slipped  out  on  to  the  ground  or 
on  to  a  platform. 
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(Presented  before  the  Sanitary  Section,  November  15,  1918.) 

I  AM  glad  your  presiding  officer  said  I  would  tell  you  what 
is  known  about  this  disease,  because  that  would  take  so  much 
less  time  than  to  attempt  to  tell  what  we  do  not  know  about  it. 
It  would  be  a  tiresome  and  discouraging  story  to  tell  the  things 
which  we  do  not  know  to-day,  even  after  our  great  experience  of 
the  past  two  months  or  so.  Historically,  influenza  is  very  old. 
There  are  well-authenticated  data  of  pandemics  of  influenza 
going  back  into  the  fifteenth  and  sixteenth  centuries.  The 
present  pandemic  is  the  fifth  within  one  hundred  years.  There 
was  one  in  1830-33,  another  in  1836-37,  a  third  in  1847-48, 
and  one  comparatively  recently  which  most  of  you  will  remem- 
ber, —  in  1888-89.  A  peculiar  coincidence  is  that  in  most 
previous  epidemics  it  was  called  cholera  or  plague.  In  the 
history  of  the  town  of  Boston,  a  good  description  of  the  present 
epidemic  of  grippe,  under  the  name  of  cholera,  shows  that  at 
that  time  (1830-33)  they  recognized  the  contagious  and  infec- 
tious nature  of  this  disease,  but  it  was  linked  up  with  the  story 

*  Medical  Deputy  Commissioner  of  State  Board  of  Labor  and  Industries,  i  Beacon  Street, 
Boston,  Mass. 


432  BOSTON    SOCIETY   OF    CIVIL    ENGINEERS. 

of  the  great  pestilences  and  great  waves  of  destruction  of  life 
that  have  come  down  to  us  from  very  ancient  times.  It  is  a 
curious  coincidence  that  in  most  pandemics  the  trouble  has 
started  in  the  Far  East.  The  recent  epidemic  of  1888-89 
reached  Moscow  in  the  spring  of  1889;  in  the  summer  it  reached 
Petrograd;  then  Berlin;  then  London  and  Paris;  and  we  re- 
ceived it  about  Christmas  time  of  that  year  —  which  some  of 
you  may  remember.  It  is  a  peculiar  fact  that  in  all  the  discus- 
sion and  doubt  about  the  present  epidemic  we  seem  to  have  lost 
sight  of  some  very  important  facts.  So  far  as  the,  censorship 
allowed,  we  have  read  that  the  armies  of  Europe  were  being 
attacked  during  the  past  year  by  a  peculiar  epidemic  of  a  mys- 
terious nature,  at  one  time  taking  the  form  of  pneumonia  — 
so-called  infectious  pneumonia  ^ — at  another  time  encephilitis; 
at  another  time  and  very  often,  called  b^^  the  name  influenza. 
The  reports  which  have  been  coming  to  us  quite  recently  from 
Germany  state  that  the  Germans  blame  the  Chinese  imported 
for  work  behind  the  lines  for  bringing  them  the  disease  a  year 
ago,  w^hen  it  crippled  the  German  army.  The  Austrians  say 
they  got  it  from  the  Americans,  a  small  force  of  whom  were  then 
in  close  proximity.  Whereas  the  disease  is  sometimes  called 
"  Spanish  grippe,"  the  Spanish  people  are  very  much  wrought 
up  over  the  suggestion  that  it  originated  there,  and  say  that  they 
first  received  it  from  Germany.  Whereas  the  French  army  say 
they  got  their  first  case  from  Sweden.  The  fact  that  I  want  to 
bring  home  is  that  this  disease  is  nothing  new ;  that  our  surgeons 
and  physicians  have  been  commenting  upon  it  for  over  a  year. 
A  whole  section  of  the  British  Medical  Association  convention 
last  summer  Avas  giAcn  up  to  a  discussion  of  this  disease  w'hich 
we  now  accept  under  the  name  of  "  grippe." 

Dr.  Brooks  has  touched  upon  many  facts  that  we  do  not 
know  and  cannot  explain.  One  very  significant  recent  observa- 
tion touches  this  Society  intimately.  —  namely,  the  so-called 
shell  shock  of  the  trenches.  Similar  conditions  of  the  brain 
are  found  after  death  from  shell  shock,  and  from  carbon  monox- 
ide poisoning.  This  suggests  some  chemical  agent  as  the  factor 
in  shell  shock.  I  believe  that  the  members  of  the  medical  pro- 
fession will  come  to  members  of  the  chemical  and  bacteriological 
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sciences  and  ask  that  this  and  kindred  diseases  be  studied,  not 
alone  from  the  medical  point  of  view  but  from  the  point  of  view 
of  the  bacteriologist  and  the  chemist  working  jointly. 

Coming  back  to  the  cases  of  influenza  in  this  country,  it  is 
generally '  understood  that  those  cases  among  sailors  at  South 
Boston  and  East  Boston  in  August  were  the  first  in  the  East  — 
practically  the  first  in  the  United  States.  The  Boston  Herald 
of  March  18,  191 8,  however,  stated  that  a  mysterious  disease 
had  broken  out  in  Chicopee,  Mass.,  during  the  previous  week. 
Naturally,  my  first  thought  was  that  this  might  be  an  occupa- 
tional disease  of  some  sort.  I  had  it  thoroughly  investigated 
and  received  a  report  that  the  Chicopee  infection  was  similar 
to  the  old  epidemic  of  1888-89,  ^nd  was  not  occupational  in 
any  degree.  The  Springfield  Union  of  March  21,  1918,  notes 
that  the  numerous  cases  of  a  mysterious  malady  affecting  manu- 
facturing plants  turned  out  to  be  only  grippe.  There  is  little 
or  no  doubt  but  that  those  cases  were  our  first  focus  of  the 
disease  in  this  country.  What  happened  between  the  appear- 
ance of  the  disease  in  Springfield  in  March  and  the  August  out- 
break of  the  epidemic  we  are  at  a  loss  to  know.  We  do  know  of 
the  outbreak  among  the  boys  at  the  South  Boston  Pier.  Dr. 
Brooks  has  told  us  of  its  appearance  on  the  training  ships  of  the 
Shipping  Board.  Its  progress  and  its  travel  through  the  country 
more  recently  are  familiar  to  all  of  you. 

I  want  to  tell  something  about  the  work  at  the  camp  hospi- 
tal so  successfully  organized  by  Dr.  Brooks.  As  he  told  you, 
we  were  all  bafifled  by  the  nature  of  the  disease.  Our  bacteriolo- 
gists, Captains  Slack  and  Overlander,  were  constantly  making 
analyses  from  the  secretions  in  the  nose,  mouth  and  throat,  and 
obtaining  not  one  germ  which  seemed  to  be  responsible  for  the 
disease,  but  a  variety  of  germs.  Sometimes  it  was  the  germ  of 
pneumonia  which  would  occasionally  appear  forty-eight  hours 
before  pneumonia  developed.  In  other  cases  the  patient  would 
develop  pneumonia  and  no  typical  germ  would  apparently  be 
present.  Secretions  from  the  nose  failed  to  give  evidence  of 
Pfeiffer  influenza  germ  such  as  we  have  associated  since  1892 
with  the  epidemic  of  1888.  That  specific  bacillus  has  been 
practically  wanting  not  only  among  the  cases  in  Massachusetts 
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but  among  those  also  reported  throughout  the  country.  The 
most  typical  germ  found  has  been  that  of  pneumonia,  and  this 
was  not  often  found  in  the  secretions  of  the  nose  and  mouth, 
but  by  puncturing  the  lungs,  when  we  would  find  Types  I,  II 
or  III. 

So  that  we  have,  in  all  probability,  in  this  epidemic,  a  mixed 
infection.  There  is  no  unanimity  of  opinion  to-day  as  to  what 
type  of  bacteria  —  pneumococci,  streptococci,  etc.  —  causes 
this  disease.  One  peculiarity  of  the  disease  is  the  occurrence  of 
hemorrhages  of  the  nose,  the  back  part  of  the  throat  and  of  the 
skin.  In  the  lungs  we  find  that  the  blood  vessels  are  plugged 
with  clot  after  clot  until  frequently  the  area  behind  the  clots 
was  so  disabled  that  it  was  only  a  case  of  a  few  hours  before  a 
large  area  of  the  lung  was  completely  occluded  from  use.  The 
result  was  that  patients  quickly  became  cyanosed.  My  first 
thought  was  carbon  monoxide  gas  poisoning.  All  the  charac- 
teristic symptoms  of  gas  poisoning  were  present,  —  plugging  up 
of  the  blood  vessels,  hemorrhages  of  the  lungs  and  congestion 
which  prevented  the  purifying  of  the  blood  by  oxygen.  The 
blocked  areas  were  frequently  in  the  center  of  the  lung  and  not 
readily  detected  by  physical  examination. 

Medically  we  have  been  able  to  establish  certain  definite 
facts  which  have  a  public  interest,  —  namely,  rather  than,  as 
formerly,  looking  to  the  temperature  curve  as  a  guide  to  the 
condition  of  the  patient,  we  watched  the  pulse  and  respiration. 
We  have  seen  patients  die  with  normal  temperature  but  with 
pulse  and  respiration  that  never  came  down  to  normal.  On  the 
other  hand,  patients  have  become  well  with  temperatures  of 
105  and  106  but  whose  pulse  and  respiration  never  went  very 
high.  We  have  made  this  one  great  contribution  to  medicine, 
—  namely,  that  if  you  wish  to  guide  your  patient  safely  through 
the  crisis,  you  should  watch  the  pulse  and  respiration  rather 
than  pay  attention  exclusively  to  the  fever  and,  secondly,  con- 
sider each  case  of  influenza  a  potential  case  of  pneumonia. 

Relative  to  sanitation  in  the  camp  we  had  this  problem. 
It  was  a  civil  community,  and  those  knowing  Corey  Hill  can 
imagine  the  prejudice  we  had  to  meet  and  the  difficulty  of  try- 
ing to  establish  military  discipline.     These  difficulties  were  met 
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and  overcome  by  Colonel  Brooks,  and  the  camp  successfully 
established.  From  the  minute  the  camp  was  opened  no  person 
was  allowed  to  enter  the  camp  without  a  pass  and  only  under 
military  escort.  No  one  was  allowed  in  the  hospital  streets 
without  a  mask.  In  the  end  we  succeeded  in  carrying  through 
nine  other  camps  under  similar  military  discipline,  —  at  Ips- 
wich, Brockton  (Fig.  i  and  Fig.  2),  Fayville,  Gloucester,  Law- 
rence, Haverhill,  Waltham,  Barre  and  Springfield. 

Certain    interesting    facts    developed    in    establishing    such 


Fig.  I.     Brockton  Camp- — Convalescing  Pneumonia  Patients. 


camps  in  civilian  neighborhoods.  In  the  location  of  such  camps, 
instead  of  depending  on  the  old-fashioned  military  latrine,  we 
tapped  the  sewer  and  located  the  latrine  in  such  a  way  that  the 
sewer  became  our  catchbasin.  Ordinary  house  toilets  were 
fitted  over  the  sewer. 

There  has  been  criticism  that  our  patients  were  out  in  the 
cold  and  wet,  exposed  to  inclement  as  well  as  clement  weather. 
That  was  part  of  the  treatment.  But  the  tents  were  properly 
ditched,  and  the  ground  under  and  around  them  was  perfectly 
dry  at  all  times.     Instead  of  having  a  floor  in  the  tent  we  had 


436 


BOSTON    SOCIETY   OF    CIVIL    ENGINEERS. 


a  wooden  run  which  came  in  between  the  beds  so  that  the  nurses, 
orderlies  and  doctors  could  walk  in  on  dry  boards  from  the 
street,  and  they  could  be  mopped  off  frequently  and  dried. 
By  rolling  up  the  sides  of  the  tents  the  sun  could  get  in,  and  the 
grass  remained  green  under  the  tents  well  into  September. 
What  other  evidence  is  necessary  that  conditions  were  satisfac- 
tory? Under  the  old  style  of  military  camp  hospital  we  would 
have  put  doAvn  floors,  the  grass  would  have  been  destroyed,  damp- 
ness would  have  collected  under  the  floors  and  not  been  recog- 


K  roN  Camp. 


nized  until  the  tents  were  re-pitched  and  the  site  changed.  By 
doing  away  with  the  floors  we  were  able  to  keep  the  tents  in  the 
same  location  where  first  pitched.  In  order  to  protect  the 
patients  from  dampness,  a  paper  sheet  was  put  on  to  the  spring 
of  the  bed  and  also  over  the  patient,  and  instead  of  loading  them 
with  three  or  four  blankets  we  simply  gave  them  one  blanket,  a 
paper  blanket  and  a  very  light  covering  over  that.  Even  on 
the  coldest  nights  they  said  the>'  were  perfectly  comfortable. 
In  crises,  hot  bricks  or  metallic  bottles  were  used  to  give  addi- 
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tional  heat.  All  the  nurses  and  orderlies  on  duty  during  cold 
nights  were  supplied  with  what  were  termed  pneumonia  jackets, 
made  of  padded  paper  and  worn  under  the  sweater.  On  very 
wet  and  disagreeable  days  early  in  September,  rubber  boots  and 
coats  were  furnished  by  the  Shipping  Board  for  nurses,  doctors 
and  orderlies,  so  that  it  can  be  seen  that  no  unnecessary  exposure 
to  inclement  weather  was  demanded,  and  nothing  was  left 
undone  for  the  comfort  of  the  nurses  and  orderlies  serving  us. 

Another  innovation  was  the  incinerator.  Ordinarily  in 
military  hospitals  this  is  constructed  with  a  good  deal  of  detail, 
expense  and  labor,  and  so  that  it  will  look  well.  Our  problem 
had  to  be  solved  very  quickly  as  a  patient  died  practically  before 
we  could  make  a  diagnosis,  and  it  was  thought  necessary  to  burn 
everything  which  had  come  in  contact  with  him.  Bricks  were 
placed  around  the  hole  of  the  incinerator  and  the  head  of  an  iron 
bed  was  laid  on  these  bricks  to  form  a  grate,  and  we  continued 
to  use  this  device  during  our  stay  in  that  camp.  This  impro- 
vised incinerator  proved  very  satisfactory.  To  erect  a  supple- 
mentary kitchen  we  took  the  side  rails  of  the  beds,  parallel  to 
each  other,  and  laid  two  short  ones  across.  This  served  ad- 
mirably for  boiling  the  water  which  we  kept  on  hand  all  the  time 
for  disinfecting  materials  and  -dishes. 

Wc  separated  influenza  cases  from  pneumonia  cases.  One 
of  the  observations  made  at  our  camp,  as  stated  before,  was 
that  every  case  of  influenza  is  a  potential  case  of  pneumonia,  and 
the  sooner  this  is  recognized  the  sooner  the  death  rate  from 
pneumonia  will  begin  to  diminish.  It  was  from  acting  on  that 
belief  that  our  camps  attained  the  low  mortaUty  which  we  can 
claim  for  our  treatment.  Whereas  we  got  only  351  cases  of 
influenza  we  had  something  like  120  pneumonias.  We  were 
always  looking  for  pneumonia,  and  by  taking  those  precautions 
that  we  would  use  for  pneumonia  cases,  such  as  looking  after 
the  pulse  and  respiration  carefully,  we  were  able  to  anticipate 
cases  of  true  pneumonia.  Two  very  competent  bacteriologists. 
Dr.  Slack  and  Dr.  Overlander,  were  with  us  constantly,  making 
all  sorts  of  investigations,  which  we  have  included  in  our  reports 
to  the  state. 

The  experience  at  Corey  Hill  served  as  a  training  school  for 
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doctors  and  nurses  and  orderlies,  which  has  been  used  through- 
out the  state  and  in  other  states  of  this  union.  Dr.  Brooks  could 
have  told  you  of  calls  from  other  states,  asking  that  we  send 
so-called  "  Brooks  Units,"  in  order  to  combat  this  disease  then 
making  its  appearance  in  other  localities.  By  the  training  we 
gave  nurses  and  orderlies  at  Corey  Hill  many  lives  have  been 
saved,  and,  as  the  Public  Safety  Committee  has  said,  the  work 
done  in  these  various  camps  has  saved  the  state  10,000  lives. 
We  were  at  the  camp  something  like  six  weeks,  and  then  went 
to  other  cities  and  towns  and  established  there  similar  camps. 
The  Corey  Hill  per  cent,  of  deaths  was  10.25  of  those  treated, 
and  the  per  cent,  of  deaths  of  those  seriously  ill  among  the 
boys  on  the  training  ships  was  but  3.  At  the  Cooke  Hospital 
in  Chicago,  one  of  the  finest  in  the  country,  during  this  epidemic 
there  was  a  mortality  of  31  per  cent.,  yet  the  editorial  read  by 
your  chairman  would  seem  to  indicate  that  they  think  they  got 
out  of  it  very  lightly  indeed,  while  we  have  a  death  rate  of  3 
and  4  per  cent.,  at  some  camps,  our  highest  running  to  but  16 
per  cent.  You  must  also  realize  that  39  per  cent,  of  the  cases 
in  this  high  death  rate  died  within  the  first  twenty-four  hours. 

Most  of  the  cases  received  at  our  hospital  were  boys  between 
eighteen  and  twenty-four  years,  supposed  to  have  been  physi- 
cally fit.  They  had  been  struck  down  like  little  children.  This 
disease  has  no  respect  for  the  strong,  nor  for  sex.  The  belief 
that  one  attack  guarantees  immunity  from  another  is  not  sus- 
tained by  any  investigation  that  has  seemed  worth  while.  Some 
contend  that  the  fact  that  so  many  young  people  contracted  it 
this  time  whereas  elderly  people  who  might  have  had  it  in  1888- 
89  escaped,  is  significant.  This  opinion  is  not  confirmed,  how- 
ever, by  trustworthy  investigation.  The  disease  spreads  by 
personal  contact.  All  pandemics  have  followed  travel,  and 
only  so  fast  as  travel  goes;  in  the  East  with  the  speed  of  the 
caravan;  in  European  countries  in  accord  with  their  interchange 
between  countries;  in  this  country  more  rapidly  because  we  are 
less  severe  in  our  restrictions  on  travel.  All  authorities  seem  to 
agree  on  this  fact,  —  it  passes  from  person  to  person,  either  by 
direct  contagion,  by  droplets,  sputum,  sneezing,  etc. 

Now,  briefly  as  to  prophylactics.     Dr.  Brooks  described  the 
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masks.  Gauze  is  the  best  thing  known  for  straining  the  air  from 
influenza  germs.  By  observation  we  have  found  that  the  cor- 
ners of  the  mouth  form  a  perfect  incubator  for  germs,  and  if 
the  mask  is  removed  and  then  put  on  wrong  side  out  the  result 
is  often  disastrous.  Dr.  Brooks  therefore  advised,  on  the  second 
day  of  our  camp,  that  we  use  an  old-fashioned  tea-strainer  with 
the  handle  removed  and  bent  to  fit  over  the  nose  and  cover  the 
mouth.  This  was  covered  with  several  layers  of  gauze.  First 
we  tried  treating  the  gauze  with  medicated  pow'der,  but  this 
made  the  wearer  sneeze  and  cough,  just  what  we  were  trying  to 
avoid.  We  did  not  require  the  patients  to  wear  masks  because 
they  were  already  struggling  for  air,  and  we  did  not  w^ant  to  cut 
ofT  any  air  with  two  or  three  layers  of  gauze.  It  is  important 
that  the  mask  should  fit  properly  and  be  so  arranged  that  it 
covers  the  mouth  but  has  no  opportunity  to  touch  the  lips  or 
nostrils.  Every  two  hours  the  doctors,  nurses  and  orderlies 
are  required  to  go  to  headquarters  and  drop  the  mask  into  boiling 
water  and  then  receive  a  new  mask  which  is  handed  out  through 
another  opening  in  the  same  building  so  that  the  recipient  does 
not  need  to  go  into  the  building.  The  gauze  removed  and  dis- 
infected is  used  in  sputum  bags  attached  to  the  beds  of  the  boys. 
One  of  the  most  helpful  devices  we  have  discovered  is  the  pin- 
ning of  an  ordinary  manila  bag  to  the  patient's  pillow  and  then 
giving  the  boys  some  of  the  used  gauze  for  expectoration,  after 
which  they  drop  the  gauze  into  the  bags  and  the  whole  thing  is 
later  burned  up.  Another  precaution  which  was  insisted  upon 
was  the  washing  of  the  hands.  In  the  streets  between  the  tents 
were  tables  with  basins  containing  a  i/iooo  solution  of  corro- 
sive sublimate  solution,  and  before  nurses  or  orderlies  could  go  to 
mess  they  had  to  report  at  headquarters  and  under  supervision 
wash  their  hands  in. this  solution.  One  hears  a  great  deal  about 
vaccine  which  might  prevent  influenza,  and  of  experiments 
which  have  been  performed.  One  experiment  in  our  state  was 
most  conclusive.  Secretions  were  taken  from  the  noses  of  two 
well-authenticated  cases  of  influenza  at  the  Chelsea  Naval  Hos- 
pital and  three  hours  later  taken  down  to  the  Island  where  nine 
men  had  volunteered  for  the  experiment.  The  secretion  was 
injected  into  the  noses  of  these  men  but  not  one  of  them  con- 
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tracted  influenza.  Secretary  Daniels  recommended  that  these 
men  be  recorded  as  heroes  to  the  cause  of  preventive  medicine. 
There  is  a  great  deal  of  local  enthusiasm  at  present  with  regard 
to  the  use  of  vaccines.  The  laity  seems  to  have  concluded  that 
if  they  get  a  dose  of  the  anti-influenza  vaccine  they  are  free  from 
danger  of  contagion  and  need  not  take  precautions.  The  United 
States  Government  is  now  talking  of  combating  that  false  sense 
of  security,  and  in  a  report  recently  received  the  U.  S.  Public 
Health  Department  states  that  the  use  of  vaccine  for  preventive 
purposes  does  not  yet  seem  to  be  justified  by  the  results.  It  is 
yet  experimental. 

The  data  obtained  on  the  use  of  pneumonia  antitoxin  is 
somewhat  more  conclusive.  The  experiments  made  on  Navy 
men  with  anti-pneumonic  solution  seem  to  have  given  splendid 
results.  Out  of  12  000  men  who  have  received  the  solution, 
practically  none  have  developed  the  disease.  It  has,  however, 
this  limitation,  —  that  it  claims  to  affect  Types  I,  II  and  III 
only;  and,  secondly,  it  is  the  conclusion  of  those  who  have 
used  the  antitoxin  that  it  must  not  be  given  to  those  having  any 
fever  or  acute  colds.  In  other  words,  it  cannot  be  given  to  any 
having  influenza,  in  order  to  prevent  pneumonia,  as  it  would  in 
all  probability  only  aggravate  the  case  and  precipitate  pneu- 
monia. Neither  can  it  be  used  as  a  cure  after  pneumonia  has 
developed.  It  promises  to  be  an  effective  preventive  of 
pneumonia. 

This  history  of  the  disease  might  be  continued  almost  ad 
libitum,  but  one  thing  I  do  want  to  emphasize,  namely,  the  great 
impression  it  made  on  those  whom  we  were  treating.  Many  of 
the  boys  had  never  been  away  from  home  before;  they  were  in 
a  strange  port,  having  enlisted  in  a  spirit  of  loyalty.  They 
became  ill  and  were  taken  away  in  the  night,  the^^  knew  not 
where;  and  what  impression  did  they  receive?  A  quarantine 
was  declared  even  on  letterwriting,  in  order  that  the  boys  might 
not  put  pencils  in  their  mouths  and  thus  run  the  chance  of 
transmitting  the  disease.  Dr.  Brooks  commanded  all  letters 
written  by  the  boys  should  come  to  the  medical  officers  for 
censorship.  I  was  anxious  to  see  how  the  boys'  minds  were 
working,  and  give  the  following  excerpt  from  one  of  the  letters: 
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"My  dear  Mama,  —  I  wonder  what  you  are  doing  for  yourself  to-day. 
I  hope  that  you  are  all  well.  Mama,  I  thought  I  would  write  you  this  morn- 
ing as  I  am  feeling  better.  I  am  in  the  hospital.  I  thought  at  first  that  I 
would  not  write  about  me  being  sick,  but  changed  my  mind  this  morning,  but 
Mama  don't  be  uneasy  about  me  for  the  doctors  and  nurses  are  so  good.  I 
was  brought  here  yesterday  eve.  You  know  when  any  one  gets  a  bit  puny 
they  will  send  them  to  the  hospital.  .  .  .  Mama,  there  is  no  place  like  home 
when  any  one  is  sick,  and  there  is  no  hand  like  a  dear  old  Mother's.  No  one 
knows  how  to  appreciate  a  Mother  until  they  get  away,  but  if  there  was  ever 
a  place  that  could  take  a  place  of  home  this  is  the  place.  I  hope  to  be  able 
to  go  back  to  my  ship  in  a  few  days.  .  .  .  Mama,  don't  be  uneasy  about  me 
for  I  am  well  taken  care  of.  What  are  the  little  pets  doing?  Don't  tell  them 
about  uncle  being  sick.  I  wish  I  could  see  them.  Say,  how  much  cotton 
haul  have  you  got  out.  .  .  .  Kiss  the  little  darlings  for  me  and  with  a  big 
true  heart  full  of  love,  I  am.  Your  boy.     (Discharged  well.)" 

One  difficulty  we  experienced  in  other  camps  established 
was  the  obtaining  of  the  necessary  doctors  and  orderlies.  These 
boys  now  granted  a  furlough  heard  the  story  and  all  volunteered 
their  services.  In  every  one  of  the  camps  our  great  mainstay 
has  been  these  boys  who  gave  their  services  in  gratitude  for  what 
our  state  had  done  for  them  in  their  sickness. 
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THE  INFLUENZA  EPIDEMIC  AT  THE  RECEIVING  SHIP, 
COMMONWEALTH  PIER  AND  THE  NAVAL  CAMP 
AT   FRAMINGHAM. 

By  Lieut.  R.  W.  Mathes,  Assistant  Medical  Officer,  U.S.N.R.F. 

(Presented  before  the  Sanitary  Section,  November  15,  1918.) 

It  may  be  of  some  interest  to  know  a  little  about  the  condi- 
tions at  Commonwealth  Pier  during  the  influenza  epidemic,  as 
the  Receiving  Ship  was  given  the  credit  for  being  the  instigator 
of  the  plot.  It  is  generally  understood  that  the  first  cases  came 
from  the  Pier,  although  the  disease  broke  out  at  the  Receiving 
Ship  and  at  East  Boston  at  practically  the  same  time.  It  is 
not  to  be  wondered  that  the  Pier  should  have  had  the  first  cases, 
as  the  pandemic  traveled  from  east  to  west,  and  we  are  the 
Receiving  Ship  of  Boston.  Transfers  are  made  to  and  from  us, 
and  no  doubt  the  first  cases  which  came  to  our  attention  were  in 
men  coming  back  from  across  the  water.  I  have  been  given  to 
understand  by  some  of  the  officers  on  duty  in  France  that  the 
epidemic  was  raging  in  Brest  during  June  and  July,  in  fact, 
one  officer  told  me  himself  that  he  spent  three  weeks  in  the 
hospital. 

The  first  cases  we  saw  were  on  August  27,  when  two  men 
reported  as  sick.  The  disease  was  thought  to  be  influenza  of 
the  usual  type  and  character. 
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I  will  quote  a  few  figures  to  show  the  rapidity  with  which 
this  epidemic  traveled: 

August  27,  2  cases;  August  28,  8  cases;  August  29,  28 
cases;  August  30,  71  cases;  and  for  succeeding  days  61,  92,  104, 
80,  II,  23,  13,  and  so  on  for  quite  a  period,  namely  four  or  five 
days,  when  we  received  a  large'  draft  of  several  hundred  men, 
and  then  another  rise  in  number  started  as  15,  43,  39,  27,  17  and 
II. 

Washington,  of  course,  immediately  took  cognizance  of  the 
fact  that  we  were  having  an  unusually  large  number  of  cases, 
and  steps  were  immediately  instituted,  in  so  far  as  was  possible, 
for  relief. 

The  Receiving  Ship  has  an  average  daily  personnel  of  from 
4  500  to  5  000  men,  but  transfers  and  drafts  complicate  the 
count,  so  that  between  8  000  and  10  000  men  frequently  pass 
through  the  Receiving  Ship  each  month. 

Commonwealth  Pier  having  received  a  more  or  less  black 
eye,  was  of  course  under  constant  sanitary  inspection,  but  there 
has  never  been  a  sanitary  or  medical  officer  who  has  inspected 
the  ship  but  what  he  has  expressed  himself  as  more  than  pleased 
with  the  sanitary  arrangements. 

The  medical  authorities  had  said  that  they  wanted  somewhat 
to  relieve  congestion,  although,  according  to  the  inspectors,  the 
amount  of  air  space,  etc.,  was  ample.  Consequently,  on  Sep- 
tember 12  a  camp  was  started  at  the  old  militia  grounds  at 
Framingham,  Mass.,  with  a  working  party  of  twenty-four  men. 
On  September  13,  125  men  were  on  hand  to  get  things  in  shape, 
and  arrangements  were  made  to  procure  tents  and  the  necessary 
other  equipment  from  the  various  naval  supply  depots. 

It  was  the  purpose  to  keep  the  camp  open  as  long  as  the 
weather  permitted,  and  it  was  deemed  advisable  to  do  away  with 
the  old  ditch  latrines  and  to  construct  latrines  which  would 
have  a  direct  connection  with  the  sewer.  It  was  thought  the 
camp  could  exist  until  about  this  date,  the  15th  of  November. 

On  the  following  day  i  ooo  men  were  sent  out,  and  these 
w^ere  followed  by  daily  drafts  of  one  hundred  or  more  as  rapidly 
as  possible.  The  maximum  complement  has  been  2  800  men  as 
against   i  800  men  at  the  Pier.     The  average  complement  for 
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the  week  ending  September  21  to  the  week  ending  November  9 
was  2  045,  and  the  average  complement  during  the  same  period 
at  the  Receiving  Ship  was  2  325.  During  this  period  there  were 
277  cases  of  influenza  at  the  Receiving  Ship,  as  against  52  at 
Framingham.  Drafts  have  been  received  at  both  stations  of 
men  who  have  been  exposed  to  the  infection  in  various  places 
before  their  arrival  in  the  First  Naval  District. . 

For  statistical  purposes  it  may  be  said  that  practically  the 
same  number  of  men  were  quartered  at  each  station,  the  above 
figures  showing  that  11.05  P^f  cent,  contracted  influenza  at  the 
Pier,  and  only  2.05  at  the  open-air  camp  at  Framingham. 

I  believe  that  this  very  clearly  shows  the  value  of  the  open- 
air  treatment  as  a  prophylaxis,  for,  as  nearly  as  we  could  deter- 
mine, the  men  at  these  two  stations  before  arrival  in  the  district 
were  exposed  in  equal  manner  to  the  infection. 

The  medical  officer  was  instructed  to  keep  only  the  mild 
cases  at  the  Pier,  as  the  facilities  were  limited  to  care  for  such  a 
large  number  of  sick  men,  not  as  regards  hospital  equipment, 
but  as  to  hospital  space.  The  more  serious  cases  were  trans- 
ferred at  once  to  the  Naval  Hospital,  Chelsea,  and  to  various 
other  hospitals  and  stations  designated  by  the  naval  authorities. 

I  shall  not  endeavor  to  speak  on  the  treatment  of  this  dis- 
ease because  only  the  mild  cases  w^ere  kept  under  our  direct 
observation.  I  think  the  facts  as  above  stated  show  that  the 
value  of  open-air  treatment  cannot  be  too  strongly  emphasized 
when  we  consider  the  percentage  of  those  contracting  the  disease 
living  indoors  as  compared  with  those  living  outdoors. 

DISCUSSION. 

Dr.  Harrington.  —  All  of  the  tent  hospitals  were  modeled 
on  the  so-called  Brooks  No.  i  on  Corey  Hill.  The  shack  designed 
by  Dr.  Brooks  and  equipped  for  the  treatment  of  influenza  and 
pneumonia  cases  —  in  fact  for  any  case  requiring  fresh  air  and 
sunlight — is  so  arranged  that  the  side  shutters  can  be  let  down 
when  storms  come  from  the  south  or  southwest.  The  rear 
space  provides  an  eave  which  permits  of  the  circulation  continu- 
ally of  a  current  of  fresh  air  underneath  it.  We  can  now  have  a 
series  of  rooms  with  but  two  patients  to  a  room. 
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Pneumonia  patients  out  in  the  street  become  sunburned 
while  receiving  treatment.  Contrast  this  with  the  old-time 
treatment  of  piling  on  blankets,  giving  hot  drinks,  shutting  out 
all  the  air.  Now  we  put  them  out  in  the  sun  and  air  and  get 
more  cures  than  by  any  other  treatment. 

At  Springfield  the  coughing  became  so  distressing  that 
everybody  lost  their  nerve.  Dr.  Brooks  went  up  there  and  took 
92  cases  out  of  the  hospital,  putting  them  in  tents.  The  next 
day  the  visiting  physicians  asked,  "  What  have  you  done  for 
these  boys?  They  have  stopped  coughing.  I  have  been  here 
an  hour  and  they  haven't  coughed  at  all.  It  does  not  seem  pos- 
sible they  are  the  same  men."  That  is  how  men  who  were 
skeptical  and  inclined  to  oppose  the  treatment  became  con- 
verted, —  by  the  results.  I  have  no  hesitation  in  saying  that 
the  treatment  of  pneumonia  in  the  future  will  be  towards  the 
methods  established  during  this  epidemic. 

Almon  L.  Fales.*  —  Do  you  consider  the  war  responsible 
for  the  epidemic  —  or,  putting  it  another  way,  should  we  have 
had  this  epidemic  if  it  had  not  been  for  the  war? 

Dr.  Harrington.  — •  I  do  not  dare  answer ;  although  I 
have  it  on  pretty  good  authority  that  the  morale  began  to  break 
when  the  soldiers  in  the  German  army  began  to  hear  that  their 
wives  and  kinspeople  were  all  being  taken  down  with  the  disease. 

But  I  do  want  to  say  a  word  of  warning.  In  a  medical 
journal  received  to-day  there  is  an  account  from  Madrid  that 
the  disease  has  broken  out  there  again,  and  that  warns  the  rest 
of  the  world  to  be  cautious.  Madrid  is  more  upset  now  than 
it  was  when  2  000  000  were  reported  sick  with  the  disease  last 
spring,  and  the  reports  from  the  camps  in  Europe  also  show  a 
revival  of  the  disease  among  the  troops  on  the  western  front. 
I  am  wondering  whether  we  shall  not  get  it  again  in  this  country 
with  the  coming  home  of  these  boys.  This  is  a  serious  problem, 
but  we  have  the  consolation  that  Massachusetts  is  pretty  well 
organized  to  combat  it,  under  the  State  Guard  and  with  Dr. 
Brooks  ready  to  meet  the  disease  once  more.  I  think  we  are 
better  qualified  in  this  state  than  is  any  other  state  of  the  Union. 

Mr.    Albert   Morse. — Among   the   other   volunteers   at 

*  Of  Metcalf  &  Eddy,  14  Beacon  Street,  Boston,  Mass. 
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Corey  Hill  I  helped  for  two  weeks.  I  wonder  if  you  could  tell 
me  the  reason  for  one  thing  I  noticed,  - —  that  most  of  the  people 
sick  with  the  disease  were  heavy  people,  weighing  200  to  250 
pounds.  Has  the  blood  pressure  something  to  do  with  it? 
Those  that  died  were  big,  husky  men  rather  than  the  thin  people. 

Dr.  Harrington.  —  It  is  a  clinical  observation  that  when 
an  athlete  does  get  pneumonia  he  usually  dies,  whereas  the  weak- 
ling seems  to  have  more  or  less  antitoxin  within  him.  Blood 
pressure  is  not  a  factor.  From  observations  of  2  000  cases  in 
the  Chicago  Hospital  it  has  been  concluded  that  blood  pressure 
indicates  some  kidney  disorder. 

I  want  to  add  that  women  in  a  delicate  condition  should 
not  be  allowed  to  come  in  contact  with  people  suffering  from 
influenza.  Women  in  a  family  condition  invariably  die,  the 
death  rate  being  100  per  cent.  These  women  invariably  develop 
quickly  cyanosis.  They  seem  to  be  more  susceptible.  From  a 
large  grouping  of  cases  in  Chicago  it  has  been  ascertained  that 
pregnant  women  have  a  mortality  rate  of  47  per  cent.  There 
have  been  some  tragedies  right  here  in  Boston,  where  women 
have  paid  the  penalty  with  the  unborn  child. 

Alfred  O.  Doane.*  —  Does  spraying  have  any  value? 

Dr.  Harrington.  —  An  infected  ear  is  one  of  the  most 
common  evidences  of  infection.  We  apply  argyrol  ointment 
(10  per  cent.)  to  the  nasal  mucous  membrane  as  a  preventive, 
and  also  use  Dobell's  solution  as  a  gargle  and  mouth  wash. 
This  is  used  in  nearly  every  hospital.  It  is  an  alkaline  solution, 
and  it  is  well  known  that  germs  cannot  live  so  long  in  an  alka- 
line solution.  Nature  gives  us  in  the  mouth  and  nose  an  alka- 
line solution.  It  is  only  when  this  becomes  acid,  through 
fatigue  or  some  disorder,  that  germs  grow  in  the  mouth.  Then 
trouble  follows.  Spraying  and  gargling  with  alkaline  solution 
is  of  some  value.  It  wdll  not  prevent  germs  but  will  discourage 
their  growth  when  they  are  once  in  the  mouth. 

Dr.  Brooks.  —  At  Thompson's  Island  there  is  a  total  at 
the  Farm  School  of  about  eighty  boys.  During  the  height  of 
the  epidemic  Dr.  Bradley,  who  is  in  charge,  kept  the  school  under 

*  Division  Engineer,  Metropolitan  Water  and  Sewerage  Board,  i  Ashburton  Place, 
Boston,  Mass. 
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quarantine.  No  one  was  allowed  to  go  near  them  or  mingle 
with  them.  Last  week,  when  everything  was  believed  to  be  all 
right,  some  boys  were  allowed  to  come  up  to  town. 

Yesterday  morning  Mr.  Bradley  called  me  up  and  gave  me 
these  facts.  The  day  before  he  had  had  one  boy  sick,  and 
thought  it  might  be  influenza  but  was  not  quite  certain.  Yes- 
terday morning  he  had  4  cases,  last  night  he  had  1 1 ,  to-night  he 
has  17.  The  quarantine  was  allowed  to  lapse  too  soon,  and  they 
are  paying  the  penalty.  The  warning  of  Dr.  Harrington  is  very 
apt.  When  the  disease  begins  to  decline  every  one  gets  careless, 
and  I  am  afraid  we  shall  have  to  pay  the  penalty. 


George  C.  Whipple 
President,  Boston  Society  of  Civil  Engineers 
1917-1918 
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NOTICE   OF   REGULAR   MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,   JANUARY   23,    191 8, 

at  7.45  o'clock  P.M.,  in  Chipman  Hall,  Tremont  Temple, 
Boston. 

Business  of  the  Meeting. — To  choose  a  committee  of  five  to 
nominate  officers  for  the  ensuing  year. 

Mr.  Frank  B.  Walker  will  present  a  paper  entitled,  "  Load- 
ing and  Hauling  Iron  Ore  from  Mesabi  Range  to  Lake  Docks." 
The  paper  will  be  illustrated  with  lantern  slides. 

S.  E.  TiNKHAM,  Secretary. 


PAPERS   IN   THIS   NUMBER. 

"  Foundations  of  the  New  Buildings  of  the  Massachusetts 
Institute  of  Technology,  Cambridge,  Mass."  Charles  T.  Main 
and  H.  E.  Sawtell. 

"  Concrete  Materials  and  Design  of  the  New  Buildings  of 
the  Massachusetts  Institute  of  Technology,  Cambridge,  Mass." 
Sanford  E.  Thompson. 
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Current  Discussion. 

Discussion 
Paper.  Author.  Published.      Closes. 

"  Water  Powers  of  New  Eng-    Henry  I.  Harriman.   Dec.  Feb.  lo. 
land." 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINUTES    OF   MEETINGS. 

Cambridge,  December  19,  191 7.  —  A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  in  the 
large  lecture  hall  (Building  No.  10),  Massachusetts  Institute  of 
Technology,  Cambridge,  and  was  called  to  order  by  the  Presi- 
dent, George  C.  Whipple,  at  7.45  o'clock. 

There  were  151  members  and  visitors  present. 

The  record  of  the  last  meeting  was  read  and  approved. 

The  Secretary  reported  for  the  Board  of  Government  that 
it  had  elected  to  membership,  in  the  grade  of  member,  Mr. 
Ashley  Quincy  Robinson. 

The  President  announced  the  death  of  Henry  A.  Herrick, 
a  member  of  the  Society,  which  occurred  on  December  14,  1917, 
and  by  vote  he  was  requested  to  appoint  a  committee  to  prepare 
a  memoir.  The  President  has  named  Mr.  Charles  T.  Main  as 
the  committee. 

The  proposed  amendment  to  By-L-aw  5,  adopted  at  the  No- 
vember meeting,  as  printed  in  the  November  number  of  the 
Journal  of  the  Society,  was  adopted  again  as  required  by  the 
By-Laws,  61  voting  in  favor  and  none  against. 

Before  taking  up  the  literary  exercises,  the  President  stated 
that  arrangements  had  been  made  to  exhibit  the  method  used 
at  the  Institute  for  illustrating  lectures,  where  a  number  of 
pieces  of  apparatus  are  employed.  With  the  aid  of  a  small 
railway  track,  several  tables  were  pushed  into  the  room  at  the 
speaker's  desk,  each  of  which  had  been  properly  fitted  up  in 
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adjoining  laboratories  in  complete  readiness  for  demonstrating 
the  subjects  to  be  treated  at  the  lectures  to  be  given  the  follow- 
ing day. 

The  President  then  called  on  Past  President  Charles  T. 
Main,  who  read  the  first  paper  of  the  evening,  entitled,  "  The 
Foundation  of  the  New  Technology  Buildings."  The  paper  was 
fully  illustrated  with  diagrams  and  tables  showing  the  results 
of  borings  and  the  records  of  pile  driving. 

The  paper  was  discussed  by  Past  President  Desmond  Fitz- 
Gerald,  Mr.  Lewis  M.  Hastings  and  others. 

The  second  paper  presented  was  prepared  by  Sanford  E. 
Thompson,  entitled,  "  The  Theoretical  Design  of  the  Structures 
of  the  New  Technology  Buildings."  In  the  absence  of  the  author 
the  paper  was  read  by  Mr.  Carl  A.  Funk,  of  Mr.  Thompson's 
office.  The  paper  was  also  illustrated  with  lantern  slides.  A 
short  discussion  followed. 

On  motion  of  Mr.  Fernald  the  thanks  of  the  Society  were 
voted  to  the  Massachusetts  Institute  of  Technology  for  its 
courtesy  in  throwing  open  its  buildings  and  laboratories  for  the 
inspection  of  members,  and  for  the  use  of  its  commodious  lecture 
room  for  the  evening's  meeting. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 


Boston,  December  5,  191 7. — The  regular  meeting  of  the 
Sanitary  Section  of  the  Boston  Society  of  Civil  Engineer.^  was 
held  this  evening,  in  the  Society  Library,  Tremont  Temple. 

The  meeting  was  called  to  order  at  8  o'clock  by  the  chair- 
man, Frank  A.  Marston.  The  records  of  the  November  meeting 
were  read  and  approved. 

The  first  speaker  of  the  evening,  Mr.  Stephen  DeM.  Gage, 
was  introduced,  and  gave  an  illustrated  talk  on  the  subject  of 
the  sanitary  conditions  of  swimming  pools.  The  next  speaker, 
Mr.  S.  K.  Nason,  physical  director  of  the  Brookline  Municipal 
Gymnasium,  described  at  length  the  Brookline  Public  Baths  and 
the  method  of  maintenance.  Mr.  Greenwood  gave  a  brief 
description  of  the  outdoor  swimming  pool  in  Gardner.     Many 
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questions  were  asked  by  members  and  visitors,  and  brief  remarks 
were  made  by  Messrs.  Blake,  Clark,  Whipple  and  Weston. 

It  was  voted  to  extend  the  thanks  of  the  Section  to  both 
Mr.  Gage  and  Mr.  Nason. 

Forty-five  members  and  visitors  were  present. 

The  meeting  adjourned  at  10.30. 

Henry  A.  Varney,  Acting  Clerk. 


APPLICATIONS   FOR   MEMBERSHIP. 

[January  10,  1918.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission,  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications  re- 
lating to  applicants  are  considered  by  the  Board  as  strictly  con- 
fidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  tw^enty  (20)  days  from  the  date  given. 

Emerson,  John  McNeil,  Brookline,  Mass.  (Age  30,  b.  Boston,  Mass.) 
From  June,  1908,  to  June,  1909,  assistant  superintendent  at  factory  of  Penn. 
Fireproofing  Co.,  St.  Marys,  Pa.,  manufacturing  hollow  terra-cotta  blocks; 
from  1909  to  date,  with  Pennsylvania  Tile  and  Cons.  Co.;  for  past  five  years 
has  been  president  of  that  company;  work  has  consisted  of  advising  on  fire- 
proof construction,  redesigning  and  erection.  Refers  to  J.  P.  Gallagher, 
J.  S.  Humphrey,  Mark  Linenthal,  James  F.  Monaghan  and  J.  T.  Scully. 

KiLLiON,  Louis  John,  Roxbury,  Mass.  (Age  33,  b.  Boston,  Mass.) 
Graduate  of  Mass.  Inst,  of  Technology-,  1905,  civil  engineering  course.     From 
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1905  to  1906,  with  Lewis  F.  Shoemaker  &  Co.,  Pottstown  and  Philadelphia, 
Pa.,  on  drafting,  shopwork  and  field  erection;  from  1907  to  1912,  with  H.  P. 
Converse  &  Co.,  Boston,  on  drafting,  designing,  estimating  and  field  erection; 
from  1913  to  November,  1917,  with  Drake  Bros.  Co.  as  superintendent  in 
charge  of  Boston  plant;  is  now  with  engineering  department  of  Monks  & 
Johnson,  on  Destroyer  Plant  at  Squantum,  Mass.  Refers  to  E.  P.  Bliss, 
N.  C.  Burrill,  J.  E.  Carty,  H.  T.  Gerrish,  C.  M.  Spofford  and   G.  F.  Swain. 

Sauer,  Fred  Eugene,  Jr.,  Everett,  Mass.  (Age  24,  b.  Everett,  Mass.) 
Graduate  of  Mass.  Inst,  of  Technology,  19 14,  civil  engineering  course,  degree 
of  B.S.  During  summer  of  1914,  rodman  with  N.  Y.,  N.  H.  &  H.  R.  R. ; 
from  August,  1914,  to  February,  1916,  assistant  engineer  on  subway  construc- 
tion with  Public  Service  Comm.,  New  York  City;  from  February'  to  August, 
19 16,  structural  draftsman  with  Post  &  McCord,  New  York  City;  from 
August,  1916,  to  November  1917,  structural  draftsman  with  Navy  Dept., 
Washington,  D.  C;  from  November,  1917,  to  date,  assistant  engineer  with 
Metcalf  &  Eddy.  Refers  to  C.  F.  Allen,  C.  B.  Breed,  H.  P.  Eddy  and  F.  A. 
Marston. 

Strand,  Harry  Lancaster,  Brighton,  Mass.  (Age  38,  b.  Charlestown, 
Mass.)  Student  at  Mass.  Inst,  of 'Technology  from  1899  to  1901,  architec- 
tural engineering  course.  From  1901  to  1903,  with  C.  B.  Lancaster  Shoe  Co. 
on  construction  work;  from  1903  to  1909,  with  National  Fire  Proofing  Co.  on 
plans  and  redesign;  from  1909  to  date,  with  Pennsylvania  Tile  and  Construc- 
tion Co.  as  manager,  in  charge  of  planning  buildings,  redesigning  and  sales. 
Refers  to  R.  D.  Bradbury,  J.  P.  Gallagher,  C.  R.  Gow,  A.  C.  Holt,  J.  S.  Humph- 
rey, Mark  Linenthal  and  J.  T.  Scully. 


LIST   OF   MEMBERS. 

changes  of  address. 

AspiNW.\LL,  Thomas 54  Stearns  Rd.,  Brookline,  Mass- 

Beard,  Cornelius American  Expeditionary  Force,  France. 

Boas,   Benjamin care  Monks  &  Johnson,  Box  9,  Atlantic,  Mass. 

Brown,  William  Augustine, 

United  States  Naval  Training  Station,  Bumkin  Island,  Mass.  Div.  4,  Dec.  3. 
Cowles,  Luzerne    S.  ...  15  Dwight  St.,  Coolidge's  Corner,  Brookline,  Mass. 

Cutting,  George  W.,  Jr 10  Post  Ofiftce  Sq.,  Boston,  Mass. 

De  La  Have,  Elias  F.,  Jr 30  Waverly  St.,  Ro.xbury,  Mass. 

Drummond,  Capt.  William  W., 

care  W.  D.  Caiger,  44  Manthorne    Rd.,  West  Roxbury,  Mass. 
Hubbard,  Serg.  Carl  P., 

Co.  D.,  nth  Engrs.  (Rly),  U.  S.  Expeditionary  Force,  France. 

HuRD,  Stephen  P 512  Cutler  BIdg.,  Rochester,  N.  Y. 

Monaghan,  Capt.  James  P., 

Ord.  R.  C,  U.  S.  A.,  1330  F  St.  N.  W.,  Washington,  D.  C. 
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Richmond,  Lieut.  Carl  G E.  O.  T.  C,  Camp  Lee,  Petersburg,  Va. 

Sargent,  Frank  C 201  Devonshire  St.,  Boston,  Mass. 

Shaw,  Capt.  Arthur  L 301st  Engrs.,  Camp  Devens,  Ayer,  Mass. 

Smith,  Sidney care  Hill  &  Ferguson,  Camp  Merritt,  N.  J. 

Sumner,  Merton  R Augustine  Mills,  Wilmington,  Del. 

Wade,  Lieut.  Clifford  L Hawthorne  House,  Wellesley  Hills,  Mass. 

Waring,  Major  Charles  T., 

care  Construction  Division,  Signal  Corps,  Langley  Field,  Hampton,  Va. 
WiGGiN,  Capt.  Thomas  H., 
Engr.  Corps.,  U.  S.  R.,  care  Gen.  Taylor,  Amer.  Expeditionary  Force,  France. 

Wood,  Carl  W 147  Milk  St.,  Boston,  Mass. 

Wood,  Capt.  Leonard  P..  .  .American  Expeditionary  Force,  vra  New  York. 
Worcester,  Lieut.  Robert  J.  H 15  Lexington  Rd.,  Concord,  Mass. 

death. 
Herrick,  Henry  A December  14,  1917 


EMPLOYMENT   BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

416.  Age  53.  Graduate  of  Mass.  Inst,  of  Technology,  1886.  Ex- 
perience consists  of  one  year  with  U.  S.  Geological  Survey  on  topographic 
work;  about  twenty-five  years  with  City  of  Boston  in  sewer,  engineering  and 
public  works  departments,  chiefly  on  sewers,  parks,  bridges  and  special  in- 
vestigations; and  about  two  years  with  prominent  engineering  firm  on  studies 
and  designs  for  system  of  sewers  and  surface  water  drains  and  on  bridge  de- 
sign.    Prefers  position  in  Boston  or  vicinity.     Salary  desired,  $200  per  month. 
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LIBRARY   NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Abrasive  Materials  in  1916.     Frank  J.  Katz. 

Annual  Report  of  Governor  of  Panama  Canal  for  1 916-17. 

Barytes  and  Barium  Products  in  1916.     James  M.  Hill. 

Corsicana  Oil  and  Gas  Field,  Texas.  George  Charlton 
Matson  and  Oliver  Baker  Hopkins. 

Fuller's  Earth  in  1916.     Jefferson  Middleton. 

Geology  and  Ore  Deposits  of  Ely,  Nevada.  Arthur  C. 
Spencer. 

Geology  of  Massachusetts  and  Rhode  Island.     B.  K.  Emerson. 

Geology  of  Navajo  Country.     Herbert  E.  Gregory. 

Hydraulic-Mining  Debris  in  Sierra  Nevada.  Grove  Karl 
Gilbert. 

Irvine  Oil  Field,  Estill  Count}^  Kentucky.  Eugene  Wesley 
Shaw. 

Mineral  Resources  of  Kantishna  Region,  Alaska.  Stephen 
R.  Capps. 

Mineral  Resources  of  United  States,  1915:  Part  I,  Metals. 
H.  D.  McCaskey. 

Mining  in  Lower  Copper  River  Basin  and  Prince  William 
Sound  Region,  Alaska.     F.  H.  Moffit  and  B.  L.  Johnson. 

Our  Mineral  Supplies:  Fluorspar,  by  Ernest  F.  Burchard; 
Petroleum,  by  John  D.  Northrop. 

Petroleum  Withdrawals  and  Restorations  Affecting  the 
Public  Domain,  Issued  between  January  16  and  September  30, 
1916. 

Pulpwood  Consumption  and  Wood  Pulp  Production,  1916. 
Franklin  H.  Smith  and  R.  K.  Helphenstine,  Jr. 

Shorter  Contributions  to  General  Geology,  191 6.  David 
White. 

Silica  in  191 6.     Frank  J.  Katz. 

Spirit  Leveling  in  Nevada,  1897  to  1916,  inclusive.  R.  B. 
Marshall. 

Spirit  Leveling  in  Ohio,  1898  to  1916,  inclusive.  R.  B. 
Marshall. 
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Standard  Forms  for  Specifications,  Tests,  Reports  and 
Methods  of  Sampling  for  Road  Materials. 

Water-Supply  Papers  389,  390,  404,  408,  425-B,  438. 

State  Reports. 

New  York.  Annual  Report  of  Public  Service  Commission 
for  First  District  for  1915:   Vols.  I,  Appendix  F,  and  III. 

Texas.  Tables  of  Cubic  Contents  of  Levee  Embankments. 
Arthur  Alvord  Stiles. 

Texas.  Tables  of  Velocity  of  Water  in  Open  Channels, 
derived  from  Kutter's  Formula.     Arthur  Alvord  Stiles. 

Municipal  Reports. 

Boston,  Mass.  Annual  Report  of  City  Planning  Board  for 
1916. 

Boston,  Mass.  Annual  Report  of  Transit  Commission  for 
1916-17. 

Chicago,  111.  Chicago's  Financial  Dilemma.  Bureau  of 
Public  Efficiency. 

Fitchburg,  Mass.  Annual  Report  of  Water  Commissioners 
for  1916. 

Northampton,  Mass.  Annual  Reports  of  City  Officers  for 
1916. 

Miscellaneous. 

American  Society  for  Testing  Materials:  Proceedings  for 
1917.     Gift  of  L.  C.  Wason. 

Canada,  Dept.  of  Mines:  Iron  Ore  Occurrences  in  Canada, 
Vol.  I,  by  E.  Lindeman  and  L.  L.  Bolton;  Portfolio  of  Maps 
illustrating  same. 

National  Lumber  Manufacturers  Association:  The  One- 
Story  Schoolhouse  Idea,  by  Fitzherbert  Leather;  Before  Fed- 
eral Trade  Commission  —  Brief  on  behalf  of  National  Lumber 
Manufacturers  Association. 

Reservoirs  for  Municipal  Water  Supply.  Alfred  D.  Flinn. 
Gift  of  author. 

State  Sanitation,  Vol.  II.  George  Chandler  Whipple. 
Gift  of  author. 

Library  Committee. 
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NEW   ENGINEERING   WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

Commonwealth  of  Massachusetts. —  Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works.  —  All  of  the  poles  and 
towers  for  the  transmission  line  between  the  Wachusett  and  Sud- 
bury power  stations  have  been  erected,  and  are  now  ready  to 
receive  the  insulators  and  the  copper  conductors. 

Metropolitan  Water  and  Sewerage  Board.  —  Sewerage 
Works. — Work  in  progress:   Section  98,  Wellesley  Extension. 

Metropolitan  Park  Commission.  —  Old  Colony  Parkzvay. 
—  Construction  of  a  temporary  bridge  across  the  Neponset  River 
between  Boston  and  Quincy  is  in  progress;  also  construction  of 
double  siphon  for  water  and  gas  under  new  channel. 

Boston  Transit  Commission.  —  Dorchester  Tunnel.  —  The 
interior  finish  of  Broadway  Station  is  about  completed. 

Work  is  progressing  on  the  interior  finish  of  the  station  at 
Andrew  Sq.,  and  work  is  in  progress  on  the  station  for  transfer 
of  passengers  from  the  surface  cars  to  the  tunnel  below. 

New  York,  New  Haven  &  Hartford  R.  R.  Co.  —  South  Boston 
Cut  Improvement.  —  Enlargement  of  South  Boston  Cut  to  Bos- 
ton Freight  Terminal,  to  accommodate  four  tracks  instead  of 
two,  and  reconstruction  of  eleven  overhead  highway  bridges,  so 
as  to  span  four  tracks  instead  of  two,  progressing.  Excavation 
by  steam  shovel  has  advanced  from  westerly  end  of  cut  to  West 
Fourth  Street.  Bridge  abutments  being  constructed  at  West 
Sixth  Street. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engineers 
will  be  held  on 

WEDNESDAY,  FEBRUARY  20,  191 8, 

at   7.45   o'clock   P.M.,   in   Chipmax   Hall,   Tremont   Temple, 
Boston. 

Mr.  Thomas  C.  Atwood  will  give  an  address  on  "  The 
Submarine  Menace  and  the  Squantum  Destroyer  Plant."  The 
address  will  be  illustrated  with  lantern  slides. 

S.  E.  Tinkham,  Secretary. 


NOTICE    OF    SPECIAL    MEETING. 

A  special  meeting  of  the  Society  will  be  held  in  the  So- 
ciety Rooms,  715  Tremont  Temple,  Boston,  on  Wednesday, 
February  27,  at  7.30  o'clock  p.m.  Mr.  Clayton  W.  Mayers,  of 
the  Aberthaw  Construction  Company,  will  read  a  paper  entitled, 
"  Economy  in  the  Design  of  Concrete  Buildings." 

S.  E.  Tinkham,  Secretary. 
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SANITARY  SECTION. 

NOTICE    OF   ANNUAL  MEETING. 

The  annual  meeting  of  the  Sanitary  Section  will  be  held  in 
the  Society  Library,  Tremoxt  Temple, 

WEDNESDAY  EVENING,  MARCH  6,  1918. 

Mr.  Charles  H.  Parker,  Superintendent  Generating  Depart- 
ment, Edison  Electric  Illuminating  Company,  of  Boston,  will 
read  a  paper  entitled,  "  Economy  in  the  Use  of  Fuel  in  Power 
Stations." 


PAPERS  IN  THIS  NUMBER. 

"  Economy  in  the  Design  of  Concrete  Buildings."  C.  W. 
Mayers. 

"  Sewer  Pipe  Joints."     Topical  discussion. 

Current  Discussions. 

Discussion 
Paper.  Author.  Published.     Closes. 

"  Foundations    of  the    New^      C.  T.  Main  and       Jan.   Mar.    10 

Buildings  of  the  Massachusetts   H.  E.  Sawtell. 

Institute  of  Technology." 

"  Concrete    Materials    and        S.  E.  Thompson.      Jan.    Mar.  10 

Design  of   the  New    Buildings 

of  the  Massachusetts  Institute 

of  Technology." 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINUTES  OF  MEETINGS. 

Boston,  January  23,  1918.  —  A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  by  the 
President,  George  C.  Whipple,  at  8  o'clock. 
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There  were  40  members  and  visitors  present. 

The  records  of  the  last  regular  meeting  and  the  special  meet- 
ing of  January  1 1,  1918,  were  read  and  approved. 

The  Secretary  reported  for  the  Board  of  Government  the 
election  of  the  following  to  membership:  In  the  grade  of  member, 
Messrs.  Clarance  Lester  Foster  and  Pusey  Jones,  and  in  the  grade 
of  junior  Mr.  Laurence  Arnold  Gillett. 

The  President  presented,  for  the  Board  of  Government, 
its  recommendation  that  the  following  vote  be  passed:  Voted, 
that  a  sum  not  exceeding  one  hundred  and  twenty-five  dollars 
be  transferred  from  the  income  of  the  Permanent  Fund  to  the 
Current  Fund,  to  cover  the  amount  of  unpaid  dues  for  the  present 
year  of  members  who  are  in  the  war  service  of  the  country,  and 
which  have  been  remitted  by  the  Board  of  Government  under 
authority  of  the  by-laws. 

On  motion  of  Mr.  White,  the  recommendation  was  adopted 
by  a  unanimous  vote. 

The  Secretary  read  a  memoir  of  Otis  F.  Clapp,  late  a  mem- 
ber of  the  Society,  prepared  by  a  committee  consisting  of  William 
D.  Bullock  and  Irving  S.  Wood.  The  memoir  was  accepted 
and  ordered  printed  in  the  Journal. 

The  President  announced  the  death  of  Chauncey  D.  Bryant, 
a  junior  member  of  the  Society,  and  of  the  loist  Engineers, 
which  occurred  in  France  on  January  5,  1918.  The  President 
called  attention  to  the  fact  that  Mr.  Bryant  w^as  the  first  mem- 
ber of  the  Society  who  had  died  in  the  present  war  service.  By 
vote  the  President  was  requested  to  appoint  a  committee  to 
prepare  a  memoir.  He  has  named,  as  that  committee,  Mr. 
Robert  Spurr  Weston. 

On  motion  of  Mr.  Eddy,  the  President  was  requested 
to  appoint  a  committee  of  three  to  submit  to  the  meeting 
the  names  of  five  members  to  serve  as  the  committee  to 
Nominate  Officers  for  the  Ensuing  Year.  The  President  ap- 
pointed Harrison  P.  Eddy,  Hartley  L.  White  and  Frank  L. 
Fuller.  Later  in  the  meeting  this  committee  presented  the  names 
of  Frank  A.  Barbour,  Robert  Spurr  Weston,  George  H.  Brazer, 
David  A.  Ambrose  and  Dana  M.  Wood,  and  by  vote  they  were 
duly  elected  as  the  Nominating  Committee. 
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The  paper  of  the  e\"ening  was  by  Mr.  Frank  B.  Walker, 
entitled,  "  Engineering  Features  in  Connection  with  Loading 
and  Hauling  Iron  Ore  from  Mesabi  Range  to  Lake  Docks." 
The  paper  was  illustrated  with  lantern  slides,  and  a  number  of 
specimens  of  the  ore  were  exhibited. 

Past  President  Eddy  presided  during  the  latter  portion  of 
the  meeting,  President  Whipple  having  been  obliged  to  leave  on 
account  of  another  engagement. 

At  9.45  the  meeting  adjourned. 

S.  E.  TiNKHAM,  Secretary. 


Boston,  January  2,  1918.  —  A  meeting  of  the  Sanitary  Sec- 
tion of  the  Boston  Society  of  Ci\il  Engineers  was  held  this 
evening  in  the  Society  Library,  Tremont  Tem.ple.  The  meeting 
was  called  to  order  at  eight  o'clock  by  the  chairman,  Mr.  Frank 
A.  Marston.  The  minutes  of  the  December  meeting  were  read 
and  approved. 

The  subject  discussed  was  sewer  pipe  joints,  and  the  first 
speaker,  Mr.  J.  Leslie  Woodfall,  read  a  very  interesting  paper 
relating  his  experience  with  various  materials  in  different  parts 
of  New  England.  Mr.  E.  H.  Rogers,  city  engineer  of  Newton, 
gave  a  detailed  account  of  the  method  used  in  that  city.  Mr. 
H.  A.  Varney,  town  engineer  of  Brookline,  described  the  various 
methods  which  had  been  used  in  that  town.  Mr.  Hastings,  cit>' 
engineer  of  Cambridge,  showed  a  method  invented  by  him,  of 
pouring  a  cement  grout  joint.  He  also  described  the  method 
used  in  that  city  for  constructing  sewers  and  drains  in  wet 
ground,  and  showed  a  diagram  of  a  concrete  drain  and  the  method 
of  construction.  Mr.  Brewer,  city  engineer  of  Waltham,  re- 
lated his  experience  in  sulphur  and  sand  joints  and  several  other 
materials.  Mr.  Carpenter  and  Mr.  Branch  also  spoke  on  the 
subject.  Mr.  Neuff,  of  Adams,  described  a  new  method  of  pipe 
jointing  in  which  metal  gaskets  were  used  instead  of  the  ordinary 
rope  yard. 

Eighteen  members  and  visitors  were  present. 

The  meeting  adjourned  at  10.15. 

Henry  A.  Varney,  Acting  Clerk. 
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•  BINDING  SOCIETY  JOURNAL. 

The  Secretary  has  made  arrangements  for  binding  Volume 
4  of  the  Journal  of  the  Society.  The  ten  numbers  will  be  bound 
in  one  volume,  the  style  of  binding  to  be  uniform  with  that  of 
previous  volumes.  The  price  of  binding  this  year  will  be  90 
cents  per  volume. 

Numbers  for  binding  must  be  sent  to  715  Tremont  Temple, 
Boston,  before  March  i,  191 8.  After  this  date,  numbers  will 
not  be  accepted  for  binding  except  with  the  understanding  that 
they  cannot  be  bound  at  the  price  named. 


APPLICATIONS  FOR  MEMBERSHIP. 

[February  12,  191 8.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission,  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications  re- 
lating to  applicants  are  considered  by  the  Board  as  strictly  con- 
fidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Kerstein,  Benjamin  Hoffman,  Dorchester,  Mass.  (Age  24,  b.  Boston, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1916,  civil  engineering  course, 
degree  of  S.B.  From  1916  to  date,  resident  engineer  with  Mass.  Highway 
Com.  Refers  to  A.  B.  Appleton,  Alexander  Bresth,  R.  W.  Coburn,  H.  J. 
Hughes,  J.  H.  O'Connor,  and  W.  N.  Wade. 
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Moore,  RuFus  Read,  Boston,  Mass.  (Age  32,  b.  Milton,  Ind.)  Gradu- 
ate of  Boston  three  years'  evening  course  in  practical  electricity,  1909,  and  of 
Northeastern  College  evening  course  in  electrical  engineering,  1916.  From 
October,  1906,  to  June,  1909,  with  Lundin  Electric  and  Machine  Co.,  Boston, 
on  repairs  and  construction  work  in  central  and  sub-stations;  from  June  to 
November,  1909,  journeyman  electrician  with  M.  B.  Foster  Electric  Co.; 
from  November,  1909,  to  December,  1913,  in  other  than  engineering  work; 
from  December,  1913,  to  June,  1914,  in  charge  of  all  electrical  work  for  Phillips 
Electric  Light  &  Power  Co.,  PhiUips,  Me.;  from  September,  1914,  to  March, 
1915,  with  various  contractors  in  Portland,  Me.;  from  March  to  September, 
1915,  engaged  in  electrical  work  on  coast  defenses  of  Portland,  Me.,  and  New 
London,  Conn.,  districts;  from  September,  1915,  to  August,  1916,  with  Lundin 
Electric  and  Machine  Co.;  from  August,  1916,  to  November,  1917,  chief 
electrician  of  maintenance  with  Gray  &  Davis,  Inc.,  Cambridge;  is  now  drafts- 
man with  Harry  M.  Hope  Engrg.  Co.,  Boston.  Refers  to  W.  W.  Clifford  and 
C.  M.  Durgin. 

Wansker,  Harry  A.,  Boston,  Mass.  (Age  24,  b.  New  York,  N.  Y.) 
Student  at  Mass.  Inst,  of  Technology,  1913  to  1915;  graduate  of  Rhode 
Island  State  College,  1917,  civil  engineering  course,  degree  of  B^S.  During 
summers  of  1913,  1914,  1915  and  1916,  and  from  May  to  November,  1917, 
with  Darrow  Mann  Co.,  Charlestown,  Mass.,  and  Providence,  R.  I.,  on  me- 
chanical drafting,  surveying,  power  plant  construction  and  designing  electrical 
apparatus  for  their  large  coal-handling  plant;  from  November,  1917,  to  date, 
ship  draftsman  with  Hull  Division,  Boston  Navy  Yard.  Refers  to  F.  A.  Cald- 
well, T.  G.  Hazard,  Jr.,  Willard  Kent  and  L.  E.  Moore. 


LIST  OF  MEMBERS. 

ADDITIONS. 

Allen,  Elmer  F 7  Highland  Ave.,  Stoneham,  Mass. 

Bunker,  Page  S., 

Capt.,  Ordnance  Dept.,  U.  S.  R.,  Augusta  Arsenal,  Augusta,  Ga. 

Foster,  Clarance  L 32  Central  Rd.  Somerville,  Mass. 

GiLLETT,  Laurence  A 92  Bromfield  St.,  Newburyport,  Mass. 

Ullian,  Hyman  B 35  Creston  St.,  Dorchester,  Mass. 

Wells,  Edward  P., 

Cadet,  U.  S.  A.  School  of  Military  Aeronautics,  Ithaca,  N,  Y. 

changes  of  address. 

Adams,  Edward  P .  .  1102  Exchange  Bldg.,  Boston,  Mass. 

Appleton,  Arthur     B 11  Sherman  St.,  Beverly,  Mass. 

Beard,  Cornelius, 

1st.  Lieut.,  A  Co.,  loist  Reg.,  U.S.  Engrs., American  Expeditionary  Force,  France 

Brown,  Albert  F.  ..  .36  Maxwell  St.,  Dorchester  Center  Sta.,  Boston,  Mass. 
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Craib,  Charles  G 375  Querbes  Ave.,  Outremont,  P.  Q. 

Craigue,  Joseph  S.,  Capt.,  D.  G.  T.,  American  Expeditionary  Force,  France 

DoLLiVER,  Henry  F 41  Salcombe  St.,  Dorchester,  Mass. 

Green,  Howard  W Box  364,  Ancon,  C.  Z. 

Harty,  John  J.,  Jr.,  care  Monks  &  Johnson,  78  Devonshire  St.,  Boston,  Mass. 

HoBSON,  George  F Capt.,  U.  S.  R.,  305th  Engrs.,  Camp  Lee,  Virginia 

Johnson,  Frank  W., 

Raymond  Concrete  Pile  Co.,  2006  Finance  Bldg.,  Philadelphia,  Pa. 
Luther,  Howard  B., 

Lieut.  (Jun.  Grade),  U.  S.  N.  R.  F.,  1707  H  St.,  N.  W.,  Washington,  D.  C. 

Pierce,  Charles  H ist  Lieut.,  E.  R.  O.  T.  C,  Camp  Lee,  Virginia 

Pratt,  R.  Winthrop 2847  Broxton  Rd.,  Cleveland,  Ohio 

Reed,  Leslie  P., 

2d  Lieut.,  U.  S.  Signal  Reserve  Corps,  Engrg.  Section, 

Room  356,  Union  Sta.,  Washington,  D.  C. 
Wade,  Clifford  L., 

1st  Lieut.,  Engrs.,  U.  S.  A.,  care  U.  S.  Geological  Survey,  Washington,  D.  C. 

Webb,  George  F P.  O.  Box  861,  Bellows  Falls,  Vt. 

Wood,  Carl  W 39  Greenleaf  St.,  Maiden,  Mass. 

Wood,  Frederic  J., 

Major,  Engineers,  U.  S.  R.,  Curtis  Bay  Ordnance  Depot,  So.  Baltimore,  Md. 
Worcester,  Robert  J.  H., 

1st  Lieut.,  Inf.  R.  C,  12th  Co.,  3d  Battalion,  Depot  Brigade, 

Camp  Devens,  Mass. 
Young,  Erving  M., 

care  Constructing    Quartermaster,  Curtis  Bay  Ordnance  Dept.,  Md. 


Bryant,  Chauncey  Davis,  loist  Engineers,  American  Expeditionary  Force. 

Died  in  France,  January  5,  1918. 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each  case 
detailed  information  in  relation  thereto. 
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Men  Available. 

417.  Graduate  of  University  of  Maine,  civil  engineering  course.  Has 
had  several  years'  experience  in  responsible  charge  of  general  building  con- 
struction, as  superintendent  and  engineer.  Is  above  draft  age,  and  American 
citizen.     Will  give  Boston  interview  and  references  to  persons  interested. 


LIBRARY  NOTES. 

Recent  Additions  to  the  Librarv. 

U.  S.  Government  Reports. 

Annual  Report  of  Chief  of  Weather  Bureau  for  191 6-1 7. 

Annual  Report  of  Superintendent,  United  States  Coast  and 
Geodetic  Survey,  for  191 6-1 7. 

Potash  in  1916.     Hoyt  S.  Gale. 

Pottery  in  1916.     Jefferson  Middleton. 

Salt,  Bromine  and  Calcium  Chloride  in  191 6.  Ralph  W. 
Stone. 

Spirit  Leveling  in  Mississippi,  1901  to  1915,  inclusive. 
R.  B.  Marshall. 

Spirit  Leveling  in  South  Dakota,  1896  to  1915,  inclusive. 
R.  B.  Marshall. 

Strontium  in  1916.     James  M.  Hill. 

Thorium  Minerals  in  191 6.     Waldemar  T.  Schaller. 

United  States  Magnetic  Tables  and  Magnetic  Charts  for 
191 5.     Daniel  L.  Hazard. 

State  Reports. 

New  Jersey.  Quaternary  F'ormations  of  Southern  New 
Jersey.     RoUin  D.  Salisbury  and  George  N.  Knapp. 

New  York.  Annual  Reports  of  Conservation  Commission, 
Division  of  Inland  Waters,  for  years  191 1  to  1914. 

New  York.  Annual  Report  of  State  Department  of  Health 
for  1915. 

Municipal  Reports. 

Boston,  Mass.  Annual  Report  of  Public  W'orks  Depart- 
ment for  1 91 6. 
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Detroit,  Mich.  Annual  Report  of  Department  of  Parks 
and  Boulevards  for  1916-17. 

New  York,  N.  Y.  Report  of  Board  of  Water  Supply  on 
Completion  of  First  Stage  of  Catskill  Water  Supply  System,  191 7. 

Philadelphia,  Pa.  Annual  Report  of  Bureau  of  Surveys 
for  1916. 

Miscellaneous. 

Canada,  Department  of  Mines.  Radioactivity  of  Some 
Canadian  Mineral  Springs.     John  Satterly  and  R.  T.  Elworthy. 

Contribution  of  Society  of  Portuguese  Civil  Engineers  to 
World's  Columbian  Exposition,  1893.  Gift  of  Massachusetts 
Institute  of  Technology  Library. 

Hydrated  Lime  Bureau.     Watertight  Concrete. 

Institution  of  Civil  Engineers  (London).  Minutes  of 
Proceedings,  Vol.  CCIII,  1916-17. 

Street  Railway  Fares.  Dugald  C.  Jackson  and  David 
J.   McGrath.     Gift  of  Massachusetts   Institute  of  Technology. 

Sydney  University  Engineers:  Their  School  and  Their 
Work.     James  Vicars. 

The  War,  Australia  and  the  Engineer.  S.  H.  E.  Barra- 
clough. 

Library  Committee. 


NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  1st  of  each  month.) 

Commonwealth  of  Massachusetts. —  Metropolitan  Water 
AND  Sewerage  Board.  - —  Water  Works.  —  All  of  the  poles  and 
towers  for  the  transmission  line  between  the  W^achusett  and  Sud- 
bury power  stations  have  been  erected,  and  some  of  the  cross 
arms  have  been  placed. 

At  the  Arlington  pumping  station  the  new  three-million- 
gallon  centrifugal  pumping  unit  has  been  received,  and  is  now 
being  erected. 
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Metropolitan  Water  and  Sewerage  Board.  —  S^uerage 
Works.  —  Work  in  progress:   Section  98,  Wellesley  Extension. 

Metropolitan  Park  Commission.  —  Old  Colony  Parkway. 
—  Construction  of  a  temporary  bridge  across  the  Neponset  River 
between  Boston  and  Quincy  is  in  progress;  also  construction  of 
double  siphon  for  water  and  gas  under  new  channel. 

Boston  Transit  Commission.  —  Dorchester  Tunnel. — Work 
is  progressing  on  the  interior  finish  of  the  station  at  Andrew 
Sq.,  and  Avork  is  in  progress  on  the  station  for  transfer  of  pas- 
sengers from  the  surface  cars  to  the  tunnel  below. 

New  York,  New  Haven  &  Hartford  R.  R.  Co. — South  Boston 
Cut  Improvement.  —  Enlargement  of  South  Boston  Cut  to  Bos- 
ton Freight  Terminal,  to  accommodate  four  tracks  instead  of 
two,  and  reconstruction  of  eleven  overhead  highway  bridges,  so 
as  to  span  four  tracks  instead  of  two,  progressing.  Excavation 
by  steam  shovel  has  advanced  from  westerly  end  of  cut  through 
West  Fourth  St.  Bridge  abutments  being  constructed  at 
West  Sixth  St.  and  West  Fifth  St. 
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SEVENTIETH   ANNUAL    MEETING. 

The  annual  meeting  of  the  Boston  Society  of  Civil  Engineers 
will  be  held  at  the  Boston  City  Club,  Ashburton  Place,  Boston,  on 

WEDNESDAY,  MARCH  20,  1918. 

The  annual  meeting  this  year  will  consist,  as  usual,  of  three 
principal  features,  the  order,  however,  being  slightly  changed. 
The  annual  dinner  will  be  the  first  feature,  followed  by  the  busi- 
ness meeting  and  closing  with  the  smoker. 

Program. 

Annual  Dinner.  —  The  thirty-sixth  annual  dinner  will  be 
served  at  1.30  o'clock  p.m.,  in  the  main  banquet  hall  or  audi- 
torium on  the  fourth  floor  of  the  Clubhouse. 

At  three  o'clock,  Mr.  Robert  Ridgway,  engineer  of  Subway 
Construction,  will  give  an  illustrated  talk  on  "  The  New  York 
Subways." 

Those  who  find  it  impossible  to  attend  the  dinner  are  strongly 
urged  to  be  present,  at  least,  for  this  portion  of  the  entertainment. 

Business  Meeting.  —  The  annual  meeting  required  by  the 
constitution  will  be  called  to  order  at  5  o'clock,  in  one  of  the 
smaller  dining-rooms  on  the  eighth  floor  of  the  Clubhouse. 

Business.  —  Announcement  of  the  election  of  new  members. 

To  receive  the  annual  reports  of  the  Board  of  Government, 
of  the  Treasurer,  and  of  the  Secretary. 
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To  receive  the  annual  reports  of  the  several  special  com- 
mittees. 

To  reappoint  the  several  special  committees. 

Announcement  of  the  result  of  letter-ballot  for  officers  for 
the  ensuing  year. 

Address  of  the  retiring  President. 

Smoker.  —  The  usual  informal  smoker  will  be  held  in  the 
evening,  in  the  main  banquet  hall,  on  the  fourth  floor  of  the 
Clubhouse,  beginning  at  6.30  o'clock. 

S.  E.  Ti^KHXM,  Secretary. 


PAPERS   IN   THIS    NUMBER. 

"  The  Mesabi  Iron  Range."     Frank  B.  Walker. 

"  The  Hydraulic  Laboratory  of  the  Massachusetts  Insti- 
tute of  Technology."     George  Edmund  Russell. 

"  Effect  of  Heating  Concrete  Materials  in  the  Mixer." 
H.  E.  Sawtell. 

"  Discussion  of  the  Foundations  of  the  New  Buildings  of 
Massachusetts  Institute  of  Technology."     J.  R.  Worcester. 

Memoirs  of  Deceased  Members. 


Current  Discussion. 

Discussion 
Paper.  Author.  Published.  Closes. 

"  Economy  in  the  Design  of 

Concrete  Buildings."  C.  W.  Mayers.      Feb.       Apr.  10. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINUTES   OF   MEETINGS. 

Boston,  January  11,  1918.  —  A  special  meeting  of  the  Bos- 
ton Society  of  Civil  Engineers  was  held  this  evening  in  Chipman 
Hall,  Tremont  Temple,  and  was  called  to  order  by  the  President, 
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George  C.  Whipple,  at  8  o'clock.  There  were  present  125  mem- 
bers and  guests,  a  large  proportion  of  the  latter  being  ladies. 
An  informal  reception  in  the  Society  rooms  preceded  the  meeting. 

Mr.  John  R.  Freeman,  a  past  president  of  the  Society,  gave 
a  most  interesting  talk  on  "  The  Experiences  of  an  Engineer  in 
the  Far  East." 

Mr.  Freeman  illustrated  his  talk  with  a  large  number  of 
very  beautifully  colored  slides,  made  in  Japan  from  photographs 
gathered  by  him  on  his  trip,  many  of  which  were  taken  by  him- 
self. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 


Boston,  February  20,  1918. — A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  at  Chip- 
man  Hall,  Tremont  Temple,  and  was  called  to  order  by  the  Presi- 
dent, George  C.  Whipple,  at  8  o'clock. 

There  were  140  members  and  visitors  present. 

By  vote  the  reading  of  the  record  of  the  last  meeting  was 
dispensed  with  and  it  was  approved  as  printed  in  the  February 
Journal. 

The  President  reported  for  the  Board  of  Government  that 
it  had  elected  to  membership,  in  the  grade  of  member,  Messrs. 
John  McNeil  Emerson,  Louis  John  KilHon,  Fred  Eugene  Sauer, 
Jr.,  and  Harry  Lancaster  Strand. 

The  Secretary  submitted  for  Mr.  Charles  T.  Main,  the 
committee  appointed  for  the  purpose,  a  memoir  of  Henry  A. 
Herrick.  By  vote,  the  memoir  was  accepted  and  ordered  printed 
in  the  Journal. 

The  President  announced  the  death  of  Charles  W.  Gay,  a 
member  of  the  Society,  which  occurred  at  Lynn,  Mass.,  on  Feb- 
ruary I,  1918,  and  by  vote  he  was  requested  to  appoint  a  com- 
mittee to  prepare  a  memoir.  He  has  named,  as  this  committee, 
Messrs.  W.  L.  Vennard  and  Frank  B.  Rowell. 

A  communication  was  read  from  the  Municipal  Section  of 
the  Providence  Engineering  Society,  extending  an  invitation  to 
the  members  of  this  Society  to  be  present  at  a  meeting  to  be 
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held  in  Providence  on  April  24,  1918,  at  which  Mr.  Frank  E. 
Winsor  will  speak  on  "  The  Development  of  the  New  Providence 
Water  Supply  to  Date." 

By  vote  the  thanks  of  the  Society  were  extended  to  the 
Providence  Engineering  Society  for  its  courteous  invitation,  and 
the  Secretary  was  directed  to  bring  the  invitation  to  the  atten- 
tion of  the  members  of  the  Society. 

A  letter  was  read  from  Mr.  J.  R.  Worcester,  addressed  to 
the  Society's  Committee  on  Legislative  Affairs,  calling  attention 
to  House  Bill  No.  1220,  which  deals  with  the  engineering  sec- 
tions of  the  Boston  Building  Laws  and  is  an  attempt  to  bring 
them  up  to  date. 

On  motion  of  Mr.  Sherman,  the  thanks  of  the  Society  were 
voted  to  the  Aberthaw  Construction  Company  for  courtesies 
extended  to  fnembers  who  took  part  in  the  excursion,  this  after- 
noon, to  the  Squantum  Destroyer  Plant,  and  for  its  generosity 
in  providing  transportation  to  and  from  the  plant. 

The  following  vote,  passed  at  the  last  meeting  of  the  Society, 
was  again  passed  by  a  unanimous  vote,  as  required  by  the  By- 
Laws: 

"Voted,  that  a  sum  not  exceeding  one  hundred  and  twenty-five  dollars 
be  transferred  from  the  income  of  the  Permanent  Fund  to  the  Current  Fund, 
to  cover  the  amount  of  unpaid  dues  for  the  present  year  of  members  who  are 
in  the  war  service  of  the  country,  and  which  have  been  remitted  by  the  Board 
of  Government  under  authority  of  the  By-Laws." 

The  President  then  introduced  Lieut.  Robert  B.  Street, 
chaplain  of  the  Twenty-fifth  Regiment  of  Engineers,  LI.S.N.A., 
which  is  now  stationed  at  Camp  Devens  but  is  expected  to  be 
ordered  to  France  at  once.  Lieutenant  Street  made  an  earnest 
plea  for  a  contribution  to  the  Chaplain's  Fund  of  this  regiment 
of  engineers.  He  stated  that  the  Government  does  not  provide 
any  funds  from  which  a  chaplain  can  draw  to  meet  the  many  de- 
mands which  come  to  him  in  his  work,  and  he  is  forced  to  raise 
the  money  in  any  way  he  can.  He  therefor  asked  the  engineers 
of  Boston  to  make  a  contribution  to  this  fund  to  be  used  for  the 
welfare  and  comfort  of  their  brothers  who  are  to  go  to  France. 

The  President  said  he  would  be  glad  to  receive  checks  from 
members,  to  be  forwarded  to  Lieutenant  Street.     Past-President 
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Howe  said  that  as  there  was  a  large  attendance  at  the  meeting, 
he  would  suggest  that  "  the  hat  be  passed  around."  The  sug- 
gestion was  received  with  favor  by  the  meeting,  and  as  a  result 
a  very  generous  collection  was  taken  up  and  given  to  Lieutenant 
Street. 

Mr.  Thomas  C.  Atwood,  supervising  engineer  at  the  Vic- 
tory Plant,  then  gave  a  most  interesting  address  on  "  The  Sub- 
marine Menace  and  the  Squantum  Destroyer  Plant."  The  ad- 
dress was  illustrated  with  a  large  number  of  lantern  slides. 


Adjourned. 


S.  E.  TiNKHAM,  Secretary. 


WITH   THE    lOlST   ENGINEERS   IN   FRANCE. 

Abstract  of  a  Letter  just  received. 

France,  February  8,   1918. 

My  dear  Mr.  Sherman,  —  I  was  delighted  to  get  a  letter  from 
you  a  few  days  ago,  and  I  am  taking  this,  the  first  opportunity,  of 
answering  it.  I  have  had  charge  of  two  of  the  companies  of  the 
regiment  practically  since  it  landed  in  France.  We  have  been 
doing  a  large  amount  of  construction  work  under  trying  condi- 
tions. The  men  have  stood  up  to  it  well,  and  have  received 
many  commendations  from  officers  high  in  command. 

We  have  been  building  what  amounts  to  a  small  town,  w^ith 
water  works,  sewerage  system,  electric  lighting,  etc.,  and  I  have 
had  to  be  mayor,  chief  of  police,  fire  department,  judge  of  the 
court,  and  all.  Have  had  under  me  very  nearly  one  thousand 
men,  and  it  is  really  some  little  job  to  look  after  their  food,  cloth- 
ing, medical  attention  and  all.  I  have  quite  a  contractor's 
organization  worked  up,  which  would  be  of  considerable  value  to 
some  contractor  if  it  could  but  be  turned  over  entire.  Osborn- 
ville,  as  the  men  have  facetiously  called  this  addition  to  the 
landscape,  has  grown  very  fast.  But  there  is  other  work  for 
us  to  do  shortly,  and  if  I  am  still  able  to  make  my  wrist  twitch 
I  may  be  able  to  tell  you  something  of  that  other  kind  of  work 
later.   .   .   . 

The  regiment  got  together  for  a  review,  the  other  day,  and 
it  certainly  inade  a  Kne  appearance.     The  band,  whose  instru- 
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ments  were  paid  for  by  the  B.  S.  C.  E.  fund,  is  certainly  a  fine 
addition  and  much  appreciated  by  the  men.  The  generosity  of 
the  Society  made  it  possible  to  give  these  hard-working  boys  the 
pleasure  of  listening  to  and  marching  to  the  martial  tunes  we 
love  so  well.  An  engineer  regiment  is  not  allowed  a  band,  but 
the  help  of  the  Society  was  such  as  to  give  the  boys  something 
which  would  have  been  greatly  missed.  Its  possibility  I  believe 
has  had  a  marked  effect  on  their  health  and  esprit  du  corps.  .  .  . 
Very  sincerely. 

John  F.  Osborn, 
Captain  loist  U.  S.  Engineers,  A.  E.  F. 


APPLICATIONS   FOR   MEMBERSHIP. 

[March  12,  1918.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Brackett,  Leroy  Gile,  Somerville,  Mass.  (Age  26,  b.  Biddeford, 
Me.)  Graduate  of  Boston  Y.  M.  C.  A.  Evening  Polytechnic  School,  1913, 
civil  engineering  course;  has  taken  several  courses  with  Massachusetts  Uni- 
versity Extension.  From  winter  of  191 1  to  June,  1914,  rodman,  transitman 
and  draftsman  with  Silverman  Engineering  Co.;  from  June,  1914,  to  date, 
with  N.  Y.,  N.  H.  &  H.  R.  R.  in  office  of  division  engineer  and  in  construction 
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department;  is  now  draftsman  in  construction  department.  Elected  a  junior 
April  21,  19 1 5,  and  now  desires  to  be  transferred  to  grade  of  member.  Refers 
to  W.  H.  Bacon,  C.  H.  Restall,  Malcolm  Rich  and  A.  S.  Tuttle. 

Silverman,  Max,  Dorchester,  Mass.  (Age  27,  b.  Boston,  Mass.) 
Graduate  of  Tufts  College,  1914.  From  September,  1914,  to  September, 
1916,  with  Boston  Transit  Com.;  was  employed  for  eight  months  with  Mass. 
Highway  Com.;  for  nine  months  to  date,  draftsman  with  B.  &  A.  R.  R. 
Elected  a  junior  June  16,  1915,  and  now  desires  to  be  transferred  to  grade  of 
member.  Refers  to  S.  L.  Conner,  W.  W.  Davis,  P.  C.  Nash,  F.  B.  Sanborn 
and  S.  S.  von  Loesecke. 

Stafford,  Earl,  Somerville,  Mass.  (Age  32,  b.  Rockport,  Mass.) 
Graduate  of  Tufts  College,  1908,  mechanical  engineering  course,  degree  of 
B.S.  From  1908  to  1909,  draftsman  with  Bay  State  St.  Ry.  Co.;  from  1909 
to  1910,  draftsman  with  Boston  Bridge  Works;  from  1910  to  191 1,  designer 
on  miscellaneous  water-power  development  work  with  Ambursen  Co.,  of 
Boston;  from  1911  to  1914,  designing  engineer  with  George  F.  Hardy,  Boston, 
and  consulting  engineer.  New  York,  on  paper  and  pulp  mills  and  hydro- 
electric developments;  from  1914  to  19 1 5,  designer  with  Power  Construction 
Co.  on  Deerfield  River  developments  in  Massachusetts;  from  1915  to  1916, 
designing  engineer  with  Fargo  Engrg.  Co.,  Jackson,  Mich.,  on  hydro-electric 
developments;  from  1916  to  1917,  designing  engineer  with  Utah  Copper  Co. 
in  Utah  and  Chino  Copper  Co.  in  New  Mexico;  is  now  assistant  to  John  F. 
Vaughan,  Cons.  Engr.,  Boston.  Refers  to  H.  L.  Coburn,  E.  A.  Norwood, 
Malcolm  Rich,  H.  C.  Whitmore  and  D.  M.  Wood. 


LIST   OF   MEMBERS. 

ADDITIONS. 

Jones,  Pusey Room  304,  North  Station,  Boston,  Mass. 

CHANGES    IN    ADDRESS. 

Barnes,  T.  Howard 50  Rockland  Ave.,  Yonkers,  N.  Y. 

Bowers,  George  W Care  A.  Bentley  &  Sons  Co.,  Jacksonville,  Fla. 

Coffin,  Samuel  P 1299  Commonwealth  Ave.,  Allston,  Mass. 

CoGHLAN,  John  H 5057  Summer  St.,  Philadelphia,  Pa. 

Curtis,  Allen Room  8,  Union  Station,  Worcester,  Mass. 

DeMerritt,  Robert  E., 

2d  Lieut.,  Coast  Artillery  Corps,  Fort  Monroe,  Va. 

Eddy,  H.  Prescott,  Jr Norfolk  Navy  Yard,   Norfolk,  Va. 

Farrell,  Francis  B 113  Atlantic  Ave.,  Atlantic,  Mass. 

Flinn,  Alfred  D Room  901,  29  West  39th  St.,  New  York,  N.  Y. 

Freed,  Charles 12  Greenock  St.,  Dorchester,  Mass. 

Hall,  Charles  Loring, 

Care  Isaac  Prouty  &  Co.,  133  Main  St.,  Spencer,  Mass. 
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Harty,  John  J.,  Jr., 

Capt.  Ord.  Dept.,  U.S.R.,  Springfield  Armory,  Springfield,  Mass. 

Huntington,  Frederick  W Belcher  St.,  Holbrook,  Mass. 

HuRD,  Stephen  P 644  Adams  St.,  E.  Milton,  Mass. 

Lee,  Edward  G Care  Southern  Power  Co.,  Charlotte,  N.  C. 

Lewis,  George  W Care  Hugh  Nawn  Contracting  Co.,  Hog  Island,  Pa. 

Perkins,  Theodore  P 352  North  Station,  Boston,  Mass. 

Porter,  Arthur  P 15  Glen  Rd.,  Newton  Lower  Falls,  Mass. 

Power,  William  J.,  Jr 5  Grant  PI.,  Waltham,  Mass. 

Silverman,  Max 26  Fernboro  St.,  Dorchester,  Mass. 

Smith,  Chester  W 160  Middle  St.,  Portsmouth,  N.  H. 

SouTAR,  George  P Care  U.  S.  Weather  Bureau,  Boston,  Mass. 

Starr,  John  A Box  411,  Chatham,  Mass. 

Stenberg,  Thornton  R 23  Burncoat  St.,  Worcester,  Mass. 

Strout,  Henry  E Lieut.,  Camp  Fremont,  California 

Woodbury,  Stanley  W 15  Mall  St.,  Salem,  Mass. 

death. 
Gay,  Charles  W February  i,  1918 


EMPLOYMENT   BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  rooms  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

418.  Age  32.  Received  technical  education  at  Brown  University, 
class  of  1909,  civil  engineering  course.  Has  had  two  years'  experience  on  rail- 
road construction  and  surveying,  one  year  on  topographical  and  city  survey- 
ing, and  four  years  on  construction  work.  Desires  position  as  engineer  on 
construction  work.     Salary  desired,  $45  per  week. 

419.  Age  36.  Graduate  of  Mass.  Inst,  of  Technology,  civil  engineer- 
ing course.  Experience  includes  about  five  years  in  west  on  railroad  location 
and  canal  surveys,  six  years  in  office  of  engineer  of  structures  in  Boston,  and 
five  months  on  design  of  steel  and  reinforced  concrete  for  steam  power  houses. 
Desires  position  as  chief  draftsman  on  structural  steel  or  concrete.  Salary 
desired,  $170  per  month. 
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420.  Age  50.  Graduate  of  Harvard  University,  1890;  regular  student 
for  three  years,  Mass.  Inst,  of  Technology;  member  of  Society.  Experience 
as  follows:  Six  years  on  sewerage,  water  works,  and  general  municipal  engi- 
neering; about  twenty  years  as  assistant  engineer  with  Boston  Elevated  Rail- 
way Co.  on  land  takings,  estimating  abutters  damages,  abolition  of  five  grade 
crossings,  estimates  and  designs  of  subways  and  stations  and  the  complete 
requipment  of  stations;  investigation  of  elevated  and  subway  routes  and  loca- 
tion of  stations.  Desires  position  on  Investigation  or  construction  work. 
Salary  desired,  S200  per  month. 


LIBRARY   NOTES. 

Recent  Additions  to  the  Library. 

On  Military  Engineering  and  Related  Subjects. 

Elements  of  Military  Sketching  and  Map  Reading.  Capt. 
John  B.  Barnes. 

U.  S.  Government  Reports. 

Annual  Report  of  Chief  of  Engineers,  U.  S.  Army,  for  1917. 
3  \'ols. 

Bibhography  of  Recent  Literature  on  Flotation  of  Ores, 
July  to  December,  1916.     D.  A.  Lyon  and  others. 

Blast-Furnace  Breakouts,  Explosions,  and  Slips,  and  Meth- 
ods of  Prevention.     F.  H.  Willcox. 

Cost  Accounting  for  Oil  Producers.     Clarence  G.  Smith. 

Effects  of  Grazing  upon  Western  Yellow-Pine '  Reproduc- 
tion in  National  Forests  of  Arizona  and  New  Mexico.  Roliert 
R.  Hill. 

Firing  Bituminous  Coals  in  Large  House-Heating  Boilers. 
S.  B.  Flagg. 

Mineral  Resources  of  Ignited  States,  191 5.'  Part  II,  Non- 
metals.     K.  F.  Burchard. 

Suggestions  for  Safe  Operation  of  Gasoline  Engines  in  Mines. 
R.  H.  Kudlich  and  Edwin  Higgins. 

Use  of  Waterways  a  War  Necessity.  Hon.  Joseph  E. 
Ransdell. 

Waterways  and  Harbors  of  United  States.  S.  A.  Thomp- 
son, Ed. 
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State  Reports. 

Massachusetts.  Report  of  State  Board  of  Health  upon 
Sewerage  of  City  of  Salem  and  Town  of  Peabod>',  1896.  Gift  of 
A.  F.  Brown. 

Municipal  Reports. 

Chicago,  111.  Report  relating  to  Existing  Lake  Levels, 
19 1 7.     George  M.  Wisner. 

Chicago,  111.  Water  Works  System  of  Chicago,  1917. 
Bureau  of  Public  Efficiency. 

Fitchburg,  Mass.  Reports  of  Sewage  Disposal  Commis- 
sion for  1910  to  191 7,  inclusi\'e.  bound  in  one  \olume.  Gift  of 
D.  A.  Hart  well. 

Providence,  R.  I.  Annual  Report  of  Department  of  Public 
Works  for  19 17. 

Miscellaneous. 

Canada,  Department  of  Interior,  Topographical  Surveys 
Branch:  Description,  Adjustments  and  Methods  of  Use  of  Six- 
Inch  Micrometer  Block  Survey  Reiterating  Transit  Theodolite, 
1912  Pattern.     W.  H.  Herbert. 

Canada,  Department  of  Mines:  Summary  Report  of  Mines 
Branch  for  19 16. 

Industrial  Arts  Index  for  1917.  Charlotte  G.  Noyes  and 
Louise  D.  Teich,  Ed. 

Power  Specialty  Co.:  Superheated  Steam. 

Washington's  Nine  Months  at  War.     Raymond  B.  Price. 

Library  Committee. 


NEW   ENGINEERING    WORK. 

(Under  this  head  a  brief  description  of  new  engineering  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month.) 

Commonwealth  of  Massachusetts.  —  Metropolitan  Park 
Commission.  —  Old  Colony  Parkivay.  —  Construction  of  a  tem- 
porary bridge  across  the  Xeponset  Ri\er  between  Boston  and 
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Quincy  is  in   progress;    also  construction  of  double  siphon   for 
water  and  gas  under  new  channel. 

BosTOX  Transit  Commission. — Dorchester  Tunnel. — Work 
is  progressing  on  the  interior  finish  of  the  station  at  Andrew 
Sq.,  and  work  is  in  progress  on  the  station  for  transfer  of  pas- 
sengers from  the  surface  cars  to  the  tunnel  below. 

Boylsto?!.  Street  Suhivay.  —  Work  has  been  started  on  the 
surface  station  for  the  transfer  of  passengers  to  and  from  the 
Massachusetts  Station  of  the  Boylston  Street  subway. 

City  of  Boston.  —  Public  Works  Department,  Highway 
Division',  Pavin'G  Service.  —  Work  is  in  progress  on  the  follow- 
ing streets : 

-Mger  St.,  from  Dorchester  Ave.  to  N.  Y.,  N.  II.  &  H.  R.  R.  Moving  buildings. 

Pontiac  St.,  from  Tremont  St.  to  Hillside  St.  Blasting  rock. 

Grove  St.,  from  Centre  St.  to  Washington  St.  Taking  down  trees. 

New  York,  New  Haven  &  Hartford  R.  R.  Co.  —  South  Boston 
Cut  Improvement.  —  Enlargement  of  South  Boston  Cut  to  Bos- 
ton Freight  Terminal,  to  accommodate  four  tracks  instead  of 
two,  and  reconstruction  of  eleven  overhead  highway  bridges,  so 
as  to  span  four  tracks  instead  of  two,  progressing.  Excavation 
by  steam  shovel  has  advanced  from  westerly  end  of  cut  to  Silver 
St.  Bridge  abutments  being  constructed  at  W^est  Sixth  St.  ^nd 
West  Fifth  St.  Concrete  work  retarded  owing  to  extreme  cold 
weather.  Permanent  pumping  plant  being  constructed  at  Dor- 
chester Ave. 
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NOTICE  OF  REGULAR  MEETING. 

A  REGULAR  meeting  of  the  Boston  Society  of  Civil  Engi- 
neers will  be  held  on 

WEDNESDAY,   APRIL    17,    1918, 

at   7.45   o'clock   P.M.,   in   Chipmax   Hall,   Tremoxt  Temple, 
Boston. 

Commander  H.  R.  Stanford,  Ci\il  Engineer,  U.S.-N.,  will 
give  a  talk  on  "  The  Pearl  Harbor  Dry  Dock,  Hawaii."  The 
talk  will  be  illustrated  with  lantern  slides. 

S.  E.  TiNKHA^r,  Secretarv. 


PAPERS  IN  THIS  NUMBER. 

Address  at  the  Annual  Meeting.     George  C.  Whipple. 
"  Economy  in  the  Use  of  Fuel  in  Power  Stations."     Chas. 
H.  Parker. 

Memoir  of  deceased  member. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 
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MINUTES  OF  MEETINGS. 

Boston,  Mass.,  February  27,  1918.  —  A  specitil  meeting 
of  the  Boston  Society  of  Civil  Engineers  was  held  this  evening 
at  the  Society  rooms,  and  was  called  to  order  by  the  President, 
George  C.  Whipple,  at  7.45  o'clock. 

There  were  27  members  and   visitors  present. 

Mr.  Clayton  W.  Mayers,  of  the  Aberthaw  Construction 
Company,  was  present  and  read  a  paper  entitled,  "  Economic 
Design  of  C^oncrete  Buildings."  This  paper  was  printed  in  the 
February,  1918,  number  of  the  Journal. 

The  discussion  following  the  reading  of  the  paper  was 
opened  by  a  short  communication  from  Mr.  Joseph  R.  Worcester, 
which  was  read  by  the  Secretary. 

Others  who  took  part  in  the  discussion  were  Burtis  S. 
Brown,  John  R.  Nichols,  Leslie  H.  Allen  and  Clayton  W^  Mayers. 

After  passing  a  vote  of  thanks  to  Mr.  Mayers,  who  is  not 
a  member  of  the  Society,  for  his  courtesy  in  presenting  so  valuable 
and  interesting  a  paper,  the  Society  adjourned. 

S.  E.  TiNKHAM,  Secrefarv. 


Boston,  Mass.,  March  20,  1918.  —  The  seventieth  annual 
meeting  of  the  Boston  Society  of  Ci\il  Engineers  was  held  at 
the  Boston  City  Club,  Ashburton  Place,  Boston,  on  Wednesday, 
March  20,   1918. 

The  thirty-sixth  annual  dinner  which  preceded  the  business 
meeting  was  served  in  the  auditorium  of  the  Clubhouse  at  half 
past  one  o'clock,  the  President  of  the  Society,  Prof.  George  C. 
Whipple,  presiding. 

During  the  serving  of  the  dinner.  Past  President  Richard 
A.  Hale  read  the  Roll  of  Honor  of  the  Society,  a  list  of  its  mem- 
bers who  are  ser\ing  in  the  army  or  navy  of  the  United  States 
or  any  of  its  allies.  This  list  is  printed  in  the  April  number  of 
the  Journal. 

At  the  call  of  the  President,  the  Secretary  read  extracts 
from  letters  written  by  three  members  who  are  with  the  American 
Expeditionary  Force  in  France,  Captain  John  F.  Osborn,  loist 
Engineer  Regiment;   Captain  Lewis  E.  Moore,  Engineer  Reser\e 
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Corps,  and  Major  Benjamin  W.  Guppy,  114th  Engineer  Reserve 
Corps.  For  these  extracts  from  personal  letters  the  Society  is 
indebted  to  Mr.  C.  W.  Sherman,  Mrs.  L.  E.  Moore  and  Mr. 
A.  B.  Corthell. 

The  Society  was  honored  by  the  presence,  for  a  short  time, 
of  His  Honor  Andrew  J.  Peters,  Mayor  of  Boston,  who  made  a 
brief  address  extending  the  hearty  welcome  of  the  City  to  the 
members  of  the  Society. 

The  President  then  introduced  Mr.  Robert  Ridgway,  of 
New  York,  Engineer  of  Subw'ay  Construction,  who  gave  a  most 
interesting  talk  on  "  The  New  York  Subways,"  w^hich  was  very 
fully  illustrated  with  lantern  slides.  At  the  conclusion  of  the 
talk,  on  motion  of  Past  President  Eddy,  a  unanimous  \ote  of 
thanks  to  Mr.  Ridgway  was  passed  for  his  courtesy  in  presenting 
to  the  Society  so  graphic  a  description  of  the  New  York  subway 
work. 

At  five  o'clock  the  business  meeting  was  called  to  order,. in 
Rooms  B  and  C  of  the  Clubhouse,  by  President  Whipple. 

The  record  of  the  February  meeting  of  the  Society  was 
read  and  approved. 

The  President  announced  the  death  of  Thomas  Aspinwall, 
a  member  of  the  Society,  which  occurred  on  March  2,  1918,  and 
by  vote  the  President  w-as  requested  to  appoint  a  committee  to 
prepare  a  memoir.  The  President  has  named  as  the  committee, 
Messrs.  Edwin  H.  Lincoln  and  Desmond  FitzGerald. 

The  annual  report  of  the  Board  of  Government  was  read 
by  the  Secretary,  and  by  vote  was  accepted  and  ordered  printed 
in  the  Journal. 

On  motion  of  Mr.  C.  W.  Sherman,  it  was  voted  unanimously: 
That  the  dues  for  the  year  191 8-1 9  be  abated  to  all  members 
in  the  military  or  naval  service  of  the  United  States  or  its  allies; 
and  that  a  sum  not  exceeding  one  thousand  dollars  be  appro- 
priated from  the  income  of  the  Permanent  Fund  to  reimburse 
the  Current  Fund  of  the  Society  for  the  resulting  loss. 

The  Treasurer  read  his  annual  report,  and  by  vote  it  was 
accepted  and  ordered  printed  in  the  Journal. 

The  Secretary  read  his  annual  report  which  was  also  ac- 
cepted and  ordered  printed  in  the  Journal. 


4*  BOSTON   SOCIETY   OF   CIVIL    ENGINEERS. 

The  Librarian  read  the  annual  report  of  the  Committee 
on  the  Library,  which  was  accepted  and  ordered  printed  in  the 
Journal. 

Mr.  David  A.  Ambrose,  chairman  of  the  Committee  on 
Social  Activities,  read  the  report  of  that  committee,  and  by 
vote  it  was  accepted  and  ordered  printed  in  the  Journal. 

Mr.  C.  W.  Sherman,  in  the  absence  of  its  chairman,  pre- 
sented and  read  the  report  of  the  Committee  on  Run-off  Available 
for  Water  Power  Purposes.  The  report  was  accepted  as  a  prog- 
ress report  and  ordered  printed  in  the  Journal  and  the  com- 
mittee continued. 

By  vote,  the  appointment  of  the  several  committees  of  the 
Society  was  referred  to  the  Board  of  Go^•ernment  with  full 
powers. 

The  tellers  of  election,  Messrs.  Albert  F.  Brown  and  William 
A.  Bryant,  submitted  the  result  of  the  letter  ballot  for  officers 
of  the  Society  for  the  ensuing  year,  and  in  accordance  with  their 
report,  the  President  announced  that  the  following  officers  had 
been  elected: 

President  —  Charles  M.  Spofford. 

Vice-President  (for  two  years)  —  Leonard  C.  Wason. 

Secretary  —  S.  Everett  Tinkham. 

Treasurer  —  Frank  O.  Whitney. 

Directors  (for  two  years)  —  John  L.  Howard  and  Edwin  H. 
Rogers. 

Members  of  Nominating  Committee  (to  serve  two  years)  — 
Charles  T.  Main,  Edmund  M.  Blake  and  Arthur  T.  Safford;  (to 
serve  one  year)  —  George  A.  Carpenter,  Edgar  S.  Dorr  and 
Henry  B.  Wood. 

The  Secretary  stated  that  a  request  had  been  received 
from  the  committee  in  charge  of  the  campaign  for  the  Third 
Liberty  Loan  in  Boston  and  the  proposed  parade  in  its  interest 
to  be  held  in  Boston  on  April  6  next,  asking  the  Society's  assist- 
ance in  this  work.  After  a  discussion  it  was  voted  to  refer  the 
matter  to  the  Board  of  Government  with  full  powers. 

The  retiring  President,  George  C.  Whipple,  then  delivered 
the  annual  address  of  the  president,  which  will  be  printed  in  the 
April  number  of  the  Journal. 
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The  meeting  then  adjourned  to  participate  in  the  annual 
smoker  which  was  held  in  the  auditorium  of  the  Club. 

The  smoker  was  of  the  same  general  character  as  those  of 
former  years.  Music  was  furnished  by  a  Jazz  Band,  and  light 
refreshments  were  served. 

The  singing  of  the  old  songs  and  several  new  ones  which 
had  been  written  by  members  for  the  occasion  was  more  en- 
thusiastic if  possible  than  ever  before.  The  entertainment  was 
of  a  more  varied  character  than  usual.  Two  sets  of  motion 
pictures  were  shown,  depicting  war  scenes,  one  entitled,  "  The 
German  Curse  in  Russia,"  and  the  other,  "  Italy  on  the  Firing 
Line." 

Two  entertainers  were  also  presented,  —  Mr.  Darling,  "  the 
cartoonist  and  mud-pie  man,"  and  Mr.  Lorraine,  a  monologist 
and  imitator. 

A  new  feature  was  inaugurated  at  this  smoker,  the  first 
annual  line-up,  an  informal  reception  to  the  new  officers  and 
members  who  have  joined  the  Society  since  the  last  annual 
meeting. 

The  attendance  at  the  several  functions,  while  not  as  large 
as  last  year,  was  more  than  260. 

S.  E.  TiXKHAM,  Secretary. 


Annual  Meeting  of  the  Sanitary  Section. 

Boston,  Mass.,  March  6,  1918.  —  The  annual  meeting  of 
the  Sanitary  Section  of  the  Boston  Society  of  CwW  Engineers 
was  held  this  evening  in  the  Society  Library  in  Tremont  Temple. 
The  meeting  was  called  to  order  at  7.40  o'clock  by  Chairman 
Frank  A.  Marston.  The  minutes  of  the  January  meeting  were 
read  and  approved.  The  annual  report  of  the  Executive  Com- 
mittee was  read  by  the  Clerk,  and  it  was  voted  that  it  be  accepted 
and  placed  on  file. 

The  committee  appointed  to  study  and  collect  data  upon 
the  distribution  of  excessive  rainfall  in  Boston  and  vicinity  was 
not  ready  to  report  any  progress,  which  was  also  the  case  with 
the  Committee  on  Outfall  Sewers. 

Mr.   Robert  Spurr  Weston,   chairman  of  the    Nominating 
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Committee,  presented  the  names  of  the  candidates  for  officers 
of  this  section  to  be  filed  at  this  time,  as  follows: 

For  Chairman  —  Almon  I.  Fales. 

For  Vice-Chairman  —  Edgar  S.  Dorr. 

For  Clerk —  Henry  A.  Varney. 

For  additional  members  of  the  Executive  Committee: 

William  Nelson. 

Alfred  O.  Doane. 

Arthur  L.  Gammage. 

There  were  no  other  nominations.  It  was  voted  that  the 
Clerk  be  instructed  to  cast  one  ballot  for  the  officers  as  nomi- 
nated, and  they  were  declared  elected  for  the  ensuing  year. 

The  paper  of  the  evening,  "  Economy  in  the  Use  of  Fuel  in 
Power  Stations,"  was  read  by  Charles  H.  Parker,  superintendent 
of  the  Generating  Department,  Edison  Electric  Illuminating 
Company  of  Boston.  The  paper,  which  was  illustrated  by  a 
reflectroscope,  was  of  great  interest  to  those  present  and  was 
discussed  by  Mr.  Doane  and  others. 

There  were  fifty-three  members  and  guests  present. 

Through  the  courtesy  of  the  Edison  Electric  Illuminating 
Company  about  thirty  members  inspected  the  company's 
Power  Plant  at  L  Street,  South  Boston,  during  the  afternoon. 
A  vote  of  thanks  was  extended  to  Mr.  Parker  for  the  very  valu- 
able paper,  and  to  the  Edison  Company  for  the  privilege  of  in- 
specting their  plant. 

The  meeting  was  adjourned  at  Q.50. 

Hexry  a.  Varxey,  Acting  Clerk. 


ANNUAL    REPORTS. 
Annual  Report  of  the  Board  of  Government  for  the  Year  1917-1918. 

Boston,  Mass.,  March  20,  1918. 
To  the  Boston  Society  of  Civil  Engineers: 

Pursuant  to  the  requirements  of  the  Constitution,  the  Board  of  (iovern- 
ment  presents  its  report  for  the  year  ending  March  20,  191 8. 

The  total  membership  of  the  Society  a  year  ago  was  966,  of  whom  846 
were  members,  77  juniors,  5  honorary  members,  30  associates,  and  8  were 
members  of  the  Sanitarv'  Section  only. 
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The  total  loss  in  membership  during  the  year  has  been  75,  of  whom  35 
resigned,  29  forfeited  membership  on  account  of  non-payment  of  dues,  and 
1 1  havedied. 

There  has  been  added  to  the  Society  during  the  year,  by  election,  a  total 
of  26  members  in  all  grades;  8  juniors,  i  associate  and  i  member  of  the  Sani- 
tary Section  have  been  transferred  to  the  grade  of  member.  Si.x  applicants 
have  been  elected  but  have  not  completed  their  membership. 

The  following  past  presidents  ha\'e  been  made  honorary  members  dur- 
ing the  \ear:  John  R.  Freeman,  George  F.  Swain,  Ira  X.  Hollis  and  Howard 
A.  Carson. 

The  present  membership  of  the  Society  consists  of  8  honorary  members, 
813  members,  64  juniors,  26  associates  and  6  who  are  of  the  Sanitary  Section 
only,  making  a  total  membership  of  917. 

The  loss  by  death  during  the  year  has  been  1 1.     The  record  is  as  follows: 

Otis  F.  Clapp,  died  March  3,  1917. 
Joseph  P.  Davis,  died  March  31,  191 7. 
Albert  S.  Glover,  died  April  23,  191 7. 
Franklin  B.  Locke,  died  May  11,  1917. 
Stanley  A.  Miller,  died  May  13,  1917. 
Frank  A.  Pierce,  died  August  7,  1917. 
William  S.  Johnson,  died  October  27,  19 17. 
Henry  A.  Herrick,  died  December  14,  1917. 
Chauncev  D.  Bryant,  died  January  5,  1918. 
Charles  W.  Gay,  died  February  i,  19 18. 
Thomas  Aspinwall,  died  March  2,  191 8. 

In  the  death  of  Mr.  Bryant,  the  Society  suffers  its  first  loss  of  a  member 
who  died  in  the  war  service  of  his  country. 

Under  authority  of  By-Law  8,  the  Board  of  (iovernment  has  remitted 
the  dues  of  21  members  of  the  Society,  of  w^hich  number  14  are  members  who 
are  now  in  war  service  and  whose  dues  had  not  been  paid  at  close  of  Societ\" 
year. 

Thirteen  meetings  have  been  held  during  the  year,  ten  regular  and  three 
special  meetings.  The  average  attendance  at  these  meetings  was  134  +  ,  the 
largest  being  360  and  the  smallest  27. 

The  following  papers  and  addresses  have  been  given: 

March  21,  1917.  —  Address  of  Retiring  President  Richard  A.  Hale. 
Address  of  Mr.  Frank  M.  Williams,  state  engineer  of  New  York,  on  "  The 
New  York  Barge  Canal  and  Terminal  Connections."      (Illustrated.) 

April  II,  1917.  —  (Special)  Military  Night.  Addresses  on  the  following 
topics;  By  George  C.  Whipple,  "The  Engineering  Society  in  War  Times"; 
by  Lieut. -Col.  W.  P.  Chamberlain,  "Military  Sanitation"  (illustrated); 
by  Capt.  F.  B.  Downing,  "  Organization  and  Duties  of  Engineer  Troops  " 
(illustrated);  by  Capt.  J.  F.  Osborn,  "  Engineering  Instruction  now  being 
(iiven  by  the  First  Corps  Cadets  and  the  Formation  of  a  New  Engineer  Regi- 
ment "  (illustrated). 

April  18,  1917.  —  Charles  R.  Gow",  "The  History  and  Present  Status 
of  the  Concrete  Pile  Industry."      (Illustrated.) 

May  16,  1917.  —  Lieut.  George  D.  Murray,  "The  Problems  of  Avia- 
tion  as  Applied   to   the   Navy  "    (illustrated).     Greely  *S.    Curtis,    "  Various 
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Forms  of  Air  Planes  "  (illustrated).  Prof.  Edwin  B.  Wilson,  "  Theory  of  tiie 
Aeroplane."     Clifford  L.  Webster,  "  Experiences  in  Aerial  Navigation." 

September  ig,  1917.  —  Frank  A.  Barbour,  "  Cantonment  Construction 
Work  at  Camp  Devens  "  (illustrated).  Addresses  on  Cantonment  Work  by 
Capt.  Edward  Canfield,  Jr.,  Frank  Rogers,  Maj.  Glenn  I.Jones  and  Leonard 
Metcalf. 

October  ly,  191 7.  —  Henry  I.  Harriman,  "  Water  Powers  of  New  Eng- 
land."    (Illustrated.) 

November  21,  1917.  —  George  C.  Whipple,  "  Russia  —  An  Opportunity 
for  American  Engineers." 

December  19,  1917.  —  Charles  T.  Main,  "  Foundations  of  New  Tech- 
nology Buildings  "  (illustrated).  Sanford  E.  Thompson,  "  Theoretical  De- 
sign of  the  Structures  of  the  New  Technology  Buildings  "  (illustrated). 

January  11,  1918.  (Special)  John  R.  Freeman,  "  The  Experiences  of  an 
Engineer  in  the  Far  East."     (Illustrated.) 

Jajiuary  2j,  1918.  —  Frank  B.  \\'alker,  "  The  Engineering  Features  in 
Connection  with  Loading  and  Hauling  Iron  Ore  from  Mesabi  Range  to  Lake 
Docks."     (Illustrated.) 

February  20,  1918.  —  Thomas  C.  Atwood,  "  The  Submarine  Menace 
and  the  Squantum  Destroyer  Plant."     (Illustrated.) 

February  27,  191 8.  —  (Special)  Cla>ton  ^^^  Mayers,  "  Economy  in  the 
Design  of  Concrete  Buildings." 

Three  informal  meetings  have  been  held  in  the  Society  rooms  during 
the  year,  at  which  talks  on  military  matters  were  given  as  follows: 

April  2§,  1917.  —  Sanford  E.  Thompson,  "  Work  being  done  on  Store 
Houses  for  Supplies  for  the  Army  and  Navy."  Capt.  H.  S.  Wonson,  Supply 
Officer  of  the  Eighth  Massachusetts  Infantry,  "  \Aork  of  the  Commissary 
Department." 

May  2,  1917.  —  Major  Richard  K.  Hale,  "  Work  of  the  Field  Artillery." 
(Illustrated.) 

May  9,  1917.  —  Major  Edwin  T.  Cole,  "  The  Alaking  of  \\'ar  Maps." 

The  a\'erage  attendance  at  these  meetings  was  36. 

The  Sanitan,-  Section  has  held  five  meetings,  with  an  average  attendance 
of  33.  The  following  papers  have  been  presented  at  the  meetings  of  the  Sec- 
tion: 

March  7,  1917.  —  George  W.  Fuller,  "  What  shall  be  the  Limitation  in 
the  Pollution  of  River  Waters  so  that  They  may  be  Safely  Purified  by  Modern 
Water  Treatment  Plants." 

June  6,  1917.  —  Robert  Spurr  Weston,  "  Biological  Self-Purification  of 
Coweeset  River,  Brockton,  A'lass."     (Illustrated.) 

November  i,  1917.  —  Major  Glenn  I.  Jones,  "Precautions  taken  to 
Safeguard  the  Health  of  ^^"orkmen  at  Camp  Devens." 

December  5,  1917.  —  Stephen  DeM.  (iage  and  S.  K.  Nason,  "  Sanitary 
Conditions  of  Swimming  Pools."      (Illustrated.) 

January  2,  1918. — J.  Leslie  Woodfall  et  a!.,  "Discussion  on  Sewer 
Pipe  Joints." 

A  Committee  on  Military  Affairs  was  appointed  early  in  the  year,  and 
its  work  has  been  of  much  value  to  the  Society.  It  arranged  a  most  interesting 
special  meeting  devoted  to  military  matters  and  several  informal  meetings  at 
which  military  topics  were  discussed,  and  recommended  many  ^•aluable  books 
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on  military  subjects  which  were  purchased  for  the  library.  Its  most  impor- 
tant work,  however,  was  raising  a  fund  for  the  purchase  of  military  ecjuipment 
for  the  regiment  of  engineers  enlisted  here  in  Boston. 

By  an  almost  unanimous  vote,  by  letter  ballot  canvassed  June  13,  191 7, 
the  Society  adopted  a  resolution  endorsing  the  formation  of  a  regiment  of 
engineers  by  transformation  and  enlargement  of  the  First  Corps  of  Cadets, 
and  pledging  to  it  the  support  and  assistance  of  the  Society.  To  carry  out 
this  pledge  the  committee  decided  to  raise,  by  voluntary  contribution  from 
members  of  the  Society,  a  fund  for  the  purchase  of  equipment  for  this  regi- 
ment not  customarily  supplied  by  the  War  Department.  As  result  of  an 
appeal  for  subscriptions,  a  total  of  $2  200  was  received  from  195  members, 
and  on  August  27,  191 7,  this  sum  was  turned  over  to  George  W.  Bunnell, 
colonel  of  the  loist  Regiment,  U.  S.  Engineers.  The  sum  of  $26.58,  received 
since  last  August,  is  now  on  deposit  in  the  Old  Colony  Trust  Company,  to 
the  credit  of  this  fund. 

Word  has  recently  been  recei\-ed  that  the  whole,  or  a  part  of  this  money, 
was  used  to  purchase  musical  instruments  for  a  band,  and  that  this  regiment 
now  has  the  distinction  of  being  the  only  American  regiment  of  engineers 
which  has  a  band  attached  to  it. 

The  members  of  the  Society  have  freely  enlisted  in  the  war  service  of 
their  country,  and  at  the  date  of  this  report  there  are  recorded  on  the  roll  of 
honor  of  the  Society  85  members  who  are  in  the  war  service,  and  a  service 
banner  has  been  hung  in  the  Society  rooms  with  the  proper  number  of  stars. 

At  the  request  of  the  Massachusetts  Civil  Service  Commission,  a  special 
committee  of  the  Society  was  appointed  to  consider  the  question  of  the  classi- 
fication of  civil  engineers  under  civil  service  rules,  and  to  suggest  such  modi- 
fications and  changes  as  would  improve  the  service.'  This  committee  de- 
voted much  time  to  the  work,  and  submitted  a  most  valuable  report,  which 
was  accepted  by  the  board  and  forwarded  to  the  Civil  Service  Commission. 

The  committee  on  matters  of  interest  to  engineers  coming  before  the 
Massachusetts  legislature  has  been  continued  and  has  done  much  valuable 
work  during  the  year. 

A  committee  was  appointed  early  in  the  year  to  consider  any  matters  of 
an  engineering  character  which  might  appropriately  be  brought  to  the  atten- 
tion of  the  State  Constitutional  Convention.  Several  meetings  of  the  com- 
mittee were  held,  but  no  definite  action  was  taken. 

The  committee  appointed  last  year  to  collect  data  on  the  run-off  in  New- 
England  which  are  available  for  water-power  purposes,  was  continued  this 
year,  and  has  gathered  much  valuable  data  which  it  is  expected  will  be  pre- 
sented soon  in  a  report  to  the  Society. 

The  Board  of  Government  has  adopted  the  recommendation  of  the 
committee  appointed  to  award  the  Desmond  FitzGerald  medal,  and  has 
voted  not  to  make  an  award  this  year,  as  in  its  opinion  none  of  the  papers  in 
extent  and  quality  merits  the  award. 

At  the  May  and  June  meetings  a  sum  not  exceeding  five  hundred  dollars 
was  appropriated  from  the  income  of  the  Permanent  Fund  for  improvement 
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and  furnishing  of  the  Society  rooms.  Of  this  appropriation  the  sum  of  S394.08 
has  been  expended  for  the  purchase  of  the  book  shelves  owned  by  the  New 
England  Water  Works  Association  and  abandoned  when  that  association 
moved  to  its  new  room,  and  for  the  installation  of  a  ventilation  shaft  with  an 
electrically  driven  fan  in  the  large  front  room.  The  change  has  made  the 
roorn  comfortable  and  quiet  for  small  meetings.  All  of  the  meetings  of  the 
Sanitary  Section  ha\e  been  held  in  this  room  during  the  past  \ear. 

By  an  amendment  to  the  By-Laws,  a  change  has  been  made  in  the 
method  of  nominating  officers,  which  takes  effect  the  coming  year.  The  new 
by-law  provides  for  a  nominating  committee  of  nine,  six  members  to  be 
elected  by  letter  ballot  to  serve  for  a  term  of  two  years  and  the  three  latest 
Past  Presidents  not  members  of  the  Board  of  Government.  A  further  change 
is  made,  by  w-hich  only  a  single  candidate  is  to  be  nominated  for  each  office 
except  Directors  and  members  of  the  Nominating  Committee,  where  two 
candidates  are  required  to  be  nominated  for  each  office. 

The  report  of  the  [Editor  of  the  Joirxal  for  the  calendar  year  191 7 
shows  that  a  total  of  787  pages  were  printed  in  the  ten  issues,  at  a  net  cost  of 
Si  997.44,  or  $2.54  per  page,  as  against  &i  883.81,  or  $2.19  per  page,  in  1916. 

The  Society  by  its  vote  at  the  February-  meeting  approved,  the  sugges- 
tion of  the  Board  in  regard  to  remitting  the  unpaid  dues  of  members  in  the 
war  service,  by  appropriating  sufficient  money  from  the  income  of  the  Perma- 
nent Fund  to  meet  the  loss.  The  Board  now  recommends  that  dues  for  the 
ensuing  year  be  abated  to  all  members  in  the  military  or  na\al  service  of  the 
L-nited  States;  and  that  the  Current  Fund  be  reimbursed  for  the  consequent 
loss  of  income  by  an  appropriation  from  the  income  of  the  Permanent  Fund. 

There  has  been  added  to  the  Permanent  Fund  during  the  year  Si  799.75. 
The  present  value  of  this  fund  is  $41  687.92,  and  with  the  Edmund  K.  Turner 
Fund  makes  the  total  value  of  the  permanent  funds  of  the  Society  S42  711.04. 

From  the  Treasurer's  report  it  appears  that  the  re\enue  for  the  year 
applicable  to  current  expenses  has  been  $8  958.40,  w-hile  the  amount  expended 
has  been  $9  153.89,  making  an  excess  of  expenditures  over  revenue  of  $195.49, 
which,  deducted  from  the  balance  on  hand  at  the  beginning  of  the  year,  makes 
the  total  cash  on  hand  in  the  current  fund  S377.84. 

For  the  Board  of  Cioxernment, 

George  C.  Whipple,  President. 

Report  of  the  Treasurer. 

Boston,   March   i,   19 18. 
To  the  Boston  Society  of  Civil  Engineers: 

Your  Treasurer  presents  the  following  report  for  the  year  1917-1918: 
Detailed  data  are  contained  in  the  appended  tabular  statements.     Table 
1   gives  the  receipts  and  expenditures  for  the  year:    Table  2,  comparative 
balance  sheets;   and  Table  3,  investment  of  the  Permanent  Fund. 

The  revenue  applicable  to  current  expenses  has  l^een  S8  958.40,  being 
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$399.65  less  than  for  the  preceding  year.     The  current  expenses  were  $9  153.89. 
The  amount  of  cash  on  hand  is  S377.84. 

The  Journal  has  been  pubHshed  at  a  much  less  expense  than  last  year, 
the  amounts  being  $3  851.48  and  $3  436.92  respectively. 

There  has  been  an  increase  in  the  Permanent  Fund  of  $1  799.75  after 
transferring  from  the  income  $500  for  furnishings  and  $120  for  dues  of  mem- 
bers in  the  war. 

The  note  of  the  Dallas  Electric  Company  for  $500  was  paid,  and  $2  000 
was  invested  in  t,^%  Liberty  Bonds;  otherwise  our  investments  remain  un- 
changed. 

Respectfully  submitted, 

F.  O.  Whitney,   Treasurer. 

T.\BLE  I.  —  Receipts  and  Expenditures 

CURRENT   FUND. 

Receipts. 

Balance  from  March,  1917 $573-3.3 

Members'  dues 7  298.93 

Members  dues  paid  from  income  of  Permanent  Fund 120.00 

Advertisements '. i  284.00 

Sales  of  Journals 232.37 

Library  fines .- 7.72 

Waste  paper  sold 4.38 

Interest  on  bank  balances n .00 

$953173 

Expenditures. 

Journal $3  436.92 

Printing,  stationery,  postage  and  library  supplies  (net) 971.10 

Rent  (net) i  770.00 

Light 60.90 

Salaries  (except  editor) 2  096.00 

Reporting 50.00 

Stereopticon 40.00 

Books 49-56 

Binding 1 1 5.95 

Periodicals 57-75 

Incidentals  (net) 128.93 

Insurance 35-44 

Annual  meeting  and  dinner 304.39 

Sanitary  Section,  reporting $18.00 

Stereopticon 6.00 

Incidentals 12.95  36.95 

Cash  on  hand 377-84 

$9531-73 
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PERMANENT   FUND. 

Receipts. 

Cash  on  hand  March,  191 7 S866.02 

Entrance  fees 255.00 

Contribution 100.00 

Dallas  Electric  Company,  note  paid 500.00 

Interest i  764.80 

Deficit,  March,  1918 34-i8 


S3  520.00 
Paid  Out. 

Cooperative  bank  dues $900.00 

Liberty  Bonds  purchased 2  000.00 

Transferred  to  furnishing  fund 500.00 

Transferred  to  members'  dues 120.00 

$3  520.00 

E.    K.    TURNER   LIBRARY   FUND. 

Cash  on  hand  March,  1917 $4.12 

Interest  on  bond 50.00 

r     '  

S54.12 

Books  purchased $24.75 

Cash  on  hand  March,  191 8 29.37 

S54-I2 

I  Bond  Am.  Tel.  &  Tel.  Co.,  book  value S993-75 

Cash 29.37 

Total  value  of  fund $1  023.12 

FURNISHING    APPROPRIATION. 

Received  from  interest  on  Permanent   Fund $500.00 

Expended $394.08 

Cash  on  hand  March,  191 8 105.92 

S500.00 
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Tafle  2.  —  Comparative  Balance  Sheets. 

Acooto                                                                  March  17.         March  I,          March  i,  March  i, 

Arsbcis..                                                                      j^jj_                 jgjg                  jpj^^  jQjg 

Cash $1267.73     $3163.37     $144347  $478.95 

Bonds  and  notes 29191.75     30366.25     33318.75  34  835.00 

Stock I  950.00       I  950.00       I  950.00  1  950.00 

Cooperative  banks 3212.65       4190.96       4747.15  5  930.85 

Accounts  Receivable  (rents). .  145-83  

Library 7  500.00       7  500.00       7  500.00  7  500.00 

Furniture i  950-49       2405.11       2405.11  2  405.11 

S45  218.45  $49  575-69  $51  364-48  $53  099.91 

Liabilities : 

Permanent  Fund $34  582.13  $37  475-69  $39  888.17  $41  687.92 

E.  K.  Turner  Fund i  000.00        997-87  1  023.12 

Unexpended  appropriations.  .          613.52          105.92 

Current  funds 45I-3I        1194-89          573-33  377.84 

Accounts  Payable 121.00  

Surplus 9450.49       9905.11       9905.11  9  905.11 

$45218.45  $49  575.69  $51  364.48  $53  099.91 


Table  3.  —  Investment  of  the   Permanent  Fund,   March  i,   1918. 

\'alue 

Bonds.                                                                                                  Par                Actual  as  Carried 

Value.               Cost.  on  Books. 

American  Tel.  &  Tel.  Co.  Col.  Tr.  :^%,  1929,     $3  000.00     $2  328.75  $2  737.50 

Union  Elec.  Light  &  Power  Co.  5%,  1932. .        2  000.00       2  050.00  2  050.00 

Blackstone  Valley  Gas  &  Elec.  Co.  5%,  1939,      2  000.00       i  995.00  i  995-00 

Dayton  Gas  Co.  5%,  1930 2  000.00       2  000.00  2  000.00 

Milford  &  LIxbridge  St.  Ry.  7%,  1923 3  000.00       2  942.50  2  942.50 

Railway  &  Light  Securities  Co.  5%,  1939. .  .       3  000.00       3  000.00  3  000.00 

Superior  Light  &  Power  Co.  4%,  1931 4  000.00       3  347.50  3  347-50 

Wheeling  Electric  Co.  5%,  1941 4  000.00       3  845.00  3  845.00 

Economy  Light  «&  Power  Co.  5%,  1956.  ...        i  000.00          990.00  990.00 

Tampa  Electric  Co.  5%,  1933 2  000.00       2  000.00  2  000.00 

Galveston  Houston  Elec.  Ry.  Co.  5%,  1954,       2  000.00       i  940.00  i  940.00 

Northern  Texas  Elec.  Co.  5%,  1940 2  000.00       i  932.50  i  932.50 

Chicago  «&  Northwestern  Ry.  5%,  1987.  ...        i  000.00       i  102.50  i  102.50 

Vermont  Power  &  Mfg.  Co.  5%,  1928 i  000.00          965.00  965.00 

Am.  Tel.  &  Tel.  Co.  5%  1946 1000.00         993-75  993-75 

United  States  Liberty  Loan  3!%,  1947  ...       2  000.00       2  000.00  2  000.00 

$35  000.00  $33  432.50  $2>2,  841.25 
Stock. 

15  shares  Am.  Tel.  &  Tel.  Co i  500.00       i  950.00  i  950.00 

Total  Securities $36  500.00  $35  382.50  $35  791.25 
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Cooperative  Banks. 

25  shares   Merchants   Cooperative   Bank,   including   interest  to 

March $1  884.35 

25   shares   Volunteer  Cooperative   Bank,   including   interest   to 

January 2  162.70 

25  shares  Watertovvn  Cooperative  Bank,  including  interest  to 

March i  883.80 

$5  930.85 

Total  value  of  invested  funds S41  722.10 

Cash  deficit 34- 18 

Total  value  of  Permanent  Fund $41  687.92 

Par  Actual 

Value.  Cost. 

E.  K.  Turner  Fund. 

Am.  Tel.  &  Tel.  Co.  5%,  1946    •     Si  000.00       $993-75        $99375 

Cash  on'hand 29.37 

I  023.12 

$42,711.04 

Furnishing  Appropriation. 

Cash  on  hand 105.92 

I  

$42  816.96 

We  have  examined  the  above  report  and  found  it  correct. 

Arthur  W.  Dean, 
Clarence  T.  Fernald, 

Auditing  Committee  of  Directors  of  the 
Boston  Society  of  Civil  Engineers. 

Report  of  the  Secretary,  19 17-18. 

Boston,   Mass.,  March  20,  1918. 

S.   Everett  Tinkham,   Secretary,   in  account  xvith  the   Boston  Society  of 
Civil  Engineers. 

For  cash  received  during  the  year  ending  March  20,  1918,  as  follows: 
From  entrance  fees,  new  members  and  transfers: 

16  members  and  associates at  $10  =  $160.00 

10  juniors at       5=  50.00 

8  juniors  transferred  to  members at       5=  40.00 

I  member.  Sanitary  Section,  transferred  to 

member at      5  =  5.00 

Total  from  entrance  fees $255.00 
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From  annual  dues  for  1917-18,  including  dues  from  new 

members S7  218.43 

From  back  dues 26.00 

From  dues  for  1918-19 54-50 


Total  from  dues $7  298.93 

From  rents .  .  , i  300.00 

From  advertisements i  284.00 

From  sale  of  Journals,  reprints  and  cuts 232.37 

From  sale  of  old  papers 4.38 

From  unexpended  balance  of  funds  received  for  joint  excursion  ol 

June  13,  1917 14.37 

From  N.  E.  Water  \\'orks  Ass'n,  for  telephone   service 9.44 

From  library'  fines 7.72 

From  contribution  to  building  fund 100.00 


Total $10  506.21 

The  above  amount  has  been  paid  to  the  Treasurer,  whose  receipts  the 
Secretary  holds. 

We  have  examined  the  above  report  and  found  it  correct. 

Arthur  W.  Dean, 
Clarence  T.  Fernald. 
Auditing  Committee  of  Directors  of  the 
Boston  Society  of  Civil  Engineers. 

Report  ok  Library  Committee,   1917-18. 

Boston,  Mass.,  March  20,  1918. 
To  the  Boston  Society  of  Civil  Engineers: 

The  Library  Committee  submits  the  following  report  for  the  year 
1917-18. 

Since  the  last  report  233  volumes  bound  in  cloth  and  524  bound  in  paper 
have  been  added  to  the  library,  making  a  total  of  757  accessions. 

The  cloth-bound  volumes  in  the  library  now  number  g  410,  and  those 
bound  in  paper  about  2  500. 

During  the  year  266  books  have  been  loaned  to  members,  and  fines 
amounting  to  $7.72  have  been  collected. 

The  binding  of  reports  and  current  volumes  of  magazines  has  been 
continued  as  usual,  with  the  exception  of  a  number  of  volumes  of  the  English 
periodicals,  which  are  still  incomplete,  certain  issues  having  been  shipped 
on  vessels  that  were  torpedoed  on  the  way  over.  Thus  far  the  newsdealers 
have  not  been  able  to  supply  these  issues,  and  they  are  exceedingly  pessi- 
mistic as  to  the  possibility  of  ever  obtaining  them.  It  may  also  be  noted  in 
passing  that  the  subscription  price  of  the  English  periodicals  is  no  longer  a 
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fixed  amount,  and  that  American  dealers  are  accepting  subscriptions  to  these 
pubUcations  only  with  the  understanding  that  the  price  may  increase  at  any 
time  during  the  year. 

The  fact  may  interest  you  that  the  Societe  des  Ingenieurs  Civils  de  France 
is  still  publishing  its  "  Memoires,"  although  at  longer  intervals  than  before 
the  war,  and  that  only  one  copy  has  been  lost  in  transportation  since  the  war 
began.  A  new  copy  was  promptly  forwarded  upon  our  making  application 
to  the  Secretary. 

Twenty-three  volumes  on  engineering  subjects  have  been  purchased  for 
Section  lo,  and  four  others  —  "  State  Sanitation,"  in  two  volumes,  by  Prof. 
George  C.  Whipple;  "  Business  Law  for  Engineers,"  by  Prof.  C.  Frank 
Allen;  and  "  Navigation,"  by  Prof.  George  L.  Hosmer — have  been  presented 
to  the  library  by  their  respective  authors.  The  Society  is  indebted  to  Mr. 
Sanford  E.  Thompson  for  a  copy  of  "A  Treatise  on  Concrete,  Plain  and  Re- 
inforced," third  edition,  1917,  by  Messrs.  Sanford  E.  Thompson  and  Fred- 
erick W.  Taylor;  and  a  copy  of  "  Street  Railway  Fares,"  by  Messrs.  Dugald 
C.  Jackson  and  David  J.  McGrath,  has  recently  been  received  from  Profes- 
sor Jackson,  "  with  the  compliments  of  the  Institute."  Of  the  twenty-three 
books  purchased  for  Section  10,  eighteen  were  on  military  engineering  and 
allied  subjects. 

A  list  of  references  on  military  subjects,  begun  in  a  small  way  at  the 
time  of  the  military  meetings  last  spring,  is  being  kept  up,  the  references 
posted  at  that  time  on  the  bulletin  board  having  been  transferred  to  cards 
and  other  references  added.  Books  on  military  subjects  are  indexed  in  this 
list  as  well  as  in  the  regular  card  catalogue. 

Miscellaneous  contributions  of  books  and  pamphlets  have  been  received 
from  the  respective  offices  of  Mr.  Andrew  D.  Fuller  and  Mr.  E.  \V.  Bowditch. 
Early  in  the  year  a  large  collection  of  pamphlets,  consisting  chiefly  of  water 
reports  of  cities  and  towns,  was  turned  over  to  the  Society  by  the  New  Eng- 
land Water  Works  Association.  While  the  greater  part  of  these  proved  to 
be  duplicates  of  reports  already  on  the  shelves,  the  collection  yielded  quite 
a  number  of  those  needed  for  the  completion  of  the  Society's  files. 

The  increasing  number  of  municipal  reports  obtained  from  various 
sources,  that  could  not  be  accommodated  in  Section  3  under  the  former  ar- 
rangement, have  made  it  necessary  to  enlarge  this  section,  which  work  is 
now  in  progress,  the  work  of  reclassifying,  renumbering  and  recataloguing 
the  section  being  carried  on  at  the  same  time. 

Respectfully  submitted, 

S.    E.    TlXKHAM, 

Henry  F.  Bryant, 
Frederic  I.  Winslow, 

Committee  on  Library. 
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Report  of  the  Executive  Committee  of  the  Sanitary  Section. 

Boston,  Mass.,  March  5,  igi8. 
To  the  Sanitary  Section,  Boston  Society  of  Civil  Engineers: 

During  the  past  year  five  meetings  of  the  Section  have  been  held,  as 
follows: 

March  /-,  igiy.  —  Annual  meeting.  In  addition  to  reports  of  the  various 
committees,  Mr.  Geo.  \V.  Fuller  talked  on  the  question  "  What  shall  be  the 
Limitation  in  the  Pollution  of  Rain  Waters  so  that  they  may  be  Safely  Purified 
by  Modern  W^ater  Treatment  Plants."     Forty-five  present. 

June  6.  —  Illustrated  talk  by  Robert  Spurr  Weston,  on  "  Biological 
Self-Purification  of  Coweeset  River,  Brockton,  Mass."     Twenty-two  present. 

November  i.  —  Talk  by  Major  Glenn  I.  Jones,  on  "  Precautions  taken  to 
Safeguard  the  Health  of  Workmen  at  Camp  Devens."     Thirty-seven  present. 

December  5.  —  Illustrated  talk  on  "  Sanitary  Conditions  of  Swimming 
Pools,"  by  Stephen  DeM.  Gage  and  S.  K.  Nason.     Forty-five  present. 

January  2,  IQ18.  —  Discussion  on  "  Subject  of  Sewer  Pipe  Joints,"  by 
J.  Leslie  Woodfall  et  al.  Eighteen  present.  This  meeting  reported  in  the 
February  Journal. 

An  efTort  has  been  made  this  year  to  draw  out  a  greater  number  of  dis- 
cussions at  the  meetings.  We  believe  that  much  more  can  be  done  along 
this  line  than  has  thus  far  been  accomplished,  and  that  the  results,  if  suc- 
cessful, will  be  of  considerable  benefit. 

The  meetings  of  the  Section,  as  held  in  the  Library,  are  less  formal  than 
when  held  in  a  larger  room;  and  there  is  a  greater  tendency  toward  socia- 
bility, a  feature  which  should  be  cultivated  to  an  increased  extent. 

The  ventilator  installed  during  the  past  year  has  proven  entirely  satis- 
factory, thereby  remedying  one  cause  of  discomfort.  It  is  hoped  that  the 
difficulties  with  the  projection  screen  can  be  overcome  with  equal  success. 

Three  new  members  have  been  enrolled  during  the  year,  making  the 
total  membership  176. 

Henry  A.  Varney,  Acting  Clerk. 


Report  of  the  Committee  on  Social  Activities. 

Boston,  Mass.,  March  20,  1918. 
To  the  Boston  Society  of  Civil  Engineers: 

There  were  included  in  the  activities  of  the  Society  during  the  past 
year  three  excursions.  The  principal  work  of  this  committee  has  been  to 
arouse  an  interest  in  these  events  and  to  assist  in  the  details  necessary  for 
the  comfort  of  those  attending  and  for  the  success  of  the  excursions. 

The  Field  Day  of  the  New  England  Water  Works  Association  and  the 
Boston  Society  of  Civil  Engineers  was  held  at  Norumbega  Park,  June  17, 
191 7.  The  program  included  a  ball  game  between  the  two  societies,  dinner 
at  the  Park  restaurant,  meetings  of  the  societies  after  the  dinner,  and  the 
regular  attractions  of  the  park.     The  attendance  was   151,  and  there  were 
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many  ladies  among  the  guests.     The  Boston  Society  won  the  hall  game,  the 
score  being  20  to  4. 

On  December  19  there  was  an  excursion  to  the  Massachusetts  Institute 
of  Technology.  Members  and  their  guests  were  conducted  by  guides  through 
the  buildings,  all  assembling  at  the  Hydraulic  Laboratory  in  time  for  its  in- 
spection before  dinner.  Dinner  was  served  at  the  Cafeteria,  where  109  were 
seated.     The  regular  meeting  was  held  in  the  large  lecture  hall  in  the  evening. 

One  hundred  twenty-six  members  and  guests  visited  the  Squantum  De- 
stroyer Plant  on  February  20,  1918.  Special  cars  from  the  Dudley  Street 
Station  were  at  the  service  of  those  in  attendance,  who  were  conducted  over 
the  plant  in  groups,  by  guides. 

Respectfully  submitted, 

David  A.  Ambrose, 
Chairman  Committee  on  Social  Activities. 


Report  of  Committee  on  Run-Off. 

Boston,  March  20,  1918. 
To  the  Boston  Society  of  Civil  Engineers: 

The  Committee  on  Run-Off,  appointed  December  20,  1916,  has  met 
eleven  times,  usually  on  the  dates  of  Society  meetings.  It  has  discussed  a 
number  of  questions  affecting  the  accuracy  of  run-off  measurements,  particu- 
larly the  following:  Winter  ratings;  methods  of  measurement,  and  calendar 
year  versus  climatic  year.  The  following  subjects  have  also  been  given  some 
attention,  and  it  is  hoped  to  discuss  them  more  or  less  fully  in  the  final  report 
of  the  committee:  Gage  height  observations;  character  of  ri\er;  slope  meas- 
urements; measurements  at  weirs  and  dams;  velocity  measurements;  rat- 
ing of  current  meters;  current  meter  type  characteristics;  flood  measure- 
ments; artificial  control  of  flow  (regulation);  office  method  of  computing 
and  presenting  data;  relations  of  rainfall  and  run-oft";  length  of  records  and 
effect  on  comparisons  and  analysis;  use  of  snowfall  data;  evaporation,  and 
New  England  precipitation. 

The  committee  has  found  the  amount  of  material  so  great  that  it  can 
only  report  progress  at  the  present  time,  and  ask  to  be  continued. 

The  value  of  the  committee's  work  can  be  very  much  increased  if  some 
means  can  be  found  to  reach  other  members  of  the  Society  who  are  interested 
in  the  same  questions  which  the  committee  is  studying.  It  is  therefore  re- 
ciuested  that  such  members  submit  to  the  committee  any  discussions  or  sug- 
gestions which  might  help  in  this  study. 

At  the  December  meeting  of  the  Committee  on  Run-Oft',  the  question 
of  publishing  run-off  records  by  the  calendar  year  instead  of  the  climatic  year 
was  discussed,  and  a  subcommittee  was  appointed  with  a  twofold  object: 

First.  To  obtain  the  reasons  why  the  Geological  Survey  changed  from 
the  calendar  vear  to  the  climatic  vear. 
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Second.  To  find  which  method  is  preferred  by  the  hydrauHc  engineers 
of  New  England. 

In  regard  to  the  first  object,  the  following  letter,  which  was  received 
from  Mr.  N.  C.  Grover,  chief  hydraulic  engineer  of  the  water  resources  branch 
of  the  U.  S.  Geological  Survey,  will  explain  itself. 

"  The  reasons  for  this  action  on  the  part  of  the  Survey  may  be  grouped 
under  two  heads:  First,  the  preparation  of  the  data  for  publication;  and 
second,  the  use  of  the  data. 

"First:  It  has  been  found  to  be  in  the  interest  of  economy  and  accuracy 
to  compute  and  prepare  for  publication  the  stream-flow  data  for  the  winter 
season  as  a  whole.  A  break  at  the  end  of  the  calendar  year  leads  to  incon- 
sistencies and  inaccuracies  of  the  most  glaring  type,  as  illustrated  by  the  old 
records  where  the  data  were  broken  on  December  31.  These  inaccuracies 
are  largely  avoided  by  the  use  of  the  climatic  year  and  the  computation  at 
one  time  of  the  data  for  the  whole  period  of  ice. 

''Second:  In  many  sections  of  the  country,  and  especially  in  those  sec- 
tions where  irrigation  is  practiced,  the  use  of  the  data  is  best  served  by  its 
division  between  the  season  of  use  and  the  season  of  replenishment.  Of 
course,  if  the  data  are  published  on  any  other  basis,  they  may  be  assembled 
by  the  user  on  the  basis  of  a  climatic  year  adapted  to  the  particular  region  in 
which  he  is  interested.  Howe\er,  for  most  portions  of  the  United  States  the 
year  beginning  October  i  seems  to  be  adapted  to  the  requirements." 

In  regard  to  the  second  object,  each  member  of  this  committee  was 
communicated  with  and  requested  to  furnish  a  list  of  names  of  hydraulic 
engineers  from  whom  he  thought  information  should  be  obtained.  A  circu- 
lar letter  was  sent  to  each  one  of  the  engineers  indicated.  About  36  replies 
were  received.  Of  those,  31  could  be  used;  17  preferred  the  calendar  year, 
10  preferred  the  climatic  year,  2  had  no  preference,  and  2  felt  that  neither 
the  climatic  nor  the  calendar  year  gave  a  proper  di\ision. 

The  committee  suffered  a  serious  loss  when  Lieutenant  Pierce  was  called 
into  active  military  service.  His  assistant,  Mr.  H.  W.  Fear,  has  been  acting 
as  secretary  of  the  committee  since  his  departure,  and  his  successor  as  engineer 
of  this  district  for  the  Geological  Survey,  Mr.  O.  W.  Hartwell,  is  acting  with 
the  committee. 

Respectfully  submitted  for  the  committee, 

•Arthur  T.  Safford,  Cliainnaii. 
Arthur  T.  Safford,  Chairman, 
Charles  H.  Pierce,  Secretary, 
Harold  S.  Boardman, 
X.  Henry  Goodnough, 
Richard  A.  H.\le, 
George  E.  Russell, 
Charles  W.  Sherman, 
Herbert  A.  Moody, 
W.  Frank  Uhl, 
Joseph  F.  Wilber, 
Dana  M.  Wood, 

Committee  on  Run-Off. 
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Report  of  the  Editor. 

To  the  Board  of  Goverxmext  of  the  Boston  Society  of  Civil 
Engineers: 

Centletnen,  —  The  following  is  the  Editor's  report  for  the  calendar  year 
1917.  The  customary  10  issues,  of  i  250  copies  each,  comprising  24  papers 
and  7  memoirs  of  deceased  members,  have  been  published. 

The  total  number  of  pages  used  was  787,  and  the  net  cost  Si  997.44,  or 
$2.54  per  page,  as  against  $1  883.81  or  $2.19  per  page  in  1916. 

The  greater  part  of  this  higher  apparent  cost  in  191 7  is  explained  by 
the  fact  that  the  credit  for  advertisements  is  only  for  cash  actually  received, 
and  does  not  include  charges  for  some  advertisements  obtained  in  the  latter 
part  of  the  year.  Actually,  the  amount  of  advertising  carried  at  the  end  of 
the  year  was  slightly  greater  than  at  the  beginning  of  the  year,  and  the  charges 
against  advertisers  was  about  the  same  in  both  years. 

Early  in  the  year  the  President  expressed  some  hope  that  the  cost  of 
the  Journal  might  be  reduced  by  a  material  increase  in  the  number  of  ad- 
vertisements. This  result  has  not  been  realized,  although  in  spite  of  a  con- 
siderable number  of  withdrawals  the  amount  of  space  carried,  as  just  stated, 
has  been  maintained. 

The  Editor  has  done  a  considerable  amount  of  work  along  these  lines, 
and  a  large  number  of  firms  have  been  canvassed.  Only  in  special  cases  has 
much  encouragement  been  received.  When  the  published  papers  have  a 
direct  appeal  to  a  certain  class  of  advertisers,  interest  can  sometimes  be 
aroused.  Both  the  paper  on  Concrete  Piles  and  the  lecture  on  Camp  Devens 
were  the  direct  means  of  obtaining  advertisements. 

In  a  strictly  professional  journal,  however,  relations  of  this  kind  are 
of  course  only  incidental,  and  cannot  be  developed  for  the  sole  purpose  of 
increasing  advertisements. 

A  considerable  saving  is  possible  by  keeping  the  number  of  illustrations 
within  moderate  limits.  At  the  present  time,  one  full  page  half-tone  costs 
about  five  dollars.  It  might  also  be  desirable  to  discontinue  the  practice  of 
making  few  reprints  for  authors,  at  a  saving  of  some  $150  per  year. 

A  considerable  saving  in  191 7  has  been  made  possible  by  the  coopera- 
tion of  authors  who  have  met  the  expense  of  a  part  or  all  of  the  illustrations 
in  their  papers,  because  they  desired  to  secure  the  plates  for  other  uses. 

The  appended  table  gives  the  details  of  costs  and  pages  printed. 
Respectfully  submitted, 

\V.  L.  Butcher,  Editor. 
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APPLICATIONS  FOR  MEMBERSHIP. 

[April  12.  191 8. 1 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twent\-  (20)  days  from  the  date  given. 

Gauthier,  Almon  Isaac,  Groton,  Mass.  (Age  30,  b.  Cornwall,  Ont.) 
Graduate  of  Cornwall  High  School,  regular  three-year  course  and  two-year 
college  preparatory  course.  From  September,  1906,  to  May,  1907,  rodman 
with  Locks  and  Canals  Co.,  Lowell,  Mass.;  from  June  to  December,  1907, 
rodman  with  B.  M.  R.  R.,  Boston;  from  April  to  December,  1908,  rodman  on 
sewer  and  water  works  and  transitman  on  street  work  with  City  of  Lowell, 
Mass.;  from  April,  1909,  to  June,  1917,  with  B.  &  M.  R.  R.,  serving  as  rod- 
man,  transitman  and  assistant  engineer  on  building  construction,  grade 
crossing  elimination,  etc.,  until  October,  191 1;  from  October,  191 1,  to  June, 
1914,  as  division  foreman  of  bridges  and  buildings,  W.  N.  &  P.  Division, 
Nashua,  N.  H.;  from  July,  1914,  to  January,  1915,  as  general  foreman  in 
charge  of  maintenance  of  bridges  and  buildings.  Terminal  Division,  Boston: 
and  for  remainder  of  time  as  supervisor  of  bridges  and  buildings  in  charge  of 
maintenance,  Concord,  N.  H.;  in  June,  1917,  enlisted  in  14th  Engineers 
(railway),  and  is  now  master  engineer  (senior  grade),  serving  in  France  with 
that  regiment.  Refers  to  C.  R.  Chevalier,  S.  P.  Coffin,  A.  B.  Corthell,  J.  J. 
Rourke  and  F.  C.  Shepherd. 

Haley,  Frederic  William,  Haverhill,  Mass.  (Age  24,  b.  Haverhill, 
Mass.)  From  May,  1912,  to  April,  1916,  with  J.  T.  Desmond,  C.E.,  Haver- 
hill;   is  now  assistant  engineer  with  F.  A.  Barliour,  in  whose  employ  he  has 
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been  since  April,  1916.      Refers  to  F.  A.  Barbour,  H.  H.  Chase,  B.  R.  Felton, 
L.  C.  Lawton,  J.  E.  Palmer  and  R.  D.  Hood. 

Steward,  Harry  Matthew,  Medford,  Mass.  (Age  45,  b.  Skowhegan, 
Me.)  Graduate  of  Lynn,  Mass.,  Classical  High  School,  1892,  course  includ- 
ing special  work  in  mathematics  and  surveying  during  last  two  years;  studied 
civil  and  bridge  engineering  with  International  Correspondence  School. 
From  August,"  1892,  to  1899,  rodman,  transitman  and  assistant  engineer 
with  B.  &  M.  R.  R.,  engineering  department;  early  in  1899  was  transferred 
to  maintenance  of  way  department  as  assistant  to  road  master  of  Southern 
Division,  and  on  March  i,  1901,  was  .appointed  assistant  road  master  in  charge 
of  Central  Massachusetts  branch  of  Southern  Division,  B.  &.  M.  R.  R.;  from 
October,  1903,  to  date,  with  Boston  Elevated  Railway  Co.,  having  served  as 
road  master  of  rapid  transit  lines  until  March  i,  1912,  when  he  was  appointed 
chief  engineer  of  maintenance  of  way  department,  which  position  he  now 
holds;  since  February  i,  1918,  all  of  the  engineering  of  the  company  has  been 
under  his  direction.  Refers  to  J.  E.  Carty,  F.  H.  Fay,  C.  T.  Fernald,  H.  W. 
Hayes,  H.  C.  Hartwell,  F.  W.  Hodgdon,  L.  C.  Lawton,  A.  L.  Plimpton,  J.  H. 
Rourke,  L.  K.  Rourke,  J.  P.  Snow,  J.  H.  Sullivan,  Ci.  F.  Swain  and  S.  E. 
Tinkham. 


ROLL  OF  HONOR.* 

Atwood,  Joshua.      Captain,  Infantry,  National  Army,  Headquarters  North- 
eastern Dept.,  Boston,  Mass. 
Babbitt,  John  H.     2d  Lieutenant,  C.  A.  C. 

Balch,  William  H.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Beard,   Cornelius,     ist   Lieutenant,   Company  A,    loist   Engrs.,  Am.   Ex. 

Force,  France. 
Bresth,  Alexander. 
Brown,  H.  Whittemore.     2d  Lieutenant,  E.  O.  R.  C,  301st  Engrs.,  Camp 

Devens,  Mass. 
Brown,  William  Augustine.     Div.  4,  Sec.  3,  U.  S.  Naval  Training  Station, 

Bumkin  Island,  Mass. 
t  Bryant,  Chauncey  D.      ist-class  Private,  loist  Engrs.,  Am.  Ex.  Force. 
Bunker,  Page  S.     Major,  Ordnance  Dept.,  U.  S.  N.  A.,  Augusta  Arsenal, 

Augusta,  Ga. 
Burleigh,  Will.\rd  G.     Corporal,  Compan\-  E,  25th  P^ngrs.,  C  amp  De\'ens, 

Mass. 
Busse\,  Byron  C.     2d  Lieutenant,  E.  O.   R.  C,  Officers'  Training  Camp, 

Washington,  D.  C. 

*  Thi.s  list  is  made  up  from  replies  to  a  circular  sent  out  to  members  of  the  Society,  and 
from  various  other  sources.  That  future  lists  may  be  more  accurate  and  complete,  members 
are  requested  to  call  the  attention  of  the  Secretary  to  any  inaccuracies  or  omissions. 

t  Died  in  France. 
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Clapp,  Wilfred  A.     Q.  M.  C. 

Clarkson,  Edward  H.,  Jr.     Sanitary  Engineer,  American  Field  Ambulance. 

CoBURN,  William  H.     ist  Lieutenant,  Field  Supply  Section,  Gas  Defense 

Service,  New  Interior  Bldg.,  Washington,  D.  C. 
Craigue,  Joseph  S.     Captain,  Engrs.,  U.  S.  R.,  Am.  Ex.  Force,  France. 
Cross,   Ralph   U.     ist-class  Sergeant,  Q.   M.   C,   U.  S.  A.,   Headquarters 

Northeastern  Dept.,  Boston,  Mass. 
Curtis,  Greely  S.     Lieutenant  (j.  g.),  Naval  Militia,  Mass. 
Dashper,  Frederick  C.     With  British  Army. 

D.wis,   Harold  F.     Supply  Sergeant,   6th   Reg't,   Company  A,    Mass.    In- 
fantry, Am.  Ex.  Force,  France. 
Delano,  Ray  O.     Sergeant,  Company  B,  301st  Engrs.,  Camp  Devens,  Mass. 
DeMerritt,  Robert  E.     2d  Lieutenant,  C.  A.  C,  U.  S.  A.,  Fort  Monroe,  Va. 
Deming,  Guy  S.     ist  Lieutenant,  Signal  Corps,  Construction  Div.,  Aviation 

Section,  49  South  Maple  Avenue,  East  Orange,  N.  J. 
Drummond,  William  W.     Captain,  Engrs.,  U.  S.  R.,  Camp  Lee,  V'a. 
Durham,  Henry  W.     Captain,  Engrs.,  R.  C,  20th  Engrs.,  Camp  American 

Univ.,  W^ashington,  D.  C. 
Eddy,  Harrison  P.,  Jr.     Assistant  Naval  Constructor,  U.  S.  N.  R.  F.,  U.  S. 

Navy  Yard,  Norfolk,  Va. 
Elkins,  Clayton  R.     Lieutenant,  Public  Works  Dept.,  Navy  Yard,  Norfolk, 

Va. 
Ellsworth,  Samuel  M.     Company  I,  3d  Officers'  Training  Camp,  Camp 

Upton,  Long  Island,  N.  Y. 
Enebuske,  Carl  C.     55th  C.  A.  C. 
Fernald,  Gordon  H.     ist  Lieutenant,  E.  O.  R.  C,  304th  Engrs.,  Accotuik, 

Va. 
FooTE,  Francis  C.     Lieutenant,  303d  Engrs.,  E.  O.  R.  C. 
French,  Heywood  S.     Major,  Q.  M.  C,  National  Army,  2521   University 

Place,  Washington,  D.  C. 
Gerrish,  Herbert  T.     ist  Lieutenant,  Engr.  R.  C,  E.  R.  O.  T.  C,  Camp 

Lee,  Va. 
GiBLiN,  John  F.  A.     ist  Lieutenant,  loist  Engrs.,  Am.  E.\.  Force,  France. 
Gow,  Charles  R.     Major,  Q.  M.  C,  National  Army. 
GuNBY,    Frank    M.     Lieutenant    Colonel,    Cantonment     Div.,    Q.    M.    C, 

U.  S.  R.,  1 156  15th  Street,  Washington,  D.  C. 
GuPPY,  Benjamin  W.     Major,  14th  Engrs.,  Am.  Ex.  Force,  France. 
Hale,    Richard    K.     Lieutenant-Colonel,    loist    Field    Artillery,    Am.    Ex. 

Force,  France. 
Hanf,  Frank  S.     2d  Lieutenant,  Engrs.,  U.  S.  R.,  2d  Battalion,  2d  U.  S. 

Engrs.,  Am.  Ex.  Force,  France. 
Hannah,  Thomas  E.     ist  Lieutenant,  C.  A.  C,  Fort  Monroe,  Va. 
Harty,  John  J.,  Jr.     Captain,  Ordnance  Dept.,  U.  S.  R.,  Springfield  Armory, 

Springfield,  Mass. 
Hastie,  Frank  B.     2d  Lieut.,  Engr.  Corps,  U.  S.  A. 
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HoBSON,  George  F.     Captain  305th  Engrs.,  Camp  Lee,  Petersburg,  Va. 
Hubbard,   Carl   P.     Sergeant,   Company   D,    nth   Engrs.    (Ry.),   Am.   Ex. 

Force,  France. 
Kendall,  Theodore  R.      ist  Lieut.,  Sanitary  Corps,  National  i^rmy. 
Klmball,     Herbert    S.     Captain,    Ordnance    Dept.     (Technical    Section), 

Officers'  Reserve  Corps. 
Leonard,  Joseph  F.  A.     2d  Lieutenant,  Engrs,  U.  S.  R.,  Officer  in  Charge, 

Engr.  Sub-Depot;    Commanding  Engr.,  Depot  Detachment  421,  Camp 

Wadsworth,  Spartanburg,  S.  C. 
LoHMEYER,  William,  Jr.     2d  Lieutenant,  Corps  of  Engrs.,  U.  S.  A.,  Barrack 

47,  McClellan  Avenue,  Fort  Leavenworth,  Kan. 
Loud,  Ralph  W.     Private,  National  Army. 
Luther,  Howard  B.     Lieutenant  (j.  g.),  U.  S.  N.  R.   F.,  1707    H   Street, 

N.  W.,  Washington,  D.  C. 
Mattson,  Willl\m  R.      ist  Lieutenant,  Company  E,'  loist  Engrs.,  Am.  Ex. 

Force,  France. 
Monaghan,  James  F.     Captain,  Ord.  R.  C,  U.  S.  A.,  1330  F  Street  N.  W., 

Washington,  D.  C. 
Moore,  Lewis  E.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Nash,  Philip  C.     ist  Lieutenant,  E.  O.  R.  C,  U.  S.  A.,  Washington  Barracks, 

Washington,  D.  C.  ' 

Nolan,  Conr.\d.     Corporal,  Battery  D,  301st  Field  Artillery,  Camp  Devens,^ 

Mass. 
Ober,  Arthur  J.     Major,  E.  O.  R.  C. 
Osborn,   John   F.     Captain,    Company    B,    loist    Engrs.,   Am.    Ex.    Force, 

France. 
Pierce,  Charles  H.      ist  Lieutenant,  Engrs.,  U.  S.  R.,  7th  Company,  Engr. 

Reserve  Officers'  Training  Camp,  Camp  Lee,  Va. 
Rand,  Robert.     Lieutenant    (j.  g.),  U.  S.  N.  R.  F.,  Communication   Office, 

Bldg.  24,  Navy  Yard,  Boston,  Mass. 
Reed,  Leslie  P.     2d  Lieutenant,  U.  S.  Signal  Reserve  Corps,  Engr.  Section, 

Room  356,  Union  Station,  Washington,  D.  C. 
Richardson,  Edward  B.     Captain,  Battery  A,   loist  Field  Artillery,  i\m. 

Ex.  Force,  France. 
Richmond,  Carl  G.     ist  Lieutenant,  6o2d  Engrs.,  Camp  A.  A.  Humphreys, 

Va. 
Saville,  Thorndike.      1st  Lieutenant,  Signal  Corps,  U.  S.  A.,  Construction 

of  Water  Supply  and  Sewerage  Systems,  Supply  Div.,  Langley  Field, 

Hampton,  Va. 
Sawv'ER,  George  S.     Sergeant,  Company  A,  504th  Engrs.  Battalion,  Camp 

Devens,  Mass. 
Shaw,  Arthur  L.     Captain,  Engr.  R.  C,  301st  Engrs.,  Camp  Devens,  Mass. 
Smith,  William  H.     Lieutenant,  Asst.  C.  E.,  C.  E.  C,  U.  S.  N. 
Snow,  Leslie  W.     ist  Lieutenant,  Gun  Div.,  Office  of  Chief  of  Ordnance, 

1330  F  Street,  W^ashington,  D.  C. 
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SouTAR,  George  P.     Private,   17th  Company-,   151st  Depot  Brigade,  on  de- 
tached service  studying  meteorology  at  I'.  S.  Weather  Bureau,  Boston, 

Mass. 
Spear,  Walter  E.     Major,  Q.  M.  R.  C.,  Camp  Upton,  Long  Island,  N.  '\'. 
Stenberg,  Thornton  R.     2d  Lieutenant,  301st  Infantry,  on  detached  service 

at  School  of  Military  Aeronautics,  University  of  Te.xas,  Austin,  Tex. 
Strout,  Henry  E.,  Jr.      ist  Lieutenant,  C.  E.,  U.  S.  A.,  319th  Engrs.,  Camp 

Fremont,  Cal. 
Thompson,  Sanford  E.     Major,   Progress  Section,   Office  of  Chief  of  Ord- 
nance, Washington,  D.  C. 
Tosi,  Joseph  A.      Private,  Company  2,  3d  Officers'  Training    Camp,    Camp 

Devens,  Mass. 
Tucker,  Herman  F.     Ensign,  LI.  S.  X.  R.  F.,  Seattle,  Wash. 
W.\DE,   Clifford   L.     ist   Lieutenant,   E.   O.    R.   C,   care  L'.   S.   Geological 

Survey,  Washington,  D.  C. 
Wadsworth,  George  R.     Major,  A\'iation  Section  Signal  Corps,  U.  S.  A., 

Chief  Engr.,  Naval  Aircraft  Factory,  Navy  Yard,  Philadelphia,  Pa. 
Waring,   Charles  T.     Major,   Supply   Div.,   Signal   Corps.   Langley   Field, 

Hampton,  Va. 
Webb,    DeWitt   C.     Lieutenant   Commander,    Public   Works   Office,    L'.    S. 

Navy  Yard,  Philadelphia,  Pa. 
Wells,  Edward  P.     Cadet,  U.  S.  A.  School  of  Military  Aeronautics,  Ithaca, 

N.  Y. 
Wentworth,    John    P.     Captain,    Sanitary    Corps,    National    Arnn-,    Div. 

Headquarters,  Camp  Lee,  Va. 
Weston,  Arthur  D.     Lieutenant,  26th  Engrs.,  Camp  Dix,  N.  J. 
Whitman,  Ralph,  Lieutenant  Commander,  U.  S.  Navy,  care  U.  S.  Military 

Gov't,  San  Domingo,  R.  D.,  via  Postmaster,  N.  Y. 
Whitney,  Orville  J.     Major,  Auto  Aircraft  Machine  Gun  Battalion,  Camp 

Wadsworth,  N.  Y. 
Whitney,    Ralph    E.     ist    Lieutenant,    Sanitary    Corps,    National    Army, 

Surgeon  General's  Office,  Washington,  D.  C. 
WiGGiN,  Thomas  H.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Wood,  Frederic  J.     Major,  Engrs.,  U.  S.  R.,  Curtis  Bay  Ordnance  Depot, 

South  Baltimore,  Md. 
Wood,  Leonard  P.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Worcester,    Robert  J.  H.     ist    Lieutenant,    Inf.  R.  C,  Company  12,  3d 

Battalion,  Depot  Brigade,  Camp  Devens,  Mass. 


LIST  OF  MEMBERS. 


KiLLiON,  Louis  J 45  Winthrop  St.,  Roxbury,  Mass. 

Sauer,  Fred  E.,  Jr 50  Norwood  St.,  Everett,  Mass. 
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CHANGES  OF  ADDRESS. 


Atwood,  Thomas  C U.  S.  Xavy  Dept.,  Atlantic,  Mass. 

Blanchard,  Arthur  H Broadway  and  117th  St.,  New  York  City,  N.  Y. 

Buckley,  William  J 65  Winter  St.,  Montello,  Mass. 

Clark,  Charles  S Room  754,  141  Milk  St.,  Boston,  Mass. 

Connolly,  S.John 201  Devonshire  St.,  Boston,  Mass. 

Curtis,  Ralph  E 15  Allen  St.,  West  Roxbury,  Mass. 

Eberhard,  Walter  C 76  Morris  St.,  Dover,  N.  J. 

Ferguson,  John  N., 

Mass.  Conim.  on  Waterways  and  Public  Lands,  Dry  Dock,  Boston,  Mass. 

Forbes,  Fred  B 541  State  House,  Boston,  Mass. 

Ford,  Arthur  L 12  Marshall  St.,  Maiden,  Mass. 

Fuller,  Andrew  D 22  Kent  St.,  Somerville,  Mass. 

Fuller,  Frank  L 201  Washington  St.,  Wellesley,  Mass. 

Grover,  Nathan  C 1442  Belmont  St.  N.  W.,  Washington,  D.  C. 

Harkness,  Arthur  F" 541  State  House,  Boston,  Mass. 

Horne,  Harold  W Miami  Conservancy  District,  Dayton,  Ohio 

Hunter,  Harry  G 615  New  Birks  Bldg.,  Montreal,  Canada 

Hutchison,  Richard 49  Federal  St.,  Boston,  Mass. 

Manley,  Henry,  Jr 819  Gravesend  Ave.,  Brooklyn,  N.  Y. 

Morrill,  Frank  P., 

13  Rosewood  Terrace,  Tompkinsville,  Staten  Island,  N.  Y. 

Morrison,  John  W Room  203,  60  Congress  St.,  Boston,  Mass. 

Nelson,  William 41  Magazine  St.,  Cambridge,  Mass. 

O'Brien,  James  A City  Hail,  Chelsea,  Mass. 

Pike,  Waldo  F., 

care  Fay,  Spofford  &  Thorndike,  308  Boylston  St.,  Boston,  Mass. 

Pratt,  Daniel  W 11  Willow  St.,  \\'inchester,  Mass. 

Proctor,  Fred  W Hoosac  St.,  North  Adams,  Mass. 

RocKwooD,  Edward  F 147  Milk  St.,  Boston,  Mass. 

S.wage,  John  Dana 1864  Northampton  St.,  Holyoke,  Mass. 

Sears,  Calvin  C 3  Bryan  Ave.,  Branford,  Conn. 

Smith,  Sidney 5347  Baltimore  Ave.,  Philadelphia,  Pa. 

Stearns,  Ralph  H i  Ashburton  Place,  Boston,  Mass. 

Sutton,  David 15  Ashmont  Road,  Waban,  Mass. 

Thomas,  John  F.,    Care  Charles  T.  Main,  201  Devonshire  St.,  Boston,  Mass. 
Tosi,  Joseph  A.^      Care  Charles  A.  Tosi,  152  Franklin  St.,  New  York,  N.  Y. 

Van  der  P\x,  Edward 9  Clifton  St.,  Worcester,  Mass. 

Walker,  Frank  B 245  State  St.,  Boston,  Mass. 

Warren,  Henry  E 149  Meridian  St.,  East  Boston,  Mass. 


AspiNW.\LL,  Thomas March  2,  1918- 
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RESIGNATIONS. 

(In  effect  jVIarch  20,  19 18.) 


AcKERSON,  Herbert  N. 
Burr,  Thomas  S. 
Caldwell,  Frederick  A. 
Davis,  Leonard  H. 
Drowne,  Henry  B. 
Durant,  William  B. 
FoLLER,  Samuel  J. 
Hall,  Frank  E. 
Hoxie,  Arthur  E. 
Kelley,  Mark  E. 
Lanphear,  Roy  S. 
Marvell,  Edward  I. 


Mead,  Royal  L. 
Morrill,  Fred  W. 
Nash,  S.  Aubin. 
Phillips,  Henry  A. 
Sarle,  O.  Perry. 
Saville,  Caleb  Mills 
Skinner,  Fenwick  F. 
Smith,  Melvin  B. 
Stocker,  Malcolm  G. 
Von  Loesecke,  Sidney  S. 
Whitney,  Walter  C. 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each  case 
detailed  information  in  relation  thereto. 


Men  Available. 

421.  Age  49.  Has  had  wide  experience  in  heavy  construction  on 
tunnels,  dams,  canals,  pipe  lines  and  water  works;  would  prefer  position  along 
these  lines,  although  experience  also  covers  sewers,  pavements,  highways 
and  steel  bridge  erection.  Would  accept  salary  of  $150  per  month,  with 
good  opportunity-  for  advancement. 
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LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Annual  Report  of  Director  of  Geological  Survey  for  1916-17. 

Antimonial  Silver-Lead  Veins  of  Arabia  District,  Nevada. 
Adolph  Knopf. 

Borax  in  1916.     Charles  G.  Yale  and  Hoyt  S.  Gale. 

Cement  in  1916.     Ernest  F.  Burchard. 

Chemical  Analyses  of  Igneous  Rocks.  Henry  Stephens 
Washington. 

Combustion  of  Coal  and  Design  of  Furnaces.  Henry 
Kreisinger  and  others. 

Compressibility  of  Natural  Gas  and  Its  Constituents,  with 
Analyses  of  Natural  Gas  from  Thirty-one  Cities  in  United 
States.     G.  A.  Burrell  and  I.  W.  Robertson. 

Control  of  Hookworm  Infection  at  Deep  Gold  Mines  of 
Mother  Lode,  California.  Dr.  James  G.  Gumming  and  Joseph 
H.  White. 

Dunkleberg  Mining  District,  Granite  County,  Montana. 
J.  T.  Pardee. 

Effect  of  Low-Temperature  Oxidation  on  Hydrogen  in 
Coal  and  Change  in  Weight  of  Coal  on  Drying.  S.  H.  Katz  and 
H.  C.  Porter. 

.     Five   Ways    of   Saving    Fuel    in    Heating    Houses.     Henry 
Kreisinger. 

Fluorspar  and  Cryolite  in  1916.     Ernest  F.  Burchard. 

Gold,  Silver,  Copper,  Lead,  and  Zinc  in  Nevada  in  1916. 
V.  C.  Heikes. 

Gold,  Silver,  Copper,  Lead,  and  Zinc  in  New  Mexico  and 
Texas  in  1916.     Charles  W.  Henderson. 

Gold  Placers  of  Tolovana  District,  Alaska.     J.  B.  Mertie,  Jr. 

Louisiana  Clays.     George  Charlton  Matson. 

Possibilities  for  Manganese  Ore  on  Certain  Undeveloped 
Tracts  in  Shenandoah  V'^alley,  Virginia.  D.  F.  Hewett  and 
others. 

Stratigraphy  in  Southwestern  Maine  and  Southeastern  New 
Hampshire.     Frank  J.  Katz. 
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Tin  Resources  of  Kings  Mountain  District,  North  Carolina 
and  South  Carohna.     Arthur  Keith  and  D.  B.  Sterrett. 

Vapor  Pressures  of  Various  Compounds  at  Low  Tempera- 
tures.    G.  A.  Burrell  and  I.  W.  Robertson. 

Water-Supply  Papers  406,  418,  424,  430,  434,  445. 

State  Reports. 

Massachusetts.  Proceedings  of  Fifth  Annual  Cit\-  and 
Town  Planning  Conference  of  Massachusetts  Planning  Boards, 
1 91 7;    Lowell  Homestead   Project. 

Michigan.  Annual  Report  of  State  Board  of  Health  for 
1914-15. 

Ohio.  Technical  Reports  of  Miami  Conser\'ancy  District 
as  follows:  Miami  Valley  and  191 3  Plood,  by  Arthur  E.  Mor- 
gan; Theory  of  Hydraulic  Jump  and  Backwater  Curves,  by 
Sherman  M.  Woodward,  and  Hydraulic  Jump  as  Means  of 
Dissipating  Energy,  by  Ross  M.  Riegel  and  John  C.  Beebe; 
Storm  Rainfall  of  Eastern  United  States,  by  Engineering  StafT 
of  District. 

Municipal  Reports. 

Belmont,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

Cambridge,  Mass.  Annual  Report  of  Water  Board  for 
1916-17. 

Detroit,  Mich.  Annual  Report  of  Water  Commissioners 
for   1916-17. 

Laconia,  N.  H:     Annual  Reports  of  Board  of  Public  Works 

for  1917. 

Melrose,  Mass.     Annual  Report  of  Park  Commissioners  for 

1917. 

Northampton,  Mass.  Annual  Report  of  Water  Commis- 
sioners for  191 7. 

Plymouth,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

Providence,  R.  L  Annual  Reports  of  Water  Supply  Board 
for  1915-16  and  for  1917. 

Rutland,  Vt.     Annual  Report  for  1917. 
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Miscellaneous. 

American  Institute  of  Mining  Engineers:  Transactions 
for  1917,  Vol.  LVI. 

American  Society  of  Ci\il  Engineers:  Transactions  for 
1917,  Vol.  LXXXI. 

Canada,  Department  of  Interior:  Catalogue  of  Stars  for 
Latitude  Observations  on  Dominion  Lands  Surveys. 

Canada,  Department  of  Mines:  Production  of  Copper, 
Gold,  Lead,  Nickel,  Silver,  Zinc  and  Other  Metals  in  Canada 
during  1916;  Iron  Ore  Occurrences  in  Canada,  Vol.  II,  with 
maps,  by  E.  Lindeman  and  L.  L.  Bolton. 

Cement-Gun  Co.,  Inc.:    Bulletins. 

Diamond  Power  Specialty  Co.:  Diamond  Soot  Blowers 
for  Water  Tube  Boilers. 

Navigation.     G.  L.  Hosmer.     Gift  of  author. 

Library  Committp:e. 


NEW  ENGINEERING  WORK. 

(Under  this  head  a  brief  description  of  new  engineerijig  work  contem- 
plated or  under  construction  will  be  presented  each  month.  Engineers  and 
contractors  are  requested  to  send  descriptions  of  their  work  to  the  Secretary, 
715  Tremont  Temple,  Boston,  before  ist  of  each  month. j 

Commonwealth  of  Massachusetts. — Metropolitan  Water 
AND  Sewerage  Board.  —  Water  Works. — The  new  3,000,000- 
gal.  centrifugal  pumping  unit  at  the  Arlington  Pumping  Station 
has  been  erected,  and  is  nearly  ready  for  operation. 

Metropolitan  Park  Commission.  —  Old  Colony  Parkivay. 
—  Construction  of  a  teinporary  bridge  across  the  Neponset 
Ri\er  between  Boston  and  Quincy  is  in  progress;  also  construc- 
tion of  double  siphon  for  water  and  gas  under  new  channel. 

Boston  Transit  Commission.  —  Work  is  progressing  on 
the  Surface  Station  near  Massachusetts  A\enue  for  the  transfer 
of  passengers  between  surface  and  subway  cars. 

The  following  repaving  in  South  Boston  where  the  Dor- 
chester Tunnel  has  been  constructed  will  soon  be  begun : 

Dorchester  A\^enue  on  a  concrete  base  between  West  Second 
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Street  and  Old  Colony  Avenue,  and  between  Huml)oldt  Place 
and  the  southerly  side  of  Andrew  Square,  and  Boston  Street  on  a 
gravel  base  from  Andrew  Square  to  the  vicinity  of  Ralston 
Street. 

New  York,  New  Haven  &  Hartford  R.R.  Co.  —  South  Boston 
Cut  Improvement.  —  Enlargement  of  South  Boston  Cut  to  Bos- 
ton Freight  Terminal,  to  accommodate  four  tracks  instead  of 
two,  and  reconstruction  of  eleven  overhead  highway  bridges,  so 
as  to  span  four  tracks  instead  of  two,  progressing.  Excavation 
by  steam  shovel  has  advanced  from  westerly  end  of  cut  into 
Broadway.  Bridge  abutments  being  constructed  at  West 
Sixth  Street.  West  Fifth  Street,  Gold  and  Silver  streets.  Per- 
manent pumping  plant  being  constructed  at  Dorchester  Avenue. 


Vol.  V  MAY,   1918  No.  5 

BOSTON    SOCIETY    OF    CIVIL    ENGINEERS 

FOUNDED     1848 


PROCEEDINGS 


PAPERS   IN   THIS   NUMBER. 

"  Some  Features  of  New  York  City's  Rapid  Transit  System." 
Robert  Ridgway. 

Memoir  of  Deceased  Member. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


SANITARY  SECTION  EXCURSION  TO  WORCESTER, 
June  5,  1918. 

Members  of  the  Boston  Society  of  Civil  Engineers  are  in- 
vited by  the  Officials  of  the  City  of  Worcester,  to  inspect  the 
Worcester  Sewage  Purification  Works  and  Experimental  Acti- 
vated Sludge  Plant,  on  June  5,  1918. 

The  party  will  leave  South  Station  at  12  m.  on  Track  13. 
Special  badges  of  identification  will  be  distributed  to  the  mem- 
bers as  they  enter  the  gate.  At  Union  Station  in  Worcester  a 
special  trolley  car  will  be  provided  by  our  hosts,  which  will  take 
us  to  Greenwood  Park,  overlooking  the  Purification  Works. 
Here  we  shall  be  entertained  at  lunch  by  the  City  Officials.  After 
a  short  business  meeting,  Mr.  Matthew  Gault,  Superintendent 
of  the  Sewer  Department,  will  give  us  a  brief  account  of  Worces- 
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ter's  Sewage  Disposal  Problem,  and  Mr.  Roy  J.  Lanphear, 
Chemist-in-Charge  of  the  Purification  Works,  will  describe  the 
tests  being  carried  out  with  the  Experimental  Activated  Sludge 
Plant.  Opportunity  will  then  be  afforded  to  inspect  the  Works. 
Members  may  return  to  Boston  either  by  train  or  by  the  Boston 
&  Worcester  trolley  express.  Trains  leave  Worcester  at  4.58, 
5.05  and  6.17;  trolley  express  leaves  Worcester  City  Hall  on 
the  hour  and  half  hour.     Fare  by  train,  $1.12;    fare  by  trolley, 

$0.77-    .  .  .  ■ 

This  excursion  will  afford  an  opportunity  for  us  to  see  in 
operation  not  only  the  older  methods  of  Chemical  Precipitation 
and  Sand  Filtration,  but  also  the  latest  development  in  the  art 
of  sewage  treatment,  known  as  the  Activated  Sludge  Process. 
By  this  process  the  strong,  highly-colored  sewage  of  the  city  is 
rendered  clear  and  sparkling.  No  member  who  desires  to  keep 
in  touch  with  the  progress  of  Sanitary  Engineering  can  afford 
to  miss  this  opportunity.  Send  in  your  reply  card  promptly 
and  let  us  show  our  appreciation  of  the  generous  invitation  of 
the  Worcester  Officials  by  a  large  attendance. 

Almon  L.  Fales,  Chairman. 

Henry  A.  Varney,  Clerk. 


MINUTES   OF   MEETING. 

Boston,  April  17,  1918.  —  A  regular  meeting  of  the  Boston 
Society  of  Civil  Engineers  was  held  this  evening  at  Chipman  Hall, 
Tremont  Temple,  and  was  called  to  order  by  the  President, 
Charles  M.  Spofford,  at  8  o'clock. 

There  were  75  members  and  visitors  present. 

The  records  of  the  special  meeting  of  February  27  and  the 
annual  meeting  of  March  20,  1918,  were  read  and  approved. 

The  Secretary  reported  for  the  Board  of  Government  the 
election  of  the  following  to  membership  in  the  grades  named: 

Members — ^  Messrs.  Leroy  G.  Brackett,  Max  Silverman  and 
Earl  Stafford. 

Juniors  —  Messrs.  Benjamin  H.  Kerstein  and  Harry  A. 
Wansker. 

Associate  —  Mr.  Rufus  R.  Moore. 
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The  Secretary  announced  that,  under  authority  of  a  vote 
passed  at  the  annual  meeting,  the  Board  of  Government  had 
appointed  the  following  committees: 

On  the  Library:  S.  Everett  Tinkham,  Frederic  I.  Winslow 
and  Henry  F.  Bryant. 

On  Publication:  Charles  W.  Sherman,  John  L.  Howard 
and  Edwin  H.  Rogers. 

On  Papers  and  Program:  Charles  M.  Spofford,  chairman 
ex  officio;  Harrison  W.  Hay  ward,  Angus  B.  MacMillan,  Harry 
E.  Sawtell,  Frank  C.  Shepherd,  S.  Everett  Tinkham  and  Robert 
Spurr  Weston. 

On  Social  Activities:  David  A.  Ambrose,  William  W. 
Bigelow,  John  B.  Babcock,  3d,  Charles  R.  Berry,  Royall  D. 
Bradbury,  Samuel  P.  Waldron  and  Luis  G.  Morphy. 

On  Membership:  Harry  F.  Sawtelle,  Rufus  M.  Whittet 
and  Henry  C.  Robbins. 

The  Secretary  presented  a  memoir  of  Charles  Webster  Gay, 
prepared  by  a  committee  consisting  of  William  L.  Vennard  and 
Frank  B.  Rowell,  and  by  vote  it  was  accepted  and  ordered  printed 
in  the  Journal. 

The  following  vote  passed  at  the  annual  meeting  of  the 
Society  was  again  passed  by  a  unanimous  vote,  as  required  by 
the  By-Laws: 

Voted,  that  the  dues  for  the  year  1918-19  be  abated  to  all  members  in 
the  military  or  naval  service  of  the  United  States  or  its  allies;  and  that  a 
sum  not  exceeding  one  thousand  dollars  be  appropriated  from  the  income  of 
the  Permanent  Fund  to  reimburse  the  Current  Fund  of  the  Society  for  the 
resulting  loss. 

The  President  then  introduced  Commander  H.  R.  Stan- 
ford, Civil  Engineer,  U.  S.  N.,  who  gave  an  illustrated  talk  on 
the  construction  of  the  Pearl  Harbor  Dry  Dock  at  Hawaii.  A 
short  discussion  followed  the  talk,  in  which  Mr.  Hodgdon,  Mr. 
FitzGerald  and  Commander  Stanford  took  part. 

After  passing  a  vote  of  thanks  to  Commander  Stanford 
for  his  courtesy  in  coming  before  the  Society  and  giving  so 
interesting  and  instructive  a  description  of  this  important  work, 
at  9.30  o'clock  the  meeting  was  adjourned. 

S.  E.  Tinkham,  Secretary. 
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APPLICATIONS    FOR   MEMBERSHIP. 

[May  4,  1918.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Aronson,  Mark,  Boston,  Mass.  (Age  23,  b.  Boston,  Mass.)  Gradu- 
ate of  Mechanic  Arts  High  School,  Boston,  1912;  graduate  of  Mass.  Inst,  of 
Technology,  19 16,  civil  engineering  course,  degree  of  S.B.  Is  with  Dept.  of 
Mechanical  Design,  U.  S.  Navy  Yard,  Boston.  Refers  to  C.  B.  Breed,  H.  J. 
Hughes,  C.  M.  Spofford  and  H.  A.  Wansker. 

Fear,  Holbert  White,  Cambridge,  Mass.  (Age  27,  b.  Gloversville, 
N.  Y.)  Graduate  of  Cornell  University,  1913,  degree  of  C.E.  For  one 
year  immediately  following  graduation,  chainman,  rodman  and  transitman 
on  Barge  Canal  construction,  with  Dept.  of  New  York  State  Engineer  and 
Surveyor;  from  July,  19 14,  to  date,  with  U.  S.  Geological  Survey,  Water 
Resources  Branch,  serving  until  August,  1917,  as  junior  engr.,  in  which  ca- 
pacity he  was  employed  at  Albany,  N.  Y.,  on  investigation  of  surface  waters 
of  New  York  and  New  England,  collecting  base  data,  making  current  meter 
discharge  measurements,  etc.;  at  Washington,  D.  C,  on  preparation  of 
water-supply  papers;  at  Boston  in  charge  of  ofifice  computations  of  discharge 
of  New  England  streams;  and  at  Denver,  Colo.,  on  similar  work;  in  August, 
1917,  was  promoted  to  assistant  engr.,  and  in  November,  1917,  returned  from 
Denver  to  Boston  ofifice,  where  he  is  now  in  charge  of  entire  ofifice  during 
absence  of  district  engr.  Refers  to  H.  S.  Boardman,  R.  A.  Hale,  C.  H.  Pierce, 
A.  T.  Safford,  W^  F.  Uhl  and  D.  M.  Wood. 
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Hanna,  John  Baxter,  Pawtucket,  R.  I.  (Age  27,  b.  Pawtiicket,  R.  I.) 
Graduate  of  Pawtucket  High  School.  From  September,  1909,  to  date,  with 
City  Engr.'s  Dept.,  Pawtucket;  has  served  as  transitman,  levelman,  computer, 
draftsman  and  assistant  engr.  on  sewer  and  highway  construction.  Elected 
a  Junior  January  27,  1915,  and  now  desires  to  be  transferred  to  grade  of  Mem- 
ber.    Refers  to  G.  A.  Carpenter,  E.  S.  Patton  and  F.  A.  Sweet. 

HoYT,  Laurence  Brackett,  Melrose,  Mass.  (Age  26,  b.  Greenland, 
N.  H.)  Graduate  of  Mass.  Inst,  of  Technology,  1913,  civil  engineering  course, 
degree  of  S.B.  During  summer  of  191 1,  rodman  with  Boston  Elevated  Ry. 
Co.;  during  summer  of  1912,  rodman  with  Power  Construction  Co.,  Hoosac 
Tunnel,  Mass.,  and  later  rodman  and  instrumentman  with  Directors  of  Port 
of  Boston;  in  19 13-14  assistant  in  civil  engineering,  Mass.  Inst,  of  Technology, 
serving  as  instructor  during  summer  of  1913  at  surveying  camp,  E.  Machias, 
Me.;  while  assistant  at  Mass.  Inst,  of  Technology,  did  private  work  on  com- 
putation and  design  in  connection  with  bridge  apportionment  costs;  from 
June,  1914,  to  date,  resident  engr.  with  Mass.  Highway  Comm.  Elected  a 
Junior  November  19,  1913,  and  now  desires  to  be  transferred  to  grade  of 
Member.  Refers  to  C.  F.  Allen,  C.  B.  Breed,  R.  W.  Coburn,  G.  L.  Hosmer, 
J.  W.  Howard  and  C.  M.  Spofford. 

Snow,  Benjamin  Harrison,  Everett,  Mass.  (Age  25,  b.  Everett, 
Mass.)  Graduate  in  surveying  and  structural  engineering  courses.  North- 
eastern Cpllege  (Boston  Y.  M.  C.  A.)  School  of  Engineering,  1917.  From 
August,  1913,  to  April,  1914,  transitman  and  inspector  with  Sterrett  &  Ben- 
ners,  at  Boston  Fish  Pier;  from  May  to  September,  1914,  transitman  with 
Whitman  &  Howard,  Boston;  from  October,  1914,  to  May,  1916,  iron  and 
steel  draftsman  with  Babcock- Davis  Corp'n,  Cambridge,  Mass.;  from  May, 
1916,  to  date,  structural  designer  with  Industrial  Service  &  Equipment  Co., 
Boston.  Elected  a  Junior  September  20,  1916,  and  now  desires  to  b.e  trans- 
ferred to  grade  of  Member.  Refers  to  B.  S.  Brown,  E.  W.  Colby,  C  S.  Ell, 
H.  A.  Gray  and  Channing  Howard. 

Woodbury,  Stanley  Ward,  Haverhill,  Mass.  (Age  27,  b.  Haverhill, 
Mass.)  Graduate  of  Haverhill  High  School;  has  completed  course  in  con- 
crete construction  at  Boston  Y.  M.  C.  A.  Evening  School;  has  completed 
half  of  I.  C.  S.  course  in  civil  engineering.  Has  had  eight  years'  experience, 
including  four  years  on  construction  of  highways  and  bridges,  two  years  on 
surveying  and  about  two  years  on  drafting  and  estimating,  all  with  Essex 
County  Engineering  Dept.,  with  which  Dept.  he  is  still  employed.  Elected 
a  Junior  April  15, 19 14,  and  now  desires  to  be  transferred  to  grade  of  Member. 
Refers  to  B.  S.  Brown,  R.  R.  Evans,  L.  C.  Lawton  and  A.  D.  Marble. 
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ROLL   OF   HONOR.* 

Atwood,  Joshua.     Captain,  Infantry,  National  Army,  Headquarters  North- 
eastern Dept.,  Boston,  Mass. 
Babbitt,  John  H.     ist  Lieutenant,  C.  A.  C,  U.  S.  A.,  commanding  31st  Co., 

Coast  Defenses  of  Narragansett  Bay,  Fort  Adams,  R.  I. 
Balch,  William  H.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Beard,  Cornelius,     ist  Lieutenant,  Company  A,   loist  Engrs.,  Am.  E.x. 

Force,  France. 
Bresth,  Alexander. 
Brown,  H.  Whittemore.     2d  Lieutenant,  E.  O.  R.  C,  301st  Engrs.,  Camp 

Devens,  Mass. 
Brown,  William  Augustine.     Machinist's  Mate,  ist  Class,  U.  S.  N.  R.  F., 

Navy  Yard,  Boston,  Mass. 
t  Bryant,  Chauncey  D.     ist-class  Private,   loist  Engrs.,  Am.  Ex.  Force. 
Bunker,  Page  S.     Major,  Ordnance,  Dept.  U.  S.  N.  A.,  Augusta  Arsenal, 

Augusta,  Ga. 
Burleigh,  Willard  G.     Corporal,  Company  E,  25th  Engrs.,  Camp  Devens, 

Mass. 
BussEV,  Byron  C.     2d  Lieutenant,  E.  O.   R.  C,  Officers'  Training  Camp, 

Washington,  D.  C. 
Clapp,  Wilfred  A.     Q.  M.  C. 

Clarkson,  Edward  H.,  Jr.     Sanitary  Engineer,  .American  Field  Ambulance. 
CoBURN,  William  H.      ist  Lieutenant,  Field  Supply  Section,  Gas  Defense 

Service,  New  Interior  Bldg.,  Washington,  D;  C. 
Coffin,   S.    P.     ist    Lieutenant,    Railway   Transportation    Corps,    National 

Army. 
Craigue,  Joseph  S.     Captain,  Engrs.,  U.  S.  R.,  Gas  Service,  Am.  Ex.  Force. 
Cross,   Ralph  U.     ist-class  Sergeant,  Q.   M.  C,   U.  S.  A.,   Headquarters 

Northeastern  Dept.,  Boston,  Mass. 
Curtis,  Greely  S.     Lieutenant  (j.  g.).  Naval  Militia,  Mass. 
Dashper,  Frederick  C.     With  British  Army. 

Davis,   Harold  F.     Supply   Sergeant,   6th    Reg't,   Company  A,    Mass.   In- 
fantry, Am.  Ex.  Force,  France. 
Delano,  Ray  O.     Sergeant,  Company  B,  301st  Engrs.,  Camp  Devens,  Mass. 
DeMerritt,  Robert  E.     2d  Lieutenant,  C.  A.  C,  U.  S.  A.,  Fort  Monroe,  Va. 
Deming,  Guy  S.     Captain,  Construction  Co.  No.  12,  Aviation  Section,  Signal 

Corps,  U.  S.  A.,  Aviation   Mobilization  Depot,  Camp  Levier,  Greenville, 

S.  C. 
Drummond,  William  W.     Captain,  Engrs.,  U.  S.  R.,  Camp  Lee,  Va. 
Durham,  Henry  W.     Captain,  Engrs.,  R.  C,  20th  Engrs.,  Camp  American 

Univ.,  Washington,  D.  C. 

*  This  list  is  made  up  from  replies  to  a  circular  sent  out  to  members  of  the  Society,  and 
from  various  other  sources.  That  future  lists  may  be  more  accurate  and  complete,  members 
are  requested  to  call  the  attention  of  the  Secretary  to  any  inaccuracies  or  omissions. 

t  Died  in  France. 
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Eddy,  Harrison  P.,  Jr.     Assistant  Naval  Constructor,  U.  S.  N.  R.  F.,  U.  S. 

Navy  Yard,  Norfolk,  Va. 
Elkins,  Clayton  R.     Lieutenant,  Public  Works  Dept.,  Navy  Yard,  Norfolk, 

Va. 
Ellsworth,  Samuel  M.     Company  I,  3d  Ofificers'  Training  Camp,  Camp 

Upton,  Long  Island,  N.  Y. 
Enebuske,  Carl  C.     55th  C.  A.  C. 
Fernald,  Gordon  H.     ist  Lieutenant,  E.  O.  R.  C,  304th  Engrs.,  Accotink, 

Va. . 
FooTE,  Francis  C.     Lieutenant,  303d  Engrs.,  E.  O.  R.  C. 
French,  Heywood  S.       Major,  Q.  M.  C,  National  Army,  2521  University 

Place,  Washington,  D.  C. 
Gerrish,  Herbert  T.     ist  Lieutenant,  Engr.  R.  C,  E.  R.  O.  T.  C,  Camp 

Lee,  Va. 
GiBLiN,  John  F.  A.      ist  Lieutenant,  loist  Engrs.,  Am.  Ex.  Force,  France. 
Gow,  Charles  R.     Major,  Q.  M.  C,  National  Army. 
GuNBY,  Frank  M.     Lieutenant-Colonel,  Cantonment  Div.,  Q.  M.  C,  U.  S.  R., 

1156  15th  Street,  Washington,  D.  C. 
GUPPY,    Benjamin   W.     Lieutenant-Colonel,    14th    Engrs.,   Am.    Ex.    Force, 

France. 
Hale,    Richard    K.     Lieutenant-Colonel,    loist    Field    Artillery,    Am.    Ex. 

Force,  France. 
IHanf,  Frank  S.     2d  Lieutenant,  Engrs.,  U.  S.  R.,  2d  Battalion,  2d  U.  S. 

Engrs.,  Am.  Ex.  Force,  France. 
Hannah,  Thomas  E.     ist  Lieutenant,  C.  A.  C,  Fort  Monroe,  Va. 
Harty,  John  J.,  Jr.     Captain,  Ordnance  Dept.,  U.  S.  R.,  Springfield  Armory, 

Springfield,  Mass. 
Hastie,  Frank  B.     2d  Lieut.,  Engr.  Corps,  U.  S.  A. 
HoBSON,  George  F.     Captain  305th  Engrs.,  Camp  Lee,  Petersburg,  Va. 
Hubbard,   Carl   P.     Sergeant,   Company   D,    nth   Engrs.    (Ry.),   Am.   Ex. 

Force,  France. 
Jackson,  Dugald  C.     Major,  Engrs.,  U.  S.  R.,  France. 
Kendall,  Theodore  R.     ist    Lieutenant,  Sanitary  Corps,  National  Army, 

care  Division  Surgeon,  Camp  Lee,  Petersburg,  Va. 
Kimball,  Herbert  S.     Captain,  Ordnance  Dept.,   Nitrate  Div.,  202  The 

Argyle,  3220  17th  St.  N.  W.,  Washington,  D.  C. 
Leonard,  Joseph  F.  A.     2d  Lieutenant,  Engrs.,  U.  S.  R.,  Officer  in  Charge, 

Engr.  Sub-Depot;    Commanding  Engr.,  Depot  Detachment  421,  Camp 

Wadsworth,  Spartanburg,  S.  C. 
Lohmeyer,  William,  Jr.     2d  Lieutenant,  4th  Engrs.,  U.  S.  A.,  Camp  Greene, 

■  N.  C. 
Luther,  Howard  B.     Lieutenant   (j.    g.),    U.    S.    N.  R.    F.,  1707    H    .St. 

N.  W.,  Washington,  D.  C. 
Mattson,  William  R.     ist  Lieutenant,  Company  E,  loist  Engrs.,  Am.   Ex. 

Force,  France. 
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MoNAGHAN,  James  F.     Captain,  Ord.  R.   C,  U.   S.  A.,  1330   F   St.   N.   W., 

Washington,  D.  C. 
Moore,  Lewis  E.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Nash,  Philip  C.     ist  Lieutenant,  E.  O.  R.  C,  U.  S.  A.,  Washington  Barracks, 

Washington,  C.  D. 
Nolax,  Conrad.     Corporal,  Battery  D,  301st  Field  Artillery,  Camp  Devens, 

Mass. 
Ober,  Arthur  J.     Major,  E.  O.  R.  C. 
OsBORN,   John   F.     Captain,    Company    B,    loist   Engrs.,   Am.    Ex.    Force, 

France. 
Pierce,  Charles  H.     ist  Lieutenant,  Engrs.,  U.  S.  R.,  7th  Company,  Engr. 

Reserve  Officers'  Training  Camp,  Camp  Lee,  Va. 
Rand,  Robert.     Lieutenant  (j.  g.),  U.  S.  N.  R.  F.,  Communication  Officer, 

U.  S.  Naval  Headquarters,  4  Place  DTena,  Paris,  France. 
Reed,  Leslie  P.     2d  Lieutenant,  U.  S.  Signal  Reserve  Corps,  Engr.  Section, 

Room  356,  Union  Station,  Washington,  D.  C. 
Richardson,  Edward  B.     Captain,  Battery  A,   icwst  Field  Artillery,  Am. 

Ex.  Force,  France. 
Richmond,  Carl  G.      ist  Lieutenant,  6o2d  Engrs.,  Camp  A.  A.  Humphreys, 

Va. 
Saville,  Thorndike.      1st  Lieutenant,  Signal  Corps,  U.  S.  A.,  Construction 

of  Water  Supply  and  Sewerage  Systems,  Supply  Div.,  Langley  Field, 

Hampton,  Va. 
S.\wyer,  George  S.     Sergeant,  Company  A,  504th  Engrs.  Battalion,  Camp 

Devens,  Mass. 
Shaw,  Arthur  L.     Captain,  Engr.  R.  C,  30i9t  Engrs.,  Camp  Devens,  Mass. 
Smith,  William  H.     Lieutenant,  Asst.  C.  E.,  C.  E.  C,  U.  S.  N. 
Snow,  Leslie  W.     ist  Lieutenant,  Gun  Div.,  Office  of  Chief  of  Ordnance, 

1330  F  St.,  Washington,  D.  C. 
SouTAR,  George  P.     Private,  17th  Company,  151st  Depot  Brigade,  on  de- 
tached service  studying  meteorology  at  U.  S.  Weather  Bureau,  Boston, 

Mass. 
Spear,  Walter  E.     Major,  Q.  M.  R.  C,  Camp  Upton,  Long  Island,  N.  Y. 
Stenberg,  Thornton  R.     2d  Lieutenant,  301st  Infantry,  on  detached  service 

at  School  of  Military  Aeronautics,  University  of  Texas,  Austin,  Tex. 
Strout,  Henry  E.,  Jr.     Captain,  C.  E.,  U.  S.  A.,  319th  Engrs.,  Camp  Fre- 
mont, Cal. 
Thompson,  Sanford  E.     Major,   Progress  Section,  Office  of  Chief  of  Ord- 
nance, Washington,  D.  C. 
Tosi,  Joseph  A.     Private,  Company  2,  3d  Officers'  Training  Camp,  Camp 

Devens,  Mass. 
Tucker,  Herman  F.     Ensign,  U.  S.  N.  R.  F.,  Seattle,  Wash. 
Wade,  Clifford  L.      ist  Lieutenant,  E.  O.  R.  C,  Camp  Humphreys,  \'a. 
Wadsworth,  George  R.     Major,  Aviation  Section  Signal  Corps,  U.  S.  A., 

Chief  Engr.,  Naval  Aircraft  Factory,  Navy  Yard,  Philadelphia,  Pa. 
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Walker,  Elton  D.     Captain,  Co.  A,  15th  U.  S.  Engrs.,  Am.  Ex.  Force,  via 

New  York,  N.  Y. 
Waring,  Charles  T.     Major,  Supply  Div.,  Signal  Corps,  Fort  Wayne,  Mich. 
Webb,    DeWitt   C.     Lieutenant-Commander,    Public    Works   Office,    U.   S. 

Navy  Yard,  Philadelphia,  Pa. 
Wells,  Edward  P.     Cadet,  U.  S.  A.  School  of  Military  Aeronautics,  Ithaca, 

N.  Y. 
Wentworth,  John  P.     Captain,  Sanitary  Corps,  National  Army,  Quarters 

No.  9,  M.  O.  T.  C,  Fort  Riley,  Kans. 
Weston,  Arthur  D.     Lieutenant,  26th  Engrs.,  Am.  Ex.  Force,  via  New  York, 

N.  Y. 
Whitman,  Ralph,  Lieutenant-Commander,  U.  S.  Navy,  care  U.  S.  Military 

Gov't,  San  Domingo,  R.  D.,  via  Postmaster,  N.  Y. 
Whitney,   Orville   J.     Major,   2d   Anti-Aircraft    Machine   Gun    Battalion, 

Camp  Wadsworth,  Spartanburg,  S.  C. 
Whitney,    Ralph    E.     ist    Lieutenant,    Sanitary    Corps,    National    Army, 

Surgeon  General's  Office,  Washington,  D.  C. 
WiGGiN,  Thomas  H.     Captain,  E.  O.  R.  C,  Am.  Ex.  Force,  France. 
Wood,  Frederic  J.     Major,  Engrs.,  U.  S.  R.,  Curtis  Bay  Ordnance  Depot, 

South  Baltimore,  Md. 
Wood,  Leonard  P.     Captain,  E.  O.  R.,  C,  Am.  Ex.  Force,  France. 
Worcester,  Robert  J.  H.     ist  Lieutenant,  Inf.   R.  C,  Company   12,  3d 

Battalion,  Depot  Brigade,  Camp  Devens,  Mass. 


LIST   OF   MEMBERS. 

additions. 
Wansker,  Harry  A Head  House,  City  Point,  South  Boston,  Mass. 

CHANGES    OF    ADDRESS. 

Allen,  John  E West  Branch,  Y.  M.  C.  A.,  Philadelphia,  Pa. 

Barnes,  T.  Howard 17  Battery  Place,  New  York,  N.  Y. 

Barnes,  William  T 773  Broadway,  South  Boston,  Mass. 

BiGELOW,  William  W., 

With  Fay,  Spofford  &  Thorndike,  308  Boylston  St.,  Boston,  Mass. 

Burrill,  Nathan  C care  Quartermasters'  Terminal,  Norfolk,  Va. 

Cannon,  Madison  M care  Public  Works  Office,  Portsmouth,  Va. 

DoLLlVER,  Henry  F 3  Pine  St.,  Belmont,  Mass. 

Eisnor,  John  J 59  Thorndike  St.,  Arlington,  Mass. 

Fielding,  William  J Balboa,  Canal  Zone 

Hartwell,  David  A 24  AUston  Place,  Fitchburg,  Mass. 

Holland,  Neal  J 307  City  Hall  Annex,  Boston,  Mass. 

HoLWAY,  William  R • Supt.  of  Filtration,  Tulsa,  Okla. 

Horne,  Harold  W Englewood,  Montgomery  County,  Ohio 

Moody,  Herbert  A Turners  Falls  Co.,  Turners  Falls,  Mass. 
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Morrill,  Frank  P 34  Greenleaf  St.,  Maiden,  Mass. 

Nelson,  William 4  Dwight  Apts.,  Binghamton,  N.  Y. 

Palmer,  Walter  T 3  Calumet  St.,  Wollaston,  Mass. 

Pratt,  C.  Barton 975  Chestnut  St.,  Manchester,  N.  H. 

Rew,  Morse  W Emergency  Fleet  Corp.,  Passenger  Transportation  Div., 

1319  F  St.  N.  W.,  Washington,  D.  C. 

Savage,  John  Dana care  T.  Stuart  &  Son  Co., 

Boston  Q.  M.  Terminal,  Summer  St.  Extension,  South  Boston,  Mass. 

Stearns,  Herbert  R loi  Nehoiden  Rd.,  W'aban,  Mass. 

Treadwell,  Edward  D 39  Marshall  Place,  Webster  Groves,  Mo. 

Van  der  Pvl,  Edward Donora  Wire  Works,  Donora,  Pa. 

DEATH. 

Hanf,  Frank  S April  28,  1918 


LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Coal  Fields  of  United  States.     Marius  R.  Campbell. 

Cotton  Production  and  Distribution,  Season  of  1916-17. 

Retail  Distribution  of  Softwood  Lumber  in  Middle  West. 
Ovid  M.  Butler. 

Wholesale  Distribution  of  Softwood  Lumber  in  Middle 
West.     Ovid  M.  Butler. 

Effect  of  Varying  Certain  Cooking  Conditions  in  Produc- 
tion of  Sulphite  Pulp  from  Spruce.     S.  E.  Lunak. 

Experimental  Convict  Road  Camp,  Fulton  County,  Ga. 
H.  S.  Fairbank  and  others. 

Geology  and  Ore  Deposits  of  Mackay  Region,  Idaho. 
Joseph  B.  Umpleby. 

Incense  Cedar.     J.  Alfred  Mitchell. 

Magnesite  in  1916.     Charles  G.  Yale  and  Hoyt  S.  Gale. 

Red,  White  and  Blue  Series:  Conquest  and  Kultur;  Ger- 
man War  Practices;  German  Treatment  of  Conquered  Terri- 
tory ;  War,  Labor  and  Peace ;  German  War  Code ;  Why  America 
Fights  Germany. 

Report  of  Provost-Marshal  General  to  Secretar)'  of  War  on 
First  Draft  under  Selective-Service  Act,_  I9I7- 

Sand  and  Gravel  in  1916.     R.  W.  Stone. 

Sulphur,  Pyrite.  and  Sulphuric  Acid  in  1916.  Philip  S. 
Smith. 
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State  Reports. 

Massachusetts.  Annual  Report  of  State  Department  of 
Health  for  1916. 

Massachusetts.  Report  of  Street  Railway  Investigation 
Commission  on  Problems  relating  to  Street  Railways  of  Com- 
monwealth, 1918.     Gift  of  H.  S.  Knowlton. 

Municipal  Reports. 

Concord,  Mass.  Annual  Report  of  Road  Commissioners 
for  1917. 

Danvers,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

Haverhill,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

New  Bedford,  Mass.  Annual  Report  of  Water  Board  for 
1917. 

Newton,  Mass.     Annual  Report  of  City  Engineer  for  191 7. 

North  Adams,  Mass.  Annual  Report  of  City  Officers  for 
1917. 

Philadelphia,  Pa.  Annual  Report  of  Department  of  City 
Transit  for  1916. 

Springfield,  Mass.  Office  Reference  Pamphlet,  Municipal 
Water  Works,  for  191 7. 

Woburn,  Mass.  Annual  Report  of  Department  of  Public 
Works  for  191 7. 

Miscellaneous. 

Building  Trades  Employers'  Association  of  Boston:  Rules 
for  Estimating. 

Canada,  Department  of  Interior:  Report  of  Hydrometric 
Surveys  for  191 6. 

Portland  Cement  Association:  The  Reinforced  Concrete 
Cargo  Steamship  Faith. 

Red  Cross  Institute  for  Crippled  and  Disabled  Men:  Eco- 
nomic Consequences  of  Physical  Disability,  a  Case  Study  of 
Civilian  Cripples  in  New  York  City,  by  John  Culbert  Paries; 
Memorandum  on  Provision  for  Disabled  Soldiers  in  New  Zea- 
land, by  Douglas  C.  McMurtrie. 

Library  Committee. 
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PAPERS   IN    THIS    NUMBER. 

"  The  Sanitary  Control  of  Swimming  Pools."  Stephen 
DeM.  Gage. 

Discussion  of  Economy  in  the  Design  of  Concrete  Buildings. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  recjuested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINUTES    OF    MEETINGS. 

Boston,  May  15,  1918.  —  A  regular  meeting  of  the  Boston 
Society  of  Civil  Engineers  was  held  this  evening  at  Chipman 
Hall,  Tremont  Temple,  and  was  called  to  order  by  the  President, 
Charles  M.  Spofford,  at  8  o'clock. 

There  were  68  members  and  visitors  present. 

The  record  of  the  last  meeting  was  read  and  approved. 

The  Secretary  reported  for  the  Board  of  Government  the 
election  of  the  following  to  membership  in  the  grade  of  Mem- 
ber: Almon  Isaac  Gauthier,  Frederic  William  Haley  and  Harry 
Matthew  Steward. 

The  President  announced  the  death  of  Frank  S.  Hanf,  a 
member  of  the  Society,  who  was  killed  in  action  in  France, 
April  28,  1918.  He  was  second  lieutenant  in  the  2d  U.  S.  En- 
gineers.    By   vote,   the   President  was   requested   to   appoint   a 
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committee  to  prepare  a  memoir.  Tlie  committee  appointed 
consists  of  Messrs.  Theodore  P.  Perkins,  Frank  B.  Rowell,  and 
Charles  H.  Restall. 

The  President  called  attention  to  a  circular  which  he  had 
sent  out  to  the  membership  of  the  Society  asking  for  contribu- 
tions to  a  fund  for  the  6o2d  Engineer  Regiment,  now  at  Camp 
Devens  and  soon  to  go  to  France,  and  called  on  Capt.  George 
C.  Danforth  of  that  regiment  for  further  information  as  to  its 
needs  for  such  a  fund. 

Captain  Danforth  said  that  it  was  not  only  a  new  regiment 
but  a  new  type  of  regiment,  for  which  a  call  has  been  sent  across, 
and  there  are  only  a  few  weeks  instead  of  eight  or  ten  months  in 
which  to  get  ready. 

He  also  said  in  part:  "  I  ha\'e  been  asked  once  or  twice 
why  the  government  does  not  provide  some  of  the  things  that 
we  are  especially  in  need  of,  — -  a  band  for  instance.  That  I 
do  not  know.  The  army  regulations  has  always  provided  for 
a  band  for  its  one  regiment,  or  part  of  a  regiment,  of  engineers, 
and  it  speaks  of  '  the  Engineer  Band.'  There  are  now  some  two 
hundred  thousand  of  us  and  still  it  authorizes  '  the  Engineer 
Band.'  And  we  need  other  things  which  require  a  fund,  partly 
in  the  line  of  equipment,  but  principally  for  recreation. 

"  I  have  heard  it  said  that  war  is  a  thing  of  knowledge  and 
calculation.  It  is  not.  War,  so  long  as  it  is  at  the  risk  of 
men's  lives,  is  a  thing  of  instinct  and  psychology  and  what  a 
man  does  at  the  front  depends  much  on  the  mental  attitude  that 
he  brings  there.  That  in  turn  depends  on  what  he  gets  when  he 
is  back  of  the  lines  and  has  time  to  stop  and  think.  Discipline, 
of  course,  plays  its  part.  The  man  is  drilled  to  obey  commands 
without  question,  but  we  w^ant  more  than  that.  We  need  the 
band  and  some  means  of  giving  the  men  a  foot  ball  or  base  ball 
game;  something  to  keep  their  minds  off  the  unpleasant  things, 
to  keep  them  mentally  fit. 

"  As  I  said  before,  I  think  the  matter  is  well  covered  in  the 
circular.  We  need  about  five  thousand  dollars,  and  if  we  can- 
not appeal  to  engineers  for  it  I  do  not  know  to  whom  we  can  go. 
We  have  no  time  to  try  and  interest  people  by  the  usual  methods. 
Our  appeal  is  to  you." 
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The  President  then  introduced  the  speaker  of  the  evenings 
Mr.  Stoughton  Bell,  who  was  chairman  of  a  committee  ap- 
pointed some  years  ago  to  devise  a  more  systematic  method  of 
real  estate  assessment  for  the  city  of  Cambridge. 

Mr.  Bell,  with  the  aid  of  plans  and  diagrams,  described 
very  fully  the  system  of  real  estate  assessment  which  was  re- 
commended by  the  committee  and  which  was  put  in  force  last 
year. 

At  the  conclusion  of  his  address  a  most  interesting  discus- 
sion followed,  in  which  Mr.  James  J.  Casey,  chairman  of  the 
Board  of  Assessors  of  Cambridge,  Mr.  Albert  B.  Fales,  first 
assistant  tax  commissioner  of  Massachusetts,  Mr.  Frank  O. 
Whitney,  chief  engineer  of  the  Street  Laying-Out  Department 
of  Boston,  and  others,  took  part. 

By  a  unanimous  vote,  the  thanks  of  the  Society  were  ex- 
tended to  Mr.  Bell  for  his  kindness  in  presenting  to  the  Society 
in  so  clear  and  interesting  a  manner  the  new  departure  in  real 
estate  assessment. 

Adjourned. 

S.  E.  TiXKHAM,  Secretary. 


Boston,  May  i,  1918.  — A  special  meeting  of  the  Sanitary 
Section  was  held  Wednesday  evening.  May  i,  1918,  at  8.0Q 
o'clock,  in  the  Society's  Library,  Tremont  Temple,  Boston. 

Dr.  W.  W.  Peter,  of  Shanghai,  China,  secretary  of  the 
Joint  Council  on  Public  Health  Education  of  the  National 
Medical  Association,  the  China  Medical  Missionary  Association, 
and  the  Young  Men's  Christian  Association,  gave  an  address 
on  "  Health  Education  in  China."  The  address  was  practi- 
cally an  English  translation  of  a  lecture  which  Dr.  Peter  has 
been  giving  all  over  China.  It  was  illustrated  with  lantern 
slides  and  many  devices  for  displaying  statistics. 

No  business  was  transacted. 

Forty-one  members  and  visitors  were  present. 

Henry  A.  Varney,  Clerk. 
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APPLICATIONS   FOR   MEMBERSHIP. 

[June   15,   1918.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Bruno,  Alphonso,  Brighton,  Mass.  (Age  38,  b.  Boston,  Mass.) 
Educated  in  Boston  public  schools,  graduating  from  English  High  School  in 
1897.  Since  that  time  has  been  actively  connected  with  construction  of  en- 
gineering projects;  from  1906  to  date,  member  of  firm  of  Bruno  &  Petitti, 
contractors  of  public  works,  during  which  time  has  executed  following  con- 
tracts: Milford  sewerage  system  and  North  Attleboro  reservoir  and  dam, 
F.  A.  Barbour,  Engr.;  sewerage  system,  Attleboro,  J.  J.  Van  Valkenburgh, 
Engr.;  sewer  contract,  Fitchburg,  D.  A.  Hartwell,  Engr.;  sewer  contract, 
section  10,  Passaic  Valley  sewerage  system,  Newark,  N.  J.,  W.  M.  Brown, 
Engr.;  Sections  102  and  103,  Wellesley  extension,  Metropolitan  Sewer,  F.  D. 
Smith,  Engr.;  is  charter  member  of  American  Society  of  Engineering  Con- 
tractors, New  York.  Refers  to  F.  A.  Barbour,  \V.  M.  Brown,  H.  H.  Chase, 
E.  S.  Earned,  Leonard  Metcalf  and  F.  D.  Smith. 


PROCEEDINGS.  5* 

ROLL    OF   HONOR.* 

ADDITIONS. 

Bean,  Thomas  W.     Co.  C,  301st  Engrs.,  Camp  Devens,  Mass. 

Eberhard,  Walter  C.     Chief  Quartermaster,  U.  S.  N.  R.  P.,  Co.  18,  Naval 

Aviation  Detachment,  Mass.  Inst,  of  Technology,  Cambridge,  Mass. 
Harward,  Edwin  D.     Lieutenant,  714  Mills  Bldg.,  Washington,  D.  C. 
Stearns,  Ralph  H.     Lieutenant,  U.  S.  N.  R.  P.,  Bureau  of  Yards  and  Docks, 

Room  752,  1317  P  St.,  Washington,  D.  C. 

revisions. 

Balch,  William  H.     Captain,  Engrs.,  U.  S.  R.,  Am.  Ex.  Porce,  Prance. 
Brown,  H.  Whittemore,  2d  Lieutenant,  Engrs.,  U.  S.  R.,  Am.  Ex.  Porce, 

Prance. 
Coffin,  Samuel  P.      ist  Lieutenant,  Engrs.,  N.  A.,  Ry.  Trans.  Corps,  Camp 

Merritt,  N.  J. 
Durham,  Henry  W.     Captain,  U.  S.  R.,  23d  Engrs.,  Am.  Ex.  Force,  France. 
Hastie,  Prank  B.     303d  Engrs.,  Camp  Dix,  Wrightstovvn,  N.  J. 
Richardson,    Edward    B.     Major,    loist   Field   Artillery,    Am.    Ex.    Force, 

France. 
Richmond,  Carl  G.     ist  Lieutenant,  E.  R.  C,  Co.  A,  6o2d  Engrs.,  Camp 

Devens,  Mass. 
Tosi,  Joseph  A.     Sergeant,  D  Co.,  301st  Ammunition  Train,  Camp  Devens, 

Mass. 
Wells,  Edward  P.     Cadet,  U.  S.  A.  School  of  Military  Aeronautics,  Car-  " 

ruthers  Field,  Port  Worth,  Texas. 
Weston,  Arthur  D.      ist  Lieutenant,  26th  Engrs.,  O.  C.  E.,  Am.  Ex.  Porce, 

Prance. 
Whitney,   Ralph   E.     Captain,   Sanitary   Corps,   National   Army,   Surgeon- 
General's  Office,  Washington,  D.  C. 
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additions. 

Haley,  P.  William i  Pine  Ave.,  Haverhill,  Mass. 

Moore,   Rufus  R 316  Huntington  Ave.,  Boston,  Mass. 

Stafford,  Earl 185  Devonshire  St.,  Room  410,  Boston,  Mass. 

CHANGES    of    ADDRESS. 

Boas,  Benjamin.,  .care  Monks  &  Johnson,  78  Devonshire  St.,  Boston,  Mass. 
Eberhard,  Walter  C 138  Poplar  St.,  Roslindale,  Mass. 

*  Members  who  are  in  the  service  and  have  not  yet  reported  that  fact  to  the  Secretary 
are  earnestly  requested  to  do  so.  stating  branch  of  service,  rank  and  military  address. 
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Ellsworth,  Samuel  M. 117  Adams  St.,  Braintree,  Mass. 

Harkness,  Arthur  F Walpole,  Mass. 

Jerome,  Frank  J 10917  So.  Oakley  Ave.,  Morgan  Park  Sta.,  Chicago,  III. 

Keith,  Herbert  C 121  A  St.,  N.  E.,  Washington,  D.  C. 

Maddox,  Austin  L 29  Wilson  St.,  Norwood,  Mass. 

Morrison,  Harry  H Bo.x  368,  Montgomery,  Ala. 

Peterson,  John  F Mt.  Auburn  Cemetery,  Cambridge,  Mass. 

Richmond,  Carl  G 26  Hichborn  St.,  Revere,  Mass. 

Rolfe,  Clarence  W 154  West  St.,  Reading,  Mass. 

Shorrock,  John  W Y.  M.  C.  A.,  Springfield,  Mass. 

Wells,  Edward  P 25  Fairview  Ter.,  Maiden,  Mass. 

Woodbury,  Stanley  W Highland  Rd.,  Middleton,  Mass. 


LIBRARY   NOTES. 

Book  Review. 

State  Sanitation  —  A  Review  of  the  Work  of  the  Massa- 
chusetts State  Board  of  Health,  Vol.  II,  by  George  Chandler 
Whipple,  Harvard  University  and  Mass.  Inst,  of  Technology: 
for  sale  by  Harvard  University  Press,  Cambridge,  191 7. 

Reviewed  by  Harrison  P.  Eddy.* 

Every  engineer  who  has  followed  closely  the  work  of  the 
Massachusetts  State  Board  of  Health  has  long  realized  that 
papers,  reports  and  researches  of  great  value  were  being  lost 
sight  of  in  the  vast  quantity  of  material  published  during  the 
last  half  century.  It  is  therefore  with  a  feeling  of  relief  that 
Professor  Whipple's  "  State  Sanitation  —  A  Review  of  the  Work 
of  the  Massachusetts  State  Board  of  Health  "  is  welcomed,  the 
second  volume  of  which  has  recently  appeared. 

The  members  of  the  Boston  Society  of  Civil  Engineers, 
particularly,  will  be  pleased  to  see  as  the  frontispiece  of  this 
volume,  an  excellent  likeness  of  one  of  its  honorary  members 
and  a  past  president,  Frederic  P.  Stearns,  who  was  chief  engi- 
neer of  the  board  for  a  period  of  nine  years,  during  which  some 
of  its  most  important  work  was  accomplished. 

The  first  part  of  this  volume  is  devoted  to  a  reproduction^ 

*  Metcalf  &  Eddy,  Consulting  Engineers,  14  Beacon  Street,  Boston,  Mass. 
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in  whole  or  in  part,  of  thirty-four  papers  of  exceptional  interest 
and  value.  Many  of  these  articles  describe  original  researches 
in  sanitary  science,  and  it  is  safe  to  say  that  there  are  few,  if 
any,  governmental  boards  in  this  or  other  countries,  which  have 
produced  so  fine  a  collection  of  valuable  contributions  to  the 
literature  of  public  sanitation. 

To  mention  here  all  of  these  articles  would  consume  more 
space  than  is  warranted  in  a  book  review.  Howev'er,  one  can- 
not neglect  to  call  attention  to  a  few^  which  stand  out  prominently 
because  of  the  sound  principles  enunciated  and  the  original 
investigations  described.  Pollution  of  Ice  Supplies,  1889,  prob- 
ably from  the  pen  of  Dr.  Walcott;  Suggestions  as  to  the  Selec- 
tion of  Sources  of  Water  Supply,  1890,  by  Mr.  Stearns;  Typhoid 
Fever  in  Its  Relation  to  Water  Supplies,  1890,  by  Mr.  Mills, 
who  gave  so  generously  of  his  time  and  effort  as  the  engineer 
member  of  the  board  for  nearly  thirty  years;  Microscopical 
Analysis,  1890,  by  Dr.  Sedgwick;  The  Interpretation  of  Water 
Analyses,  1892,  which  rings  true  after  a  quarter  of  a  century,  by 
the  late  Dr.  Thomas  Drown ;  Some  Physical  Properties  of  Sands 
and  Gravels,  with  Special  Reference  to  Their  Use  in  Filtration, 
1892,  by  Mr.  Hazen;  Examination  of  Sewer  Outlets  in  Boston 
Harbor  and  of  Tidal  Waters  and  Flats  from  Which  Shellfish  are 
Taken  for  Food,  1905,  by  Mr.  Goodnough;  and  A  Review  of 
Twenty-One  Years'  Experiments  upon  the  Purification  of  Sew- 
age at  the  Lawrence  Experiment  Station,  1908,  by  Messrs. 
Clark  and  Gage,  are  among  the  most  notable,  and  should  be 
familiar  to  every  engineer  who  is  at  all  interested  in  the  broad 
field  of  sanitary  engineering. 

The  latter  portion  of  the  volume  is  devoted  to  brief  ab- 
stracts of  scientific  articles  and  reports,  which  have  appeared  in 
annual  publications  of  the  board.  They  give,  in  the  short  space 
of  about  sixty  pages,  a  "  bird's-eye  view  "  of  voluminous  docu- 
ments w^hich  cover  hundreds  of  pages  in  the  original  publica- 
tions. By  scanning  these  abstracts  the  reader  can  gain  a  good 
idea  of  the  scope  of  the  work  done  from  1870  to  1914. 

Professor  Whipple  is  to  be  congratulated  upon  his  success 
in  selecting  and  presenting  so  illuminating  a  guide  to  this  store- 
house of  valuable  literature  devoted  to  public  sanitation. 
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Recent  Additions  to  the  Library. 

XJ.  S.  Government  Reports. 

Abstracts  of  Current  Decisions  on  Mines  and  Mining,  May 
to  August,  1917.     J.  W.  Thompson. 

Determination  of  Unsaturated  Hydrocarbons  in  Gasoline. 
E.  W.  Dean  and  H.  H.  Hill. 

Digest  of  Publications  of  Bureau  of  Standards  on  Electroly- 
sis of  Underground  Structures  Caused  by  Disintegrating  Action 
of  Stray  Electric  Currents  from  Electric  Railways.  Samuel  S. 
Wyer. 

Forestry  and  Community  Development.     Samuel  T.  Dana. 

Gypsum  Products:  Their  Preparation  and  Uses.  R.  W. 
Stone. 

Geologic  Structure  in  Gushing  Oil  and  Gas  Field,  Oklahoma. 
Carl  H.  Beal. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  Arizona  in  1916. 
V.  C.  Heikes. 

Gold,  Silver,  Copper,  Lead  and  Zinc  in  California  and  Ore- 
gon in  1916.     Charles  G.  Yale. 

Initial  Priming  Substances  for  High  Explosives.  Guy  B. 
Taylor  and  W.  C.  Cope. 

Methods  for  Increasing  Recovery  from  Oil  Sands.  J.  O. 
Lewis. 

Ore  Deposits  of  Northwestern  Part  of  Garnet  Range, 
Montana.     J.  T.  Pardee. 

Oil  and  Gas  Possibilities  of  Hatchetigbee  Anticline,  Ala- 
bama.    Oliver  B.  Hopkins. 

Progress  Reports  of  Experiments  in  Dust  Prevention  and 
Road  Preservation,  1916. 

Production  of  Lumber,  Lath  and  Shingles  in  1916.  Frank- 
lin H.  Smith  and  Albert  H.  Pierson. 

Relative  Resistance  of  Various  Hardwoods  to  Injection 
with  Creosote.     Clyde  H.  Teesdale  and  J.  D.  MacLean. 

Use  of  Permissible  Explosives  in  Coal  Mines  of  Illinois. 
James  R.  Fleming  and  John  W.  Koster. 

County  Reports. 

Essex  County,  Mass.     Engineer's  Report  for  191 7. 
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Municipal  Reports. 

Brookliiie,  Mass.     Annual  Report  of  Water  Board  for  191 7. 

Concord,  N.  H.  Annual  Report  of  Water  Commissioners 
for  1917. 

Do\'er,  N.  H.  Annual  Report  of  Water  Commissioners  for 
1917. 

Fall  River,  Mass.  Annual  Report  of  City  Engineer  for 
1917. 

Leominster,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

New  York,  N.  Y.  Report  of  Bureau  of  Buildings,  Borough 
of  Manhattan,  for  1916. 

Reading,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

Springfield,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

Taunton,  Mass.  Annual  Report  of  Water  Commissioners 
for  1917. 

Wellesley,  Mass.  Annual  Reports  of  Water  and  Municipal 
Light  Commissioners  for  1917. 

Miscellaneous. 

Unit  Fiber  Strains  in  Rails  per  Moving  Wheel,  Recorded 
and  Elucidated  by  Stremmatograph.  P.  H.  Dudley.  Gift  of 
author. 

Library  Committee. 
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THE  SANITARY  CONTROL  OF  SWIMMING  POOLS. 

Journal  of  the  Boston  Society  of  Civil  Engineers, 
June,  1918. 


Page  239. 

Figs.  10,  II  and  12  should  be  13,  14  and  15  respectively. 

Page  240. 

Figs.  13,  14  and  15  should  be  10,  1 1  and  12  respectively. 

Page  261,  Table  3. 

Under  heading  "  Occurrence  of  B.  Coli,"  Brown 
University,  B.  Coli  should  be  zero  in  all  three  columns. 

Aborn  Street  Baths,  B.  Coli  should  be  positive  in  i  cc, 
and  ID  cc. 

Providence  Y.  M.  C.  A.,  Pawtucket  Y.  M.  C.  A., 
Newport  Army  and  Navy  Y.  M.  C.  A.,  and  Pawtucket 
Boys'  Club,  B.  Coli  should  be  positive  in  lo  cc. 
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PAPERS  IN  THIS  NUMBER. 

"  The  Cambridge,  Mass.,  System  of  Real  Estate  Assess- 
ments."    Stoughton  Bell. 

"  The  Newton,  Mass.,  Water-Works  Reservoir."  Edwin  H. 
Rogers. 

Memoirs  of  Deceased  Members. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  preceding 
the  month  of  publication. 


MINUTES  OF  MEETINGS. 

Hull,  Mass.,  June  19,  1918.  —  A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  at  the  Pemberton 
Inn  this  afternoon,  after  a  shore  dinner  which  was  served  in 
connection  with  the  Joint  Field  Day  and  Excursion  of  the  New 
England  Water  Works  Association  and  this  Society. 

Immediately  following  the  dinner  the  two  societies  were 
favored  with  an  address  by  Major  Kenneth  D.  Marlatt,  of  the 
Fourth  Canadian  Mounted  Rifles.  Major  Marlatt  spoke  most 
earnestly  of  war  conditions  in  France  gained  from  his  year  and 
a  half  of  active  service  at  the  front,  and  impressed  on  his  audience 
the  terrible  conflict  that  was  still  before  the  Allies  before  there 
was  any  hope  of  a  lasting  peace. 
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At  the  close  of  his  address  a  rising  vote  of  thanks  was  ex- 
tended to  him  by  the  two  organizations,  for  his  inspiring 
words. 

The  meeting  of  the  Society  was  called  to  order  by  President 
Charles  M.  Spofford  at  about  three  o'clock,  and  by  vote  the 
reading  of  the  record  of  the  last  meeting  w^as  postponed  until 
the  September  meeting.  The  Secretary  reported  for  the  Board 
of  Government  that  it  had  elected  to  membership  in  the  grades 
named  the  following  candidates: 

Members  —  Holbert  W.  Fear,  John  B.  Hanna,  Laurence  B. 
Hoyt,  Benjamin  H.  Snow  and  Stanley  W.  Woodbury. 
Junior  —  Mark  Aronson. 

The  Secretary  also  presented  a  memoir  of  Past  President 
John  W.  Ellis,  prepared  by  Mr.  J.  Parker  Snow,  the  committee 
appointed  for  the  purpose,  and  by  vote  the  memoir  was  accepted 
and  ordered  printed  in  the  Journal  of  the  Society. 

The  total  attendance  was  114,  including  members  of  the 
New  England  Water  Works  Association  and  ladies. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 


Worcester,  Mass.,  June  5,  1918. — To-day  forty-three 
members  and  guests  of  the  Sanitary  Section  of  the  Boston 
Society  of  Civil  Engineers  inspected  the  Worcester  sewage 
purification  works  and  experimental  activated  sludge  plant. 

A  special  trolley  car  was  provided  by  the  city  of  Worcester, 
which  took  the  Section  to  Greenwood  Park  where  a  short  address 
of  welcome  was  given  by  the  mayor  of  Worcester.  Superin- 
tendent Gault  and  Mr.  Lanphear  gave  brief  descriptions  of  the 
plant. 

The  party  was  then  entertained  at  lunch  by  the  city  officials 
after  which  several  hours  were  spent  in  inspecting  the  puri- 
fication works. 

Henry  A.  Varney,  Clerk. 
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APPLICATIONS  FOR  MEMBERSHIP. 

[September  lo,  191 8.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  appHcations  for  membership  with  reference  to  the 
ehgibiUty  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which  will 
assist  the  Board  in  its  consideration.  Communications  relating 
to  applicants  are  considered  by  the  Board  as  strictly  confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members 
endorse  the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Berkowitz,  S.  Ross,  Boston,  Mass.  (Age  24,  b.  New  York,  N.  Y.) 
From  1912  to  1914,  student  at  Mass.  Inst,  of  Technology.  During  summers 
of  1910  and  191 1,  draftsman  with  Coolidge  and  Carlson,  architects,  Boston; 
summers  of  1912  and  1913,  rodman  and  inspector  with  Engrg.  Dept.,  town  of 
Brookline;  summer  of  1914,  laborer  and  assistant  foreman  with  Stone  & 
Webster  on  new  Technology  buildings;  from  1915  to  date,  steel  foreman, 
timekeeper,  assistant  superintendent,  estimator  and  engineer  with  W.  F. 
Kearns  Co.;  is  now  constructing  engr.  on  U.  S.  Quartermaster  Terminal, 
Boston.  Refers  to  W.  W.  Bigelow,  F.  H.  Fay,  C.  R.  Cow,  W.  F.  Kearns, 
H,  F.  Sawtelle  and  Gilbert  Small. 

Bowman,  Bion  A.,  West  Roxbury,  Mass.  (Age  30,  b.  Braintree, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1909,  civil  engineering  course, 
degree  of  S.B.  From  June  to  November,  1909,  structural  steel  draftsman 
with  Post  &  McCord,  New  York,  N.  Y. ;  from  November,  1909,  to  March, 
1912,  assistant  engr.  with  Boston  Elevated  Railway  Co.  on  Cambridge  Main 
Street  subway;  from  March,  1912,  to  March,  1915,  assistant  engr.  with  Boston 
Transit  Comm.;  also  engaged  in  private  work  on  concrete  and  steel  highway 
and  railway  bridges  and  concrete  building  construction;  from  March,  191 5, 
to  date,  with  Fay,  SpofTord  &  Thorndike,  Boston;  is  now  division  engr.  in 
charge  of  superstructure  division  of  Boston  Quartermaster  Terminal.  Refers 
to  E.  S.  Davis,  F.  H.  Fay,  H.  F.  Sawtelle,  C.  M.  Spofford,  G.  F.  Swain  and 
S.  H.  Thorndike. 
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Farwell,  Carroll  Andrew,  Hyde  Park,  Mass.  (Age  35,  b.  Boston, 
Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1906,  civil  engineering  course. 
From  1906  to  1907,  assistant  on  Engrg.  Corps,  Pittsburgh  Div.,  Pennsylvania 
Lines  S.  W.,  on  general  maintenance  work;  from  1907  to  1910,  engineering 
aid,  junior  and  assistant  engineer  with  \J.  S.  Reclamation  Service  in  Montana, 
North  Dakota,  and  Washington,  D.  C,  on  irrigation  work;  from  1910  to  191 1, 
assistant  superintendent  on  construction  of  electrolytic  cells  for  Chemical 
Engrg.  and  Operating  Co.,  Rumford,  Me.;  from  191 1  to  1914,  with  Pearson 
Engrg.  Corp'n  of  New  York  as  assistant  and  resident  engr.  on  layout  and 
construction  of  main  canal  of  Medina  Irrigation  Co.  near  San  Antonio,  Tex., 
on  investigation  and  report  on  concrete  canal  lining  as  used  throughout 
western  United  States,  and  as  resident  engr.  on  construction  of  concrete  dam 
near  Barcelona,  Spain;  from  1915  to  date,  with  Fay,  SpofTord  &  Thorndike, 
Boston;  is  now  division  engr.  of  substructures  for  L".  S.  Quartermaster  Ter- 
minal, Boston.  Refers  to  W.  W.  Bigelow,  J.  S.  Lamson,  B.  A.  Rich,  H.  F. 
Sawtelle,  F.  P.  Spalding  and  S.  H.  Thorndike. 

Garvey,  John  Charles,  Lowell,  Mass.  (Age  32,  b.  Lowell,  Mass.) 
Graduate  of  Lowell  Evening  High  School  and  Evening  Drawing  School; 
student  for  one  year  in  structural  engineering  class  of  Lowell  Textile  School; 
has  taken  structural  engineering  course  with  American  School  of  Correspond- 
ence. Was  draftsman  and  estimator  for  four  years  with  Baker  Construction 
Co.,  Lowell,  and  superintendent  of  construction  with  William  Drapeau  for 
two  years;  was  draftsman  for  three  years  and  chief  engr.  for  four  years  with 
E.  J.  Cross  Co.,  Worcester;  has  been  associated  with  Aberthaw  Construction 
Co.,  Boston,  for  past  eight  months,  and  is  now  in  charge  of  estimating  dept. 
of  their  Philadelphia  office.  Refers  to  L.  H.  Allen,  J.  R.  Nichols,  C.  R.  Perry, 
G.  H.  Stearns  and  E.  A.  Tucker. 

Giles,  Ernest  Palmer,  Boston,  Mass.  (Age  24,  b.  Kerrville,  Tex.) 
Graduate  of  Mass.  Inst,  of  Technolog>%  1918,  architectural  engineering 
course,  degree  of  S.B.  and  certificate  in  naval  architecture.  From  May  28, 
1918,  to  date,  ship  draftsman  with  Hull  Div.,  Boston  Navy  Yard.  Refers 
to  J.  B.  Babcock,  3d;  R.  E.  DeMerritt;  J.  J.  Harty,  Jr.;  L.  J.  Johnson; 
Dean  Peabody,  Jr.;   and  J.  E.  Roy. 

Hanlon,  James  Edward,  Dorchester,  Mass.  (Age  27,  b.  Boston,  Mass.) 
Received  technical  education  from  evening-school  courses  covering  period  of 
six  years  and  including  courses  at  Mechanic  Arts  High,  Boston  Architectural 
Club  and  Franklin  Union.  From  March,  1906,  to  August,  1913,  rodman, 
note  keeper  on  surveys,  and  draftsman  with  Lockwood,  Greene  &  Co.,  Boston 
from  August,  1913,  to  August,  1918,  architectural  engr.  and  draftsman 
with  James  E.  McLaughlin,  architect,  Boston;  from  August,  1918,  to  date 
structural  engr.  and  draftsman  with  Bay  State  St.  Ry.  Co.  Refers  to  J.  J 
Casey,  J.  P.  Gallagher,  E.  A.  Norwood  and  L.  J.  St.  Amand. 

Mellish,  Murray  Holman,  Maiden,  Mass.  (Age  33,  b.  Hebron 
Nova  Scotia.)  Graduate  of  Mass.  Inst,  of  Technology,  1910,  civil  engineer 
ing  course.  During  summers  of  1908  and  1909,  ismploj-ed  on  estimating  and 
superintending  of  plumbing  and  heating  work;  from  graduation  to  July,  1914, 
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rodman,  transitman,  draftsman,  computer  and  assistant  engineer  with  con- 
sulting engineers,  on  hydraulic,  railroad  and  general  civil  engineering  work 
in  field  and  office;  from  July,  1914,  to  April,  1917,  resident  engineer  on  civic 
improvement  work  and  engineer  on  special  work  for  town  of  Winchester; 
from  April,  1917,  to  date,  with  engineering  contractors:  is  now  engineer  with 
J.  G.  White  Engineering  Corporation  of  New  York,  and  since  June,  1917, 
has  been  chief  engineer  on  construction  work  of  Langley  Field  Aeronautical 
Experimental  Station,  Hampton,  Va.  Refers  to  C.  F.  Allen,  H.  K.  Barrows, 
A.  S.  Crane,  E.  C.  Sherman,  C.  M.  Spoflford  and  E.  A.  Tucker. 


ROLL  OF  HONOR.* 

ADDITIONS. 

Allen,  Raymond  C.  Captain,  Q.  M.  C,  U.  S.  Quartermaster  Terminal, 
South  Boston,  Mass. 

Donovan,  Frederick  P.     Ensign,  U.  S.  Naval  Station,  Havre,  France. 

t  Gauthier,  Almon  I.  Master  Engineer,  Headquarters,  14th  Engrs.  (Ry)., 
Am.  Exped.  Force,  France. 

Hall,  Ch.\rles  Loring,  Private,  7th  Co.,  C.  A.  C,  U.  S.  A.,  Portsmouth, 
N.  H. 

Harris,  Gilbert  M.     5th  Co.,  I52d  Depot  Brigade,  Camp  Upton,  N.  Y. 

Johnson,  George  A.  Major,  Q.  M.  C,  N.  A.,  Const'n  Div.,  Maintenance 
and  Repair  Branch,  Washington,  D.  C. 

t  Kerstein,  Benjamin  H.  Private,  Ordnance  Corps,  N.  A.,  Detach.  D, 
Edgewood  Arsenal,  Edgewood,  Md. 

t  Robinson,  Ashley  Q.  Musician,  334th  Field  Artillery  Band,  87th  Div., 
Headquarters  Co.,  Camp  Dix,  N.  J. 

St.  Amand,  Louis  J.     Camp  Upton,  N.  Y. 

Ullian,  Hyman  B.  Chief  Machinist's  Mate,  U.  S.  N.  R.  F.,  acting  as  in- 
spector on  construction  of  U.  S.  Naval  Radio  Camp,  Cambridge,  Mass. 

Woodbury,  Stanley  W.  24th  Co.,  Det.  6th  B'n,  Depot  Brigade,  Camp 
Devens,  Mass.     (Overflow  "  O  "  St.) 

Wright,  Edward,  Jr.     Captain,  Sanitary  Corps,  Fort  Oglethorpe,  Ga. 

revisions. 

Balch,  William  H.  Captain,  Engrs.,  U.  S.  R.,  A.  P.  O.  717,  care  of  Engr. 
Depot  Officer,  Am.  Exped.  Force,  France. 

Bresth,  Alexander.  2d  Lieutenant,  Sanitary  Corps,  N.  A.,  Camp  Green- 
leaf,  Fort  Oglethorpe,  Ga. 

Burleigh,  Willard  G.  Corporal,  Topographical  Section,  Headquarters, 
3d  Army  Corps,  A.  P.  O.  754,  Am.  Exped.  Force,  France. 

*  Members  who  are  in  the  service  and  have  not  yet  reported  that  fact  to  the  Secretary 
are  earnestly  requested  to  do  so,  stating  branch  of  service,  rank  and  military  address, 
t  Home  address  given  below  in  "  List  of  Member-;." 
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Cross,  Ralph  U.     2d  Lieutenant,  Q.  M.  C,  N.  A.,  Office  of  Q.  M.  General, 

1 8th  St.  and  Virginia  Ave.,  Washington,  D.  C. 
Durham,  Henry  Welles.     Major,  41st  Engrs.,  N.  A.,  .Am.  Exped.  Force, 

France. 
Enebuske,   C.\rl   C.     Acting   Master  Gunner,   Headquarters   Co.,   55th   C. 

A.  C,  Am.  Exped.  Force,  France. 
GuNBY,  Frank  M.     Colonel,  Construction  Div.,  Q.  M.  C,  N.  A.,  7th  and  B 

Sts.  S.  W.,  Washington,  D.  C. 
Hastie,  Frank  B.     Captain,  Corps  of  Engrs.,  Camp  Laurel,  Md. 
HoBSON,  George  F.     Captain,  305th  Engrs.,  U.  S.  R.,  Am.  Exped.  Force, 

France. 
Hubbard,  Carl  P.     ist  Lieutenant,  Co.  C,  nth    Engrs.  (Ry.),  -Am.  Exped. 

Force,  France. 
Kendall,  Theodore   R.     ist  Lieutenant,  Sanitary  Corps,   N.  A.,  care  of 

Camp  Surgeon,  Camp  Lee,  Petersburg,  Va. 
MoN.AGHAN,  James  F.     Major,  Ord.,  N.  A.,  Const'n  Section,  Supply  Div., 

Ordnance  Dept.,  6th  and  B  Sts.  N.  W.,  Washington,  D.  C. 
Richardson,  Edward  B.     Major,  ist  B'n,  loist  Field  Artillery,  V.  S.  N.  G., 

Am.  Exped.  Force,  France. 
Sawy'ER,  George  S.     Sergeant,  Co.  A,  504th  Engrs.  B'n,  Am.  Exped.  Force, 

France. 
Smith,  Willi.^m  H.     Lieutenant,  i\sst.  C.  E.,  C.  E.  C,  L^.  S.   N.,  Public 

Works  Office,  Norfolk  Navy  Yard,  Portsmouth,  Va. 
Walker,  Elton  D.     Captain,  Co.  A,  15th  L*.  S.  Engrs.,  Am.  Exped.  Force, 

France. 
Webb,  DeWitt  C.      Commander,  Civil  Engr.  Corps,  V.  S.  N.,  Public  Works 

Officer,    Navy   Yard,    Philadelphia,   Pa. 
Wood,  Frederic  J.     Major,  Engr.  R.  C,  Const'n  Div.,  War  Dept.,  Room 

3-341,  7th  and  B  Sts.  S.  W.,  Washington,  D.  C. 
Worcester,  Robert  J.  H.      ist  Lieutenant,  Engrs.,  N.  A.,  Co.  C,  6o2d  Engrs., 

Am.  E.xped.  Force,  France. 


LIST  OF  MEMBERS. 

.\dditions.  , 

Aronson,  Mark 25  Lawrence  Ave.,  Roxbury,  Mass. 

Fear,  Holbert  W.  .  .  U.  S.  Geological  Survey,  Custom  House,  Boston,  Mass. 

Gauthier,  Almon  I Box  105,  Groton,  Mass. 

Kerstein,  Benj.a.min  H 20  Canterbury  St.,  Dorchester,  Mass. 

Steward,  Harry  M loi  Milk  St.,  Boston,  Mass. 

changes   of    .A.DDRESS. 

Blake,  Edmund  M., 

Care  of  Aberthaw  Const'n  Co.,  Liberty  Plant,  Alameda,  Calif. 

Boas,  Benjamin Care  of  Monks  «&  Johnson,  Sparrows  Point,  Md. 

Carter,  Gale  A 58  Palace  Hill,  Quebec,  P.  Q.,  Canada 
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Clukas,  George  M 4  Colliston  Rd.,  Brookline,  Mass. 

De  La  Have,  Elias  P.,  Jr 67  Manthorne  Rd.,  West  Roxbury,  Mass. 

DoLLiVER,  Henry  F 3  Pine  St.,  Belmont,  Mass. 

Ellis,  Leslie  B 594  Pranklin  St.,  Melrose,  Mass. 

Emerson,  George  D 162  Walnut  St.,  Brookline,  Mass. 

Flett,  Louis  E Care  of  Otis  Co.,  Ware,  Mass. 

Hunter,  William  B. Grand  Gorge,  N.  Y. 

Jerrett,  Robert 12  Garden  St.,  Elmwood  Sta.,  Providence,  R.  L 

King,  Arthur  C 44  Berkeley  Ave.,  Lansdowne,  Pa. 

LiNENTHAL,  Mark Care  of  Liberty  Shipbuilding  Co.,  Brunswick,  Ga. 

Manley,  Laurence  B 1825  Wylie  St.,  Philadelphia,  Pa. 

Moses,  Ernest  M 5  Washington  Ave.,  Cambridge,  Mass. 

Newman,  Rolf  R 1446  Carroll  Ave.,  Los  Angeles,  Calif. 

Robinson,  Ashley  Q 53  4th  St.,  Attleboro,  Mass. 

Robinson,  Harold  L 19  Hartshorne  Ave.,  Worcester,  Mass. 

Shute,  George  P 17 13  Baird  Ave.,  Portsmouth,  Ohio 

Sokoll,  Jacob  M Care  of  Aberthaw  Const'n  Co.,  Sparrows  Point,  Md. 

Sumner,  Merton  R P.  O.  Box  20,  Wilmington,  Del. 

Turner,  Charles  C 5126  North  loth  St.,  Philadelphia,  Pa. 

Wood,  Dana  M 22  Myrtle  St.,  Belmont,  Mass. 

deaths. 

Buss,  Edward  A August  18,  1918. 

Coburn,' Howard  L June  19,  1918. 


EMPLOYMENT  BUREAU. 

The  Board  of  Government  has  established  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  appHcants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each  case 
detailed  information  in  relation  thereto. 

Men  Available. 

423.  Age  37.  Received  technical  education  from  four  years'  course 
at  Lawrence  Scientific  School.  Has  had  thirteen  years'  experience,  including 
some  water-works  engineering,  but  chiefly  on  elevated  and  subway  construc- 
tion. Desires  position  as  engineer  in  charge  of  work  or  as  inspector.  Salary 
desired,  $60  to  $70  per  week,  depending  on  location  of  work. 
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LIBRARY  NOTES. 

Recent  Additions  to  the  Library. 

On  Military  Engineering  and  Related  Subjects. 

Handbook  of  Ship  Calculations,  Construction  and  Opera- 
tion.    Charles  H.  Hughes. 

Naval  Constructor.     George  Simpson. 

U.  S.  Government  Reports. 

Annual  Report  of  Interstate  Commerce  Commission  on 
Statistics  of  Express  Companies  in  United  States  for  1914-15 
and  1915-16. 

Annual  Report  of  Reclamation  Service  for  1904-5.  Gift 
of  H.  A.  Carson. 

(The)  Bowdoin  Dome,  Montana:  A  Possible  Reservoir 
of  Oil  or  Gas.     Arthur  J.  Collier. 

Bull  Mountain  Coal  Field,  Montana.  L.  H.  Woolsey  and 
others. 

Clay-Working  Industries  and  Building  Operations  in  Larger 
Cities  in  191 6.     Jefferson  Middleton. 

Concentration  Experiments  with  Siliceous  Red  Hematite 
of  Birmingham  District,  Alabama.     Joseph  T.  Singewald,  Jr. 

Feldspar  in  1916.     Frank  J.  Katz. 

Graphite  in  19 16.     Henry  G.  Ferguson. 

Lake  Clark-Central  Kuskokwim  Region,  Alaska.  Philip 
S.  Smith. 

Lambert  Projection:  Tables  for  United  States;  General 
Theory  of  Lambert  Conformal  Conic  Projection.  Both  by 
Oscar  S.  Adams. 

Landscape  Engineering  in  National  Forests.  Frank  A. 
Waugh. 

Lime  in  1916.     G.  F.  Loughlin. 

Manganese  at  Butte,  Montana.     J.  T.  Pardee. 

Mineral  Waters  in  1916.     Arthur  J.  Ellis. 

Oil-Storage  Tanks  and  Reservoirs.     C.  P.  Bowie. 

Our  Mineral  Supplies:  Copper,  by  B.  S.  Butler;  Portland 
Cement,  by  Ernest  F.   Burchard;    Iron,  by  same;  Magnesite, 
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by  Hoyt  S.  Gale;  Alaska's  Mineral  Supplies,  by  Alfred  H. 
Brooks. 

Range  Preservation  and  Its  Relation  to  Erosion  Control  on 
Western  Grazing  Lands.    Arthur  W.  Sampson  and  Leon  H.  Weyl, 

Red,  White  and  Blue  Series:  War,  Labor  and  Peace. 

Results  of  Observations  Made  at  United  States  Coast  and 
Geodetic  Survey  Magnetic  Observatory  near  Tucson,  Arizona, 
1915  and  1916.     Daniel  L.  Hazard. 

Results  of  Physical  Tests  of  Road-Building  Rock  in  1916 
and  1917.     Prdvost  Hubbard  and  Frank  H.  Jackson,  Jr. 

Siliceous  Dust  in  Relation  to  Pulmonary  Disease  among 
Miners  in  Joplin  District,  Missouri.     Edwin  Higgins  and  others. 

Slate  in  1916.     G.  F.  Loughlin. 

Structure  of  Northern  Part  of  Bristow  Quadrangle,  Creek 
County,  Oklahoma,  with  reference  to  Petroleum  and  Natural 
Gas.     A.  E.  Path. 

Technology  of  Salt  Making  in  United  States.  W,  C. 
Phalen. 

Tests  of  Absorption  and  Penetration  of  Coal  Tar  and  Creo- 
sote in  Longleaf  Pine.     Clyde  H.  Teesdale  and  J.  D.   MacLean. 

Typical  Specifications  for  Bituminous  Road  Materials. 
Prevost  Hubbard  and  Charles  S.  Reeve. 

Water-Supply  Papers  426,  437. 

State  Reports. 

Connecticut.  Annual  Report  of  Highway  Commissioner 
for  1917. 

Connecticut.  Annual  Report  of  Public  Utilities  Commis- 
sion for  191 6-1 7. 

Massachusetts.  Annual  Report  of  Gas  and  Electric  Light 
Commissioners  for  191 7. 

Massachusetts.  Annual  Report  of  Metropolitan  Park 
Commissioners  for  191 7. 

Massachusetts.  Annual  Report  of  Metropolitan  Water 
and  Sewerage  Board  for  191 7. 

Massachusetts.  Report  of  Commission  on  Waterways  and 
Public  Lands  on  Water  Resources  of  Massachusetts,  Their 
Conservation  and  Utilization,  1918. 
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Massachusetts.  Report  of  Street  Railway  Investigation 
Commission  on  Problems  Relating  to  Street  Railways  of  Com- 
monwealth, 1918.     Gift  of  H.  S.  Know^lton. 

Michigan.  Annual  Reports  of  State  Board  of  Health  for 
1915-16  and  1916-17. 

New  Jersey.  Annual  Report  of  Department  of  Health 
for  1917. 

New  Jersey.  Annual  Report  of  State  Highway  Depart- 
ment for  1917. 

New  Jersey.  Department  of  Conservation  and  Develop- 
ment: Annual  Report  for  1917;  A  Shade-Tree  Guide,  1918,  by 
Alfred  Gaskill. 

New  York.  Reprints  from  Annual  Report  of  State  Depart- 
ment of  Health  for  1915  as  follow^s:  Disposal  of  Human  Excreta 
and  Sewage  of  Country  Home,  by  Theodore  Horton;  Reduction 
of  Water-borne  Typhoid  Fever,  by  same;  Study  of  Application 
of  Score  System  to  Sanitary  Quality  of  Public  Water  Supplies 
in  New  York  State,  by  Theodore  Horton  and  E.  Sherman  Chase; 
Relation  of  Sewerage  Systems  to  Prevalence  of  Typhoid  Fever, 
b}^  H.  Burdett  Cleveland;  Design  of  Separate  Systems  of 
Sewerage  for  Villages  with  Special  Reference  to  New  York 
State  Conditions,  by  C.  A.  Holmquist;  Liquid  Chlorine  Disin- 
fection of  Water  for  Potable  Purposes,  by  C.  M.  Baker;  Effect 
of  Calcareous  Material  in  Soils  and  Rocks  on  Amount  of  Nitrates 
in  Ground  and  Surface  Waters,  by  M.  F.  Sanborn. 

West  Virginia.     Sanitary  Survey  of  Charleston,  W.  Va. 


Municipal  Reports. 

Bangor,  Me.  Annual  Report  of  Water  Board  for  191 7- 
18. 

Brockton,  Mass.    Annual  Report  of  City  Engineer  for  191 7. 

Brockton,  Mass.  Annual  Report  of  Sewerage  Commis- 
sioners and  City  Engineer  for  191 7. 

Burlington,  Vt.  Annual  Report  of  Water  Department  for 
1917. 

Chelsea,  Mass.  Annual  Reports  of  Water  Commissioner 
for  1916  and  1917. 
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Denver,  Colo.  Annual  Report  of  Department  of  Improve- 
ments and  Parks  for   191 7. 

Fall    River,   Mass.     Annual     Report     of   Watuppa    Water 
Board  for  1917. 

Lowell,  Mass.  Annual  Reports  of  Commissioner  of  Water 
Works  for  1916  and  1917. 

Marlborough,  Mass.  Annual  Report  of  Water  and  Sewage 
Commission  for  191 7. 

Medford,  Mass.  Annual  Report  of  W^ater  and  Sewer 
Commissioners  for  191 7. 

New  Bedford,  Mass.  Annual  Report  of  Engineering  De- 
partment for  191 7. 

New  Orleans,  La.  Semiannual  Report  of  Sewerage  and 
Water  Board,  December  31,   191 7. 

New  York,  N.  Y.  Annual  Report  of  Board  of  Water  Sup- 
ply for  1917. 

Newton,  Mass.  Annual  Report  of  Street  Commissioner 
for  1917. 

Pittsfield,  Mass.  Annual  Report  of  Board  of  Public  Works 
for  1917. 

St.  Paul,  Minn.  Annual  Report  of  Water  Commissioners 
for  1917. 

Waltham,  Mass.  Annual  Report  of  City  Engineer,  Superin- 
tendent of  Water  Works,  and  Sewers  for  1917. 

Woonsocket,  R.  L  Annual  Report  of  Water  Commis- 
sioners for  19 1 7. 

Worcester,  Mass.  Annual  Report  of  Superintendent  of 
Sewers  for  191 7. 

Miscellaneous. 

Brooklyn  Engineers'  Club:    Proceedings  for  1916. 

Canada,  Department  of  Mines:  Annual  Report  on  Mineral 
Production  of  Canada  for  1916,  by  John  McLeish;  Analyses  of 
Canadian  Fuels,  Parts  I,  III-V,  by  Edgar  Stansfield  and  J.  H.  H. 
Nicolls;  Report  on  Clay  Resources  of  Southern  Saskatchewan, 
by  N.  B.  Davis. 

Carnegie  Endowment  for  International  Peace:  Year  Book, 
1918. 
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Concrete  Engineers'  Handbook.  George  A.  Hool  and 
Nathan  C.  Johnson.     Gift  of  McGraw-Hill  Book  Co.,  Inc. 

E.  I.  du  Pont  de  Nemours  &  Co.:   Du  Pont  Products. 

Institute  of  Makers  of  Explosives:  Clearing  Land  of  Rocks 
for  Agricultural  and  Other  Purposes,  by  J.  R.  Mattern;  Clear- 
ing Land  of  Stumps;  Use  of  Explosives  in  Making  Ditches; 
Use  of  Explosives  in  Tillage  of  Trees. 

National  Board  of  Fire  Underwriters:  Reports  and  Bulle- 
tins on  following  cities:  Albany,  N.  Y. ;  Allentown,  Pa.;  Atlanta, 
Ga.;  Battle  Creek,  Mich.;  Boston,  Mass.;  Burlington,  Vt.; 
Chester,  Pa.;  Grand  Rapids,  Mich.;  Hamilton,  Ohio;  Joplin, 
Mo. ;  Kansas  City,  Mo. ;  Little  Rock,  Ark. ;  Lbs  Angeles,  Calif. ; 
Louisville,  Ky. ;  Mobile,  Ala.;  New  Britain,  Conn.;  Newport, 
R.  I.;  Norwich,  Conn.;  Philadelphia,  Pa.;  Pittsburgh,  Pa.; 
Portland,  Ore.;  San  Diego,  Calif.;  Springfield,  Mo.;  Springfield, 
Ohio;  West  New  York,  N.  J.;  Wheeling,  W.  Va.;  Wichita,  Kan. 

Standards  of  Department  of  Health  and  Sanitation  of 
United  States  Shipping  Board  Emergency  Fleet  Corporation, 
1918. 

^.iBRARY  Committee. 
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PAPERS   IN   THIS   NUMBER. 

"  Notes  on  the  Construction  of  the  Mystic  River  Bridge  of 
the  Boston  Elevated  Railway."     Clarence  T.  Fernald. 

"  Mystic  River  Bridge.  Description  of  Superstructure." 
John  C.  Moses. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINUTES   OF   MEETING. 

Boston,  Mass.,  September  i8,  1918.  —  A  regular  meet- 
ing of  the  Boston  Society  of  Civil  Engineers  was  held  this  even- 
ing at  Chipman  Hall,  Tremont  Temple,  and  was  called  to  order 
by  the  President,  Charles  M.  Spofford,  at  8  o'clock. 

There  were  25  members  present. 

The  record  of  the  May  meeting  was  approved  as  printed  in 
the  June  Journal.  The  Secretary  read  the  record  of  the  June 
meeting,  and  it  w^as  approved. 

The  Secretary  reported  for  the  Board  of  Government  the 
election  of  Mr.  Alphonso  Bruno  to  membership  in  the  grade  of 
Member. 
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The  President  announced  the  deaths  of  the  following  mem- 
bers of  the  Society:  Mr.  Howard  L.  Coburn,  who  died  June  19, 
1918,  and  Mr.  Edward  A.  Buss,  who  died  August  18,  1918. 
The  President  was  requested  to  appoint  committees  to  prepare 
memoirs. 

Prof.  George  F.  Swain,  the  committee  appointed  to  prepare 
a  memoir  of  Elmer  L.  Corthell,  presented  and  read  his  report. 
Professor  Swain  also  presented  and  read  a  memoir  of  Franklin 
B.  Locke.  Both  memoirs  were  accepted  and  ordered  printed  in 
the  Journal. 

Mr.  Clarence  T.  Fernald  then  read  a  paper  entitled,  "  Notes 
on  the  Construction  of  Mystic  River  Bridge,  Boston."  Mr. 
John  C.  Moses  followed  with  a  description  of  the  construction 
and  erection  of  the  draw  span  of  the  Mystic  River  Bridge. 

Both  papers  were  illustrated  with  lantern  slides. 

Adjourned. 

S.  E.  TixKHA.M,  Secretary. 
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ADDITIONS. 

Cyr,  John  P.     301st  Engrs.;  Am.  Ex.  Force,  France. 
EiCHORN,  Frederick  C.  H.     ist  Lieutenant,  Q.  M.  C. 
French,  Charles  A.     Captain,  Q.  M.  C,  Camp  Devens,  Mass. 
Johnson,  Frank  W.     2d  Lieutenant,  C.  A.,  U.  S.  A.,  Fort  Monroe,  Va. 
Patstone,  Lewis  F.     Major,  Engrs.,  U.  S.  R.,  Camp  Lee,  Va. 
Phillips,  Laurence  J.     Co.  C,  212th  Field  Signal  B'n,  Camp  Devens,  Mass. 
Sherman,  Edward  C.     Lieutenant-Commander,  U.  S.  N.  R.  F.,  Bureau  of 
Yards  and  Docks,  Washington,  D.  C. 

revisions. 

t  Reed,  Leslie  P.      ist  Lieutenant,  L'.  S.  Signal  Reserve  Corps,  Engr.  Section. 
Robinson,  Ashley  Q.     ^Musician,  334th  Field  Artillery  Band,  Headquarters 

Co.,  87th  Div.,  Am.  Ex.  Force,  France. 
St.  Amand,  Louis  J.     Private,  6th  Co.,  I52d  D.  B.,  Camp  Upton,  N.  Y. 
Sawyer,  George  S.     Sergeant,  Co.  A,   504th  Engr.   B'n,  Am.  Ex.  Force, 

France. 

*  Members  who  are  in  the  service  and  have  not  yet  reported  that  fact  to  the  Secretary 
are  earnestly  requested  to  do  so,  stating  branch  of  service,  rank  and  military  address, 
t  Died  in  service. 
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LIST   OF   MEMBERS. 

CHANGES   IN   ADDRESS. 

Bonnet,  Frederic,  Jr..  .Care  U.  S.  Ammonium  Nitrate  Plant,  Perryville,  Md. 

Brewer,  Bertram 141  State  House,  Boston,  Mass. 

Flett,  Louis  E Care  Saco-Lowell  Shops,  Biddeford,  Me. 

Foster,  Howa^rd  L 1124  Euclid  W.,  Detroit,  Mich. 

Johnson,  Granville 99  Chauncy  St.,  Boston,  Mass. 

LiNENTHAL,  Mark Care  Liberty  Shipbuilding  Co.,  Wilmington,  N.  C. 

Nelson,  William 41  Magazine  St.,  Cambridge,  Mass. 

Raymond,  John  W.,  Jr 51  Lovett  St.,  Beverly,  Mass. 

Smith,  Sidney Hotel  Browning,  Grand  Rapids,  Mich. 

Tinkham,  Charles  S 47  Riddell  St.,  Greenfield,  Mass. 

deaths. 

Reed,  Leslie  P September  26,  1918. 

Stevens,  George  M September  19,  1918. 


EMPLOYMENT   BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  rooms  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each 
case  detailed  information  in  relation  thereto. 

Men  Available. 

424.  Age  40.  Received  technical  education  at  Mass.  Inst,  of  Tech- 
nology. Has  had  wide  experience  along  civil  engineering  lines,  including 
water-supply  engineering  for ,  Metropolitan  Water  and  Sewerage  Board, 
inspection  and  reports  for  National  Board  of  Fire  LTnderwriters  on  water- 
supply  systems  and  fire  apparatus,  building  location  and  construction  for 
Quartermaster  Dept.,  U.  S.  A.,  in  Philippine  Islands,  and  housing  develop- 
ment for  U.  S.  Shipping  Board.  Salary  desired,  $200  to  $250  per  month, 
depending  on  location  and  conditions. 
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LIBRARY   NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Advice  to  Forest  Planters  in  Plains  Region.  Seward  D. 
Smith. 

Annual  Report  of  Interstate  Commerce  Commission  on 
Statistics  of  Express  Companies  in  United  States  for  191 7  and 
1916. 

Bibliography  of  Petroleum  and  Allied  Substances,  19 15. 
E.  H.  Burroughs. 

Cotton  Production  in  United  States,  Crop  of  191 7. 

Design  of  Public  Roads.     Charles  H.  Moorefield. 

Diffusion  of  Oxygen  through  Stored  Coal.     S.  H.  Katz. 

Effects  of  Moisture  on  Spontaneous  Heating  of  Stored  Coal. 
S.  H.  Katz  and  H.  C.  Porter. 

Lumber  Used  in  Manufacture  of  Wooden  Products.  J.  C. 
Nellis. 

Mining  and  Concentration  of  Carnotite  Ores.  Karl  L. 
Kithil  and  John  A.  Davis. 

Miscellaneous  Conifers  of  Rocky  Mountain  Region.  George 
B.  Sudworth. 

Notes  on  Geology  and  Iron  Ores  of  Cuyuna  District,  Minne- 
sota.    E.  C.  Harder  and  A.  W.  Johnston. 

Notes  on  Greensand  Deposits  of  Eastern  United  States. 
George  H.  Ashley. 

Occupational  Hazards  at  Blast-Furnace  Plants  and  Acci- 
dent Prevention.     Frederick  H.  Willcox. 

Phosphate  Rock  in  1916.     Ralph  W.  Stone. 

Typical  Specifications  for  Non-Bituminous  Road  Materials. 
Prevost  Hubbard  and  Frank  H.  Jackson,  Jr. 

United  States  Tariff  Commission:  Outline  of  Its  Work  and 
Plans,  1 91 7. 

Utilization  of  Elm.     W.  D.  Brush. 

Zirconium  and  Rare-Earth  Minerals  in  1916.  Waldemar 
T.  Schaller. 
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State  Reports. 

Michigan.  Engineering  Bulletins  of  State  Board  of  Health 
as  follows:  Public  Water  Supplies  and  Sewer  Systems  of  Michi- 
gan, by  Edward  D.  Rich;  Sewage  Disposal,  by  Edward  D. 
Rich  and  F.  Gardner  Legg. 

City  and  Town  Reports. 

Boston,  Mass.  Annual  Report  of  Finance  Comrriission  for 
1917-18. 

Chicago,  111.  Excess  Condemnation:  Why  City  of  Chicago 
Should  Have  Power,  in  Making  Public  Improvements,  to  Take 
Property  in  Excess  of  Actual  Requirements.  Bureau  of  Public 
Efficiency. 

Holyoke,  Mass.  Annual  Report  of  Board  of  Water  Com- 
missioners for  191 7. 

Somerville,  Mass.  Annual  Report  of  W'ater  Commissioner 
for  1917. 

Miscellaneous. 

(The)  Engineering  Profession  Fifty  Years  Hence.  J.  A.  L. 
Waddell.     Gift  of  author. 

Hydrated  Lime  Bureau:  Concrete  Evidence;  Hydrated 
Lime  in  Concrete. 

Lime  Association:    Hydrated  Lime  in  Concrete  Roads. 

(The)  Motor  Truck  Problem.  Textile  Department,  Mer- 
chants National  Bank. 

National  Safety  Council:  Teaching  of  Safety  in  Technical 
Schools  and  L^niv^ersities,  191 8. 

Naval  Consulting  Board:   The  Enemy  Submarine. 

Ports  and  Terminal  Facilities.     Roy  S.  MacElwee. 

Vulcanite  Portland  Cement  Co.:  Organic  Impurities  in 
Sand. 

Library  Committee. 
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PAPER   IN    THIS   NUMBER. 

"  Report  of  Committee  on  Run-off." 

Current  Discussions. 

^  Discussion 

Paper.  Author.  Published.       Closes. 

"  Notes  on  the  Construc- 
tion of  the  Mystic  River 
Bridge    of    the    Boston 
Elevated  Railway."  Clarence  T.  Fernald.     Oct.     Dec.  lo. 

"  Mystic    River    Bridge  — 
Description    of    Super- 
structure." John  C.  Moses.  Oct.     Dec.  lo. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  preceding 
the  month  of  publication. 


APPLICATIONS   FOR   MEMBERSHIP. 

[November  15,   1918.] 

The  By-Laws  provide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 
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The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which  will 
assist  the  Board  in  its  consideration.  Communications  relating 
to  applicants  are  considered  by  the  Board  as  strictly  confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members 
endorse  the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

Calderara,  Charles  Anthony,  Rockland,  Mass.  (Age  28,  b.  Quincy, 
Mass.)  Graduate  of  Dartmouth  College,  1913,  degree  of  B.S. ;  graduate  of 
Mass.  Inst,  of  Technology,  1915,  sanitary  engineering  course.  From  June, 
1915,  to  May,  1916,  laborer,  engineer's  assistant,  quantity  man,  gang  boss 
and  timekeeper  with  Aberthaw  Construction  Co.;  from  May,  1916,  to  April, 
191 7,  sanitary  inspector  with  National  Canners'  Association,  Sardine  Sec- 
tion; from  April,  1917,  to  April,  1918,  field  and  office  assistant  with  Stewart 
&  McCurdy,  Civil  Engrs.,  Akron,  Ohio;  from  May,  1918,  to  date,  draftsman 
and  assistant  in  progress  department  with  Fay,  SpofTord  &  Thorndike,  Boston 
Army  Supply  Base.  Refers  to  G.  D.  Emerson,  Dwight  Porter,  H.  F.  Saw- 
telle,  C.  M.  Spoflford  and  P.  B.  Walker. 

Christie,  Madison  Walter,  Somerville,  Mass.  (Age  30,  b.  Charles- 
town,  Mass.)  Graduate  of  Mass.  Inst,  of  Technology,  1913,  civil  engineering 
course.  After  graduation  employed  by  New  England  Concrete  Construction 
Co.  on  reinforced  building  construction;  in  March,  1914,  employed  by  B.  &  M. 
R.  R.  Co.  on  railroad  survey;  from  August,  1914,  to  November,  1915,  with 
same  company,  office  of  engineer  of  structures;  in  November,  1915,  employed 
by  B.  &  A.  R.  R.  Co.,  office  of  engineer  of  structures:  from  November,  1916, 
to  August,  191 7,  with  U.  S.  Navy  Dept.,  Washington,  D.  D.,  on  industrial 
plants;  from  September,  1917,  to  Februan,-,  1918,  with  Monks  &  Johnson 
on  Squantum  Plant;  from  February,  1918,  to  date,  with  Fay,  Spofford  & 
Thorndike  on  Boston  Army  Supply  Base.  Refers  to  C.  R.  Berry,  H.  A. 
Gray,  H.  F.  Sawtelle,  C.  M.  SpofTord  and  P.  B.  Walker. 

Freeman,  Edward  Alden,  Newton  Centre,  Mass.  (Age  22,  b.  Con- 
cord, N.  H.)  Graduate  of  Harvard  College,  1917,  having  specialized  in  engi- 
neering sciences;  graduate  of  Mass.  Inst,  of  Technology',  October,  1918,  civil 
engineering  course.  From  October  8,  191 8,  to  date,  with  Fay,  Spofiford  & 
Thorndike  in  field  office  (progress  dept.),  Boston  Army  Supply  Base.  Refers 
to  H.  J.  Hughes,  L.  J.  Johnson,  Dwight  Porter,  C.  M.  Spoflford  and  P.  B. 
Walker. 
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ROLL   OF  HONOR.* 

*  Members  who  are  in  the  service  and  have  not  yet  reported  that  fact  to  the  Secretary 
are  earnestly  requested  to  do  so,  stating  branch  of  service,  rank  and  mihtary  address. 

ADDITIONS. 
Gregory,  John  H.     Captain,  Sanitary  Corps,  U.  S.  A.,  53  Christopher  St., 

Montclair,  N.  J. 
Hyde,  Edward  R.     Captain,  Engr.  Corps,  U.  S.  A.,  Camp  Humphreys,  Va. 
Newman,  Rolf  R.     Captain,  403d  Engrs.,  U.  S.  A.,  Fort  Douglas,  Utah. 
Robinson,  Byron  A.     Captain,  Q.  M.  C,  U.  S.  A.,  Raritan  Arsenal,  63  Car- 
sen  Ave.,  Metuchen,  N.  J. 

revisions. 

Coburn,  William  H.    Captain,  Gas  Defense  Div.,  Chemical  Warfare  Service, 

care  B.  F.  Goodrich  Co.,  Akron,  Ohio. 
Kendall,  Theodore   R.     ist   Lieutenant,  Sanitary  Corps,  U.  S.  A.,   Water- 

vliet  Arsenal,  Watervliet,  N.  Y. 
Robinson,    Ashley   Q.     Musician,    334th    Field    Artillery    Band,    Am.    Ex. 

Force,  via  New  York,  N.  Y. 
Waring,  Charles  T.     Major,  Aircraft  Acceptance  Park  No.  2,  35   Eaton 

Place,  London,  S.  W.  i,  England. 
Weston,  Arthur  D.     Captain,  34th  Engrs.,  in  charge  of  all  water-works 

materials.  Am.  Ex.  Force,  via  New  York,  N.  Y. 

LIST   OF   MEMBERS. 

.\dditions. 
Bruno,  Alphonso 18  Tremont  St.,  Boston,  Mass. 

changes  of  address. 

Cyr,  John  P 4  Church  St.,  Nashua,  N.  H. 

Fair,  Gordon  M 4  Chauncy  St.,  Cambridge,  Mass. 

Farrell,  Francis  B Muscle  Shoal,  Ala. 

Foley,  Ernest  L 137  Norwood  Ave.,  Newtonville,  Mass. 

Lewis,  George  W 82  Savin  St.,  Roxbury,  Mass. 

McCuRDY,  Harry  S.  R.  .  .  .Care  Miami  Conservancy  Dist.,  Englewood,  Ohio 

Peaslee,  Dana  N Bradford,  N.  H. 

Savage,  J.  Dana 40  Magoun  Ave.,  Medford,  Mass. 

Stearns,  George  H. 

Care  Monks  &  Johnson,  cor.  19th  and  Wylie  Sts.,  Philadelphia,  Pa. 

Sumner,  Merton  R Care  Mrs.  G.  Lindsey  Cochran,  Middletown,  Del. 

Taylor,  George 65  Franklin  St.,  Boston,  Mass. 

Thorpe,  George  H 7  Nelson  St.,  Lawrence,  Mass. 

W.\LKER,  Frank  B. 

Care  Fay,  Spofford  &  Thorndike,  Army  Supply  Base,  Boston,  Mass. 
Young,  Erving  M.,   Picric  Acid  Plant,  care  Major  Blanchard,  Brunswick,  Ga. 

death. 
DoDD,  Charles  H October  27,  1918, 
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EMPLOYMENT   BUREAU. 

The  Board  of  Government  has  established  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each  case 
detailed  information  in  relation  thereto. 

Positions  Available. 

Transitman  and  assistant  wanted  in  town  engineer's  office.  Apply  to 
J.  Henr>'  Duffy,  Town  Engineer,  Lexington,  Mass. 

Draftsman  wanted  with  some  knowledge  of  building  and  construction 
work  and  capacity  to  develop  along  plant  engineering  lines.  Apply  to  J.  Han- 
son Mitchell,  Plant  Engineer,  Hamilton  Woolen  Co.,  Southbridge,  Mass. 


LIBRARY   NOTES., 
Recent  Additions  to  the  Library. 
U.  S.  Government  Reports. 

Abstracts  of  Current  Decisions  on  Mines  and  Mining,  Sep- 
tember to  December,  191 7.     J.  W.  Thompson. 

Atlantic  Coast  Tide  Tables  for  Eastern  North  America  for 
1918. 

Fossil  Flora  from  Frontier  Formation  of  Southwestern 
Wyoming.     F.  H.  Knowlton. 

Highway  Cost  Keeping.     James  J.  Tobin  and  A.  R.  Losh. 

Measuring  the  Temperature  of  Gases  in  Boiler  Settings. 
Henry  Kreisinger  and  J.  F.  Barkley. 

Quarry  Accidents  in  United  States  during  Calendar  Year 
1916.     Albert  H.  Fay. 

Recovery  of  Gasoline  from  Natural  Gas  by  Compression 
and  Refrigeration.     W.  P.  Dykema. 

Slag  Viscosity  Tables  for  Blast-Furnace  Work.  Alexander 
L.  Feild  and  P.  H.  Royster. 
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State  Reports. 

Ohio.  Technical  Reports  of  Miami  Conservancy  District, 
Part  II:   History  of  Miami  Flood  Control  Project.     C.  A.  Bock. 

Municipal  Reports. 

New  York,  N.  Y.  Record  in  Suit  of  People  of  State  of  New 
York,  Complainants,  v.  State  of  New  Jersey  and  Passaic  Valley 
Sewerage  Commissioners,  Defendants.     5  vols. 

Northampton,  Mass.  Annual  Reports  of  City  Officers  for 
1917. 

Miscellaneous. 

Canada,  Department  of  Mines:  Report  on  Building  and 
Ornamental  Stones  of  Canada,  Vol.  V,  British  Columbia,  by 
Wm.  A.  Parks;  Mineral  Springs  of  Canada,  Part  II,  Chemical 
Character  of  Some  Canadian  Mineral  Springs,  by  R.  T.  Elworthy. 

E.  I.  du  Pont  de  Nemours  &  Co.:   Blasters'  Handbook. 

National  Board  of  Fire  Underwriters:  Reports  and  Supple- 
ments on  following  cities:  Highland  Park,  N.  J.,  New  Brunswick, 
N.  J.,  Philadelphia,  Pa.,  Pittsburgh,  Pa.,  Richmond.  Va., 
Scranton,  Pa.,  Waterbury,  Conn. 

Library  Committee. 
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"  The  Origin  of  Camp  Brooks  and  the  Open-Air  Treatment 
of  Influenza."     WiUiam  A.  Brooks. 

"The  Influenza  Pandemic  —  Cause,  Preventive  Measures 
and  Medical  Treatment."     Thomas  F.  Harrington. 

"  The  Influenza  Epidemic  at  the  Receiving  Ship,  Common- 
wealth Pier,  and  the  Naval  Camp  at  Framingham."  R.  W. 
Mathes. 

Reprints  from  this  publication,  which  is  copyrighted,  may  be  made  pro- 
vided full  credit  is  given  to  the  author  and  the  Society. 

Contributors  are  hereby  notified  that  proof  will  not  be  submitted  to 
them  for  examination  unless  requested  before  the  loth  of  the  month  pre- 
ceding the  month  of  publication. 


MINUTES    OF    MEETINGS. 

Boston,  November  20,  1918.  —  A  regular  meeting  of  the 
Boston  Society  of  Civil  Engineers  was  held  this  evening  at 
Chipman  Hall,  Tremont  Temple,  and  was  called  to  order  by  the 
President,  Charles  M.  Spofl'ord,  at  8  o'clock. 

There  were  no  members  and  visitors  present. 

The  record  of  the  September  meeting  was  approved  as 
printed  in  the  October  Journal.  The  Secretary  reported  for 
the  Board  of  Government  the  election  to  membership  of  the 
following  candidates : 

Members  —  Messrs.  S.  Ross  Berkowitz,  Bion  A.  Bowman, 
Carroll  Andrew  Farwell,  John  Charles  Garvey,  James  Edward 
Hanlon  and  Murray  Holman  Mellish. 

Junior  —  Mr.  Ernest  Palmer  Giles. 
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The  President  announced  that  an  invitation  had  been  re- 
ceived for  the  members  of  the  Society  to  join  in  a  meeting  of  the 
British  Educational  Mission  to. the  United  States  and  the  Society 
for  the  Promotion  of  Engineering  Education,  to  be  held  at  the 
Massachusetts  Institute  of  Technology,  on  December  6  and  7. 

The  President  also  announced  the  deaths  of  the  following 
members  of  the  Society. 

George  M.  Stevens,  died  September  19,  1918. 
Leslie  P.  Reed,  died  September  26,  1918. 
George  R.  Burnes,  died  October  3.  1918. 
Charles  H.  Dodd,  died  October  27,  1918. 

By  vote  the  President  was  requested  to  appoint  committees 
to  prepare  suitable  memorials. 

The  Secretary  presented  for  the  committee  appointed  for 
the  purpose,  consisting  of  Messrs.  T.  P.  Perkins,  Frank  B. 
Rowell  and  Charles  H.  Restall,  a  memoir  of  Frank  S.  Hanf,  a 
member  of  the  Society-,  who  died  April  28,  1918.  By  vote  the 
memoir  was  accepted  and  ordered  printed  in  the  Journal. 

The  President  then  introduced  Mr.  William  T.  Donnelly, 
of  New  York  City,  who  gave  a  most  interesting  talk  illustrated 
with  lantern  slides,  entitled,  "  Pontoon  Floating  Dry  Docks, 
their  Construction  and  Use." 

A  discussion  followed  the  reading  of  the  paper,  in  which 
Past  Presidents  FitzGerald  and  Hodgdon  and  other  members 
took  part. 

By  a  unanimous  vote  the  thanks  of  the  Society  were  extended 
to  Mr.  Donnelly  for  his  courtesy  in  presenting  the  paper  of  the 
evening. 

The  President  called  attention  to  the  fact  that  one  of  the 
members  of  our  Board  of  Government  who  went  over  to  France 
with  Pershing's  first  100  000,  has  just  returned,  and,  as  he  has 
had  an  opportunity  to  see  a  few  things  in  France,  he  would  ask 
Major  Lewis  E.  Moore  to  speak  to  us  for  a  few  moments. 

Major  Moore  said  in  part:  — 

It  is  a  far  cry  from  Chateau-Thierry  to  this  hall,  and  much  that  has 
happened  since  I  stood  here  last  seems  like  a  dream,  but  it  is  good  to  be  back 
again  among  my  friends.  There  is  not  very  much  I  can  tell  you,  perhaps,  that 
you  have  not  read,  and  which  it  would  be  proper  for  me  to  say  under  existing 
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conditions.  I  will  try  for  two  or  three  minutes  to  give  you  some  idea  of  what 
will  be  met  with  in  the  necessary  reconstruction  work  in  France.  Who  will 
do  that  reconstruction  work  it  is  difificnlt  to  say.  Howev-er,  I  will  try  to  tell 
you  in  five  minutes  a  small  part  of  what  I  myself  have  seen,  and  will  take  for 
that  Durppse  what  was  one  of  the  most  thriving  cities  in  France,  where  per- 
haps the  German  has  vented  his  utmost  spite  upon  the  most  beautiful  speci- 
men of  Gothic  architecture  that  was  left  in  France  or  in  the  world.  One 
day,  shortly  after  the  fight  at  Chateau-Thierry,  I  had  occasion  to  go  up  in  the 
general  vicinity  of  this  cathedral  and  I  took  the  opportunity  of  going  through 
the  city  of  Rheims  with  several  other  ofificers.  For  the  benefit  of  those  who 
are  no  better  informed  than  I  was,  I  would  say  that  before  the  war  this  city 
had  a  population  of  about  115  000  and  was  one  of  the  principal  centers  of  the 
champagne  industry  in  France.  Owing  to  the  German  lines  being  on  both 
the  north  and  east  of  the  city,  it  was  necessary  to  enter  in  at  the  south  side  of 
the  city  and  then  go  up  through  the  city  and  leave  on  the  west  side.  On  the 
way  through  we  passed  numerous  places  where  demolished  buildings  appar- 
ently blocked  the  streets,  but  we  always  found  that  a  suf^ficient  way  was  clear 
so  that  our  machine  would  go  through,  though  often  by  a  winding  path. 
We  went  to  the  Hotel  de  Ville.  There  was  nothing  left  but  the  front  wall 
and  the  steps.  The  whole  interior  and  all  the  rear  portion  is  gone.  From 
there  we  went  around  to  where  the  cathedral  stands  in  its  tattered  beauty, 
and  I  wish  I  had  the  words  to  convey  to  you  the  ruin  that  has  there  been 
wrought.  The  shells  have  struck  it  in  many  places.  The  buttresses  in  the 
rear  are  badly  damaged,  but  perhaps  the  worst  damage  has  been  done  by  the 
incendiary  shells  which  set  it  afire.  The  interior  is  of  course  very  much 
blackened  by  the  fires,  the  roof  has  fallen  in,  and  of  the  beautiful  windows 
nothing  remains.  Much  of  the  delicate  stone  carving  is  gone.  Many  of  the 
images  around  the  cathedral  are  damaged  by  shrapnel  and  by  high  e.Kplosives, 
but  perhaps  the  worst  feature  connected  with  the  fire  is  that  the  stone  of 
which  the  cathedral  is  built  has  been  calcined  to  such  an  extent  that  the  rains 
are  washing  it  away.  The  cathedral  is  beautiful  still  —  what  is  left  of  it — and 
it  must  have  been  wonderful  to  begin  with,  but  it  is  probably  ruined  beyond 
the  possibility  of  reconstruction.  Such  monuments  as  the  cathedral  are  ir- 
replaceable and  the  damage  is  irremediable.  I  do  not  see  how  they  can  have 
the  heart  to  try  to  replace  it.  We  were  in  the  city  probably  two  hours.  In 
all  that  time  we  heard  no  sound  except  the  swish  of  our  tires  on  the  pavements 
and  an  occasional  shell  exploding.  We  saw  no  house  that  had  not  been 
struck,  and  in  the  whole  city  the  only  living  things  we  saw  were  three  French 
soldiers.  There  was  not  a  cat,  a  dog,  or  a  bird  living  in  the  place.  It  was 
absolutely  a  city  of  the  dead.  And  that  is  the  kind  of  destruction  wrought  in 
France,  and  that  is  what  the  French  people  have  got  to  reco^•er  from.  Re- 
construction to  a  certain  extent  is  impossible,  although  the  French  are  trying 
to  reconstruct  their  homes.  Although  they  have  no  word  for  it  in  their 
language,  they  have  a  great  love  of  home;  and  all  through  that  district,  where 
most  of  the  human  dead  had  been  buried,  but  practically  none  of  the  horses  — 
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all  through  that  district,  with  its  indescribable  smell  of  the  battlefield,  people 
were  gradually  drifting  back  to  what  was  left  of  their  homes.  Here  and 
there  you  would  see  a  man  and  three  or  four  women  gathered  in  a  dispirited 
manner  around  what  had  been  their  home,  the  roof  perhaps  blown  off,  a  wall 
gone,  what  was  left  of  their  household  goods  burned,  soaked  and  ruined,  the 
floors  broken,  the  efifects  of  shellfire  and  machine  guns  everywhere  in  evidence, 
and  they  would  be  tr>'ing  to  figure  out  some  way  to  patch  their  poor  home 
together.  And  if  I  have  conveyed  to  you  any  poor  idea  of  the  tremendous 
task  ahead  of  the  French  people  in  replacing  all  these  hundreds  of  villages 
which  are  in  as  bad  or  worse  shape  than  those  where  I  have  been,  perhaps  I 
will  have  given  you  a  faint  conception  of  the  problem  that  the  French  have 
before  them. 

Adjourned. 

S.  E.  TiNKHAM,  Secretary. 


Boston,  November  15,  1918.  —  A  postponed  regular  meet- 
ing of  the  Sanitary  Section  of  the  Boston  Society  of  Civil  Engi- 
neers was  held  this  evening  in  the  library  of  the  Society,  Tremont 
Temple. 

The  meeting  was  called  to  order  at  8  o'clock  p.m.,  with  the 
chairman  presiding. 

The  first  speaker  of  the  evening,  Lieut. -Col.  William  A. 
Brooks,  Acting  Chief  Surgeon,  M.S.G.,  gave  a  very  interesting 
description  of  Camp  Brooks  Hospital  on  Corey  Hill,  why  the 
hospital  was  established  at  this  point,  and  his  method  of  open- 
air  treatment. 

The  next  speaker,  Major  Thomas  F.  Harrington,  Chief 
Medical  Officer,  Medical  Corps,  M.S.G.,  described  the  cause  of 
the  epidemic  and  the  methods  employed  to  combat  the  disease. 

Lieutenant  Mathes,  who  has  charge  of  the  Naval  Hospital 
Camp  at  Framingham,  told  of  the  progress  of  the  disease  among 
the  naval  forces  around  Boston. 

A  stenographic  record  of  the  meeting  was  made. 

Twenty-five  members  and  guests  were  present. 

The  meeting  adjourned  at  9.45  o'clock. 

Henry  A.  \'arney,  CJerk. 
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APPLICATIONS   FOR    MEMBERSHIP. 

[December  10,  1918.] 

The  By-Laws  pro\'ide  that  the  Board  of  Government  shall 
consider  applications  for  membership  with  reference  to  the 
eligibility  of  each  candidate  for  admission  and  shall  determine 
the  proper  grade  of  membership  to  which  he  is  entitled. 

The  Board  must  depend  largely  upon  the  members  of  the 
Society  for  the  information  which  will  enable  it  to  arrive  at  a 
just  conclusion.  Every  member  is  therefore  urged  to  communi- 
cate promptly  any  facts  in  relation  to  the  personal  character  or 
professional  reputation  and  experience  of  the  candidates  which 
will  assist  the  Board  in  its  consideration.  Communications 
relating  to  applicants  are  considered  by  the  Board  as  strictly 
confidential. 

The  fact  that  applicants  give  the  names  of  certain  members 
as  reference  does  not  necessarily  mean  that  such  members  en- 
dorse the  candidate. 

The  Board  of  Government  will  not  consider  applications 
until  the  expiration  of  twenty  (20)  days  from  the  date  given. 

DePuy,  Clarence  Schuyler,  Washington,  D.  C.  (Age  29,  b.  Dead- 
wood,  S.  D.)  Educated  in  public  schools,  including  Technical  High  School, 
Washington,  D.  C,  and  through  private  study.  Experience  to  September, 
1910,  with  Bureau  of  Yards  and  Docks,  U.  S.  Navy  Dept.;  from  September, 
1910,  to  May,  1918,  with  William  L.  Miller  Co.;  on  May  6,  1918,  was  com- 
missioned 1st  lieutenarit  in  construction  division,  U.S.A.,  and  assigned 
to  position  of  assistant  supervising  constructing  quartermaster  on  Army 
Supply  Bases,  Boston,  Mass.,  and  Brooklyn,  N.  Y.;  received  captain's  com- 
mission on  August  24,  1918,  since  which  date  has  been  assistant  supervising 
constructing  quartermaster  on  Army  Supply  Bases,  Boston,  Mass.,  Brooklyn, 
N.  Y.,  and  New  Orleans,  La.,  and  on  Depot  Warehouses,  Baltimore,  Md. 
Refers  to  F.  H.  Fay,  C.  R.  Gow,  W.  F.  Kearns,  J.  W.  Rollins  and 
CM.  SpofTord. 

Woods,  Walter  Augustine,  Somerville,  Mass.  (Age  22,  b.  Somer- 
ville,  Mass.)  Student  for  two  years  at  Lowell  Institute,  1914-16,  Buildings 
Course;  for  one  year  at  Franklin  Union,  1916;  and  has  taken  one  year  I.  C.  S. 
course  in  railroad  engineering,  1916-17.  Began  work  in  1913  with  H.  P.  Con- 
verse &  Co.  as  general  helper  in  drafting  room;  for  one  and  one-half  months 
in  1914  worked  making  plans  of  gas  mains  for  Arlington  Gas  Co.;  in  1915, 
with  H.   P.  Converse  &  Co.  in  Baltimore  as  concrete  form  inspector;    from 
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September,  1915,  to  date,  with  B.  &  M.  R.  R.,Co.,  having  served  as  chainman, 
water  inspector,  inspector  of  bridges  and  buildings,  assistant  to  supervisor  of 
bridges  and  buildings  and  transitman,  which  rating  he  now  holds,  while  per- 
forming duties  of  assistant  engr.,  Terminal  Division.  Refers  to  E.  P.  Bliss, 
N.  C.  Burrill,  S.  P.  Coffin,  R.  H.  Parke  and  J.  J.  Rourke. 


ROLL   OF   HONOR.* 

.ADDITIONS. 

f Baker,  Lloyd  E.     U.  S.  N.   R.  P.,  Fleet  Storehouse,  20  Washington  St. 

Newport,  R.  I. 
Haley,  F.  William.     Utilities  Dept.,  Camp  Devens,  Mass. 
How.ARD,  DXviD  R.      1st  Lieutenant,  Co.  i,  Sec.  A,  E.  O.  T.  S.,  Camp  A.  A. 

Humphreys,  Va. 

REVISIONS 

Balch,  William  H.     Major,  Engrs.,  A.  P.  O.  717,  Am.  E.\.  Force,  France. 
Cyr,   John   P.     Officers'   Training   School,   Engr.   Section,   Am.    Ex.   Force, 

France. 
EiCHORN,  Frederick  C.  H.     ist  Lieutenant,  Q.   M.  C,  421st  Labor  B'n, 

Camp  Sheridan,  Ala. 
ICiMBALL,  Capt.  Herbert  S.     75  State  St.,  Boston,  Mass. 
t  Nolan,    Conrad.     2d   Lieutenant   Engrs.,   U.   S.   A.,   8th   Engr.   Training 

Reg't,  Camp  Humphreys,  Va. 
Thompson,  Sanford  E.     Lieutenant-Colonel,  Ord.  Dcpt.,  U.  S.  A.,  Office  of 

Chief  of  Ordnance,  Washington,  D.  C. 


LIST    OF   MEMBERS. 

.\DDITIOXS. 

Bowman,  Bion  A., 

Care  Fay,  Spofford  &  Thorndike,  308  Boylston  St.,  Boston,  Mass. 

Garvey,  John  C 70  Royal  St.,  Lowell,  Mass. 

Giles,  Ernest  P 308  Newbury^  St.,  Boston,  Mass. 

Hanlon,  James  E 134  Millet  St.,  Dorchester,  Mass. 

IvERsoN,  Thomas .9  Shepard  Ave.,  Ro.xbur^',  Mass. 

Mellish,  Murr.w  H 174  Ferry  St.,  Maiden,  Mass. 

*  Members  who  are  in  the  service  and  have  not  yet  reported  that  fact  to  the  Secretary 
are  earnestly  requested  to  do  so,  stating  branch  of  service,  rank  and  military  address, 
t  Home  address  given  below  in  "  List  of  Members." 
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changes  of  address. 
Atwood,  Thomas  C, 

IJ.  S.  Shipping  Board,  608  Lexington  Bldg.,  Baltimore,  Md. 

Baker,  Lloyd  E 51  Congress  Ave.,  Providence,  R.  L 

Barrett,  Robert  E 12  Marshall  St.,  Turners  Falls,  Mass. 

Bell,  Frank  C 32  Spring  St.,  Maiden,  Mass. 

Keith,  Herbert  C 13  Park  Row,  New  York,  N.  Y. 

Mann,  William  H.  G 5  Maple  St.,  Hanover,  N.  H. 

Nelson,  William 93  Court  St.,  Laconia,  N.  H. 

Nolan,  Conrad 1715  Hill  St.,  Jacksonville,  Fla. 

Pratt,  C.  Barton Clark  Road,  Hingham,  Mass. 

Sampson,  George  T 234  Main  St.,  Medford,  Mass. 

Smith,  Sidney 76  White  St.,  E.  Boston,  Mass. 

death. 
Burnes,  George  R.  . October  3,  1918 


EMPLOYMENT   BUREAU. 

The  Board  of  Government  maintains  an  employment 
bureau  for  the  Society,  to  be  a  medium  for  securing  positions 
for  its  members  and  applicants  for  membership,  and  also  for 
furnishing  employees  to  members  and  others  desiring  men  capa- 
ble of  filling  responsible  positions. 

At  the  Society  room  two  lists  are  kept  on  file,  one  of  posi- 
tions available  and  the  other  of  men  available,  giving  in  each  case 
detailed  information  in  relation  thereto. 

Men  Available. 

427.  Age  33.  High-school  education.  Has  had  fifteen  years'  experi- 
ence as  instrumentman  and  assistant  engineer;  experience  includes  municipal 
and  railroad  work. 

428.  Age  25.  High-school  education.  Has  had  five  years'  experi- 
ence as  rodman,  inspector,  transitman,  etc. 

430.  Age  33.  Graduate  of  Brown  University,  1907,  civil  engineering 
course,  degree  of  B.S.  Has  had  more  than  ten  years'  experience,  including 
one  year  as  junior  engr.  with  U.  S.  Geological  Survey  on  stream  gaging,  water 
power  investigations  and  reports,  and  about  eight  years  with  U.  S.  Reclama- 
tion Service  as  junior,  assistant  and  cost  analysis  engr.  respectively,  on  canal 
location,  estimates  and  designs  for  irrigation  structures,  experimental  investi- 
gations on  flow  of  water,  seepage  and  evaporation  studies  and  assembling  and 
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analyzing  of  costs;  has  commission  as  captain,  engrs.,  U.  S.  A.;  is  associate 
member,  A.  S.  C.  E.  Desires  position  as  cost  analysis  or  efficiency  engineer. 
Salary  desired,  $200  per  month. 


LIBRARY   NOTES. 

Recent  Additions  to  the  Library. 

U.  S.  Government  Reports. 

Analyses  of  Mine  and  Car  Samples  of  Coal  Collected  in 
Fiscal  Years  1913  to  1916.     Arno  C.  Fieldner  and  others. 

Climate  and  Plant  Growth  in  Certain  Vegetative  Associa- 
tions.    Arthur  W.  Sampson. 

Convenient  Multiple-Unit  Calorimeter  Installation.  J.  D. 
Davis  and  E.  L.  Wallace. 

Plan  for  Development  of  Village  of  Grand  Canyon,  Ariz. 
Frank  A.  Waugh. 

Quick  Determination  of  Incoinbustible  Matter  in  Coal  and 
Rock-Dust  Mixtures  in  Mines.     A.  C.  Fieldner  and  others. 

Statistics  of  Railways  in  United  States  for  191 5-1 6. 

Temperature-Viscosity  Relations  in  Ternary  System  CaO- 
AlaOa-SiOo.     Alexander  L.  Feild  and  P.  H.  Royster. 

Weights  of  Various  Coals.     S.  B.  Flagg. 

State  Reports. 

Massachusetts.  Annual  Report  of  Homestead  Commission 
for  1917. 

Massachusetts.  Report  to  Public  Service  Commission  on 
Methods  and  Practices  of  Boston  Elevated  Railway  Company, 
191 7.     John  A.  Beeler. 

Rhode  Island.  Annual  Report  of  Public  Utilities  Commis- 
sion for  191 7. 

Wisconsin.  Soil  Surveys  of  Northeastern  Wisconsin,  Jeffer- 
son County,  Columbia  County  and  North  Part  of  North  Central 
Wisconsin,  accompanied  by  portfolio  of  maps.  A.  R.  Whitson 
and  others. 
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Municipal  Reports. 

Hartford,  Conn.  Annual  Report  of  Water  Commissioners 
for  1916-17. 

Providence,  R.  I.     Annual  Report  of  City  Engineer  for  1917. 

Somerville,  Mass.     Annual  Reports  of  City  Officers  for  1917. 

Miscellaneous. 

American  Society  for  Testing  Materials:   Standards,  191 8. 

American  Society  of  Municipal  Improvements:  Transac- 
tions for  1917-18. 

Bridge  Inspection  and  Reports,  with  Special  Reference  to 
Bridges  for  Electric  Railway  Traffic.     Herbert  C.  Keith. 

Library  Committee. 
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ACTS   OF   INCORPORATION 


AX    ACT 
To   Incorporate  the   Boston    Society   of   Civil   Engineers. 

Be  it  enacted  by  the  Senate  and  House  of  Representatives,  in  General 
Court  assembled,  and  by  the  authority  of  the  same,  as  follows: — 

Section  1.  George  M.  Dexter,  Simeon  Borden,  WiHiam  P.  Parrott, 
their  associates  and  successors,  are  hereby  made  a  corporation  by  the 
name  of  "The  Boston  Society  of  Civil  Engineers,"  for  the  purposes  of 
promoting  science  and  instruction  in  the  department  of  Civil  Engineering, 
with  all  the  powers  and  privileges,  and  subject  to  all  the  duties,  liabili- 
ties, and  restrictions  set  forth  in  the  forty-fourth  chapter  of  the  Revised 
Statutes. 

Sect.  2.  The  said  corporation  may  hold  real  and  personal  estate  not 
exceeding  in  amount  twenty  thousand  dollars,  and  the  funds  or  property 
thereof  shall  not  be  used  for  any  other  purpose  than  those  declared  in 
the  first  section  of  this  act. 

[Approved  by  the  Governor,  April  24,  1851.] 

GEORGE  S.  BOUTWELL. 


AN    ACT 

To  Authorize  the  Boston   Society  of   Civil  Engineers  to  Hold 
Additional  Real  and  Personal  Estate. 

Be  it  enacted  by  the  Senate  and  House  of  Representatives,  in  General 
Court  assembled,  and  by  the  authority  of  the  same,  as  follows: 
Section  1.  Section  two  of  chapter  sixty-nine  of  the  acts  of  the  year 
eighteen  hundred  and  fifty-one  is  hereby  amended  by  striking  out  the 
word  "twenty,"  in  the  second  line,  and  inserting  in  place  thereof  the 
words,  "two  hundred"  so  as  to  read  as  follows :  Section  2.  The  said 
corporation  may  hold  real  and  personal  estate,  not  exceeding  in  amount 
two  hundred  thousand  dollars,  and  the  funds  or  property  thereof  shall 
not  be  used  for  any  other  purpose  than  those  declared  in  the  first  section 
of  this  act. 

Sect.  2.    This  act  shall  take  effect  upon  its  passage. 
[Approved  by  the  Governor,  March  12,  1902.] 

W.  MURRAY  CRANE. 


CONSTITUTION  AND  BY-LAWS. 

PREAMBLE. 

The  members  of  the  Boston  Society  of  Civil  Engineers,  in  accord- 
ance with  their  charter  and  for  the  more  effectual  execution  of  the 
design  of  their  institution,  establish  and  ordain  the  following  Constitu- 
tion and  By-Laws  for  the  government  of  said  Society. 

CONSTITUTION. 

Adopted  June  IS,  1910. 

ARTICLE  I.— OBJECTS. 
The  objects  of  this  Society  are :  the  professional  improvement  of  its 
members,  the  encouragement  of  social  intercourse  among  engineers  and 
men  of  practical  science,  and  the  advancement  of  engineering.  For 
the  promotion  of  these  objects,  stated  meetings  of  the  Society  shall  be 
held  and  a  library  maintained  for  the  use  of  its  members. 

ARTICLE    II.— MEMBERSHIP.  . 

The  Society  shall  consist  of  Members,  Honorary  Members,  Juniors 
and  Associates. 

Members  shall  be  civil,  mechanical,  mining  or  electrical  engineers, 
or  other  persons  belonging  to  a  technical  profession,  not  less  than 
twenty-four  years  of  age,  who  have  been  in  the  active  practice  of  their 
profession  for  at  least  four  years.  Graduation  from  a  school  of  engin- 
eering of  recognized  standing  shall  be  considered  as  equivalent  to  two 
years  of  active  practice. 

Honorary  Members  shall  be  men  of  eminent  scientific  attainments 
whom  the  Society  shall  deem  worthy  of  the  distinction.  They  shall  be 
subject  to  the  payment  of  no  fees,  dues  or  assessments. 

Juniors  shall  be  not  less  than  eighteen  years  nor  more  than  twenty- 
five  years  of  age,  and  their  connection  with  the  Society  shall  cease  when 
they  become  twenty-six  years  of  age,  unless  they  be  previously  trans- 
ferred to  another  grade.  They  shall  be  in  active  practice  in  some 
branch  of  engineering,  or  other  technical  profession,  or  students  in,  or 
graduates  from,  a  school  of  engineering  of  recognized  standing. 

Other  persons  interested  in  the  objects  of  the  Society  and  desirous  of 
being  connected  with  it  shall  be  eligible  as  Associates. 

The  members  of  all  grades  shall  be  entitled  to  all  privileges  of  the 
Society  except  the  right  to  vote  and  to  hold  office,  which  rights  shall  be 
vested  in  the  grade  of  ISIeml^er  alone;    provided,  however,  that  such 
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Members  as  may  be  elected  Honorary  Members  shall  retain  the  right  to 
vote  and  to  hold  office. 

ARTICLE  III.— OFFICERS. 

The  officers  of  the  Society  shall  consist  of  a  President,  two  Vice- 
Presidents,  a  Secretary,  a  Treasurer  and  four  Directors.  They  shall 
be  elected  by  letter-ballot  at  the  Annual  Meeting;  shall  assume  their 
duties  at  the  close  of  said  meeting,  and  shall  hold  office  until  their 
successors  are  duly  chosen.  The  President,  Secretary  and  Treasurer 
shall  be  elected  for  one  year;  the  Vice-Presidents  and  Directors  for 
two  years,  one  Vice-President  and  two  Directors  being  elected  each 
year. 

The  officers  with  the  three  latest  Past-Presidents  who  continue  to  be 
^Members  of  the  Society  shall  constitute  the  Board  of  Govern- 
ment, which  shall  have  general  management  of  the  afifairs  of  the 
Society. 

ARTICLE  IV. AIEETINGS QUORUM. 

Meetings  of  the  Society  shall  be  held  at  such  times  as  may  be  pre- 
scribed by  the  By-Laws. 

The  regular  meeting  in  March  shall  be  the  Annual  ISIeeting  for 
the  election  of  officers  and  for  the  hearing  of  the  annual  reports. 

Twenty-five  members  shall  constitute  a  quorum  for  the  transaction 
of  business. 

ARTICLE  V. AMENDMENTS ENDORSEMENTS. 

Proposed  amendments  to  this  Constitution  shall  be  first  submitted  in 
writing  to  the  Secretary,  endorsed  by  at  least  five  Members  of  the  So- 
ciety. The  Board  of  Government  shall  designate  some  subsequent 
regular  meeting,  not  later  than  four  months  from  the  date  of  the 
receipt  of  the  petition,  for  discussion  or  amendment  of  the  proposed 
amendment  and  shall  so  signify  in  the  notice  for  said  meeting.  This 
notice  shall  contain  a  copy  of  the  proposed  amendment.  If  the  pro- 
posed amendment,  in  its  original  or  amended  form,  shall  be  adopted 
by  a  majority  of  the  Members  present  and  voting,  it  shall  be  forthwith 
submitted  as  adopted,  in  the  form  of  a  letter-ballot,  to  the  Members 
for  final  action. ,  The  letter-ballot  shall  be  accompanied  by  a  notice 
of  the  date  of  the  meeting  at  which  the  ballot  wnll  be  canvassed, 
which  date  shall  be  not  less  than  three  weeks  later  than  the  date 
of  its  issue.  An  ai^rmative  vote  of  tw^o-thirds  of  all  ballots 
cast  shall  be  necessary  to  the  adoption  of  any  amendment. 

No  proposition  which  includes  the  Society's  endorsement  shall  be 
passed  except  in  the  same  manner  as  prescribed  for  amendments  to 
the  Constitution. 


BY-LAWS. 

^Adopted  June  15,  1910. 

1.  Meetings. — Regular  meetings  of  the  Society  shall  be  held  on 
the  fourth  Wednesday  in  January,  and  on  the  third  Wednesday  of  the 
other  months,  excepting  July  and  August,  unless  otherwise  provided  by 
vote  of  the  Society  at  a  previous  meeting. 

2.  Order  of  Business. — The  following  order  of  business  shall  be 
observed  at  all  regular  meetings  unless  set  aside  by  a  vote  of  the  mem- 
bers present: 

1.  Reading  of  the  record  of  the  previous  meeting. 

2.  Business  and  reports  of  committees. 

3.  Literary  exercises,  to  begin  not  more  than  a  half-hour 

after  the  meeting  is  called  to  order, 

4.  Unfinished  business. 

3.  Special  Meetings. — The  President  may  call  meetings  of  the 
Society  when  he  deems  it  expedient,  and  shall  do  so  at  the  written 
request  of  ten  Members,  stating  the  purpose  of  such  meeting.  No 
business  shall  be  transacted  at  a  special  meeting  except  that  stated  in 
the  notice  thereof. 

4.  Expiration  or  Committees. — At  the  Annual  Meeting  all 
special  committees  shall  expire  unless  continued  by  a  vote  of  the 
Society. 

5.  Election  of  Officers. — Officers  shall  be  elected  as  follows: 
At  the  regular  meeting  in  January,  the  Society  shall  choose  a  nom- 
inating committee  of  five,  who  shall  submit  to  the  Secretary  within 
three  weeks  the  names  of  three  candidates  for  each  office  to  be  balloted 
for.  Letter-ballots  shall  then  be  sent  by  the  Secretary  to  each  member 
of  the  Society  at  least  thirty  days  before  the  day  of  the  Annual  Meet- 
ing, stating  the  hour  at  which  polls  will  close  on  that  day.  Each  ballot 
shall  be  returned  to  the  Secretary  enclosed  in  two  envelopes,  the  inner 
one  to  be  blank  and  the  outer  one  to  be  endorsed  with  the  Member's 
signature.  The  President  shall  appoint  two  tellers  who  shall  canvass 
all  ballots,  and  the  result  shall  be  announced  at  the  Annual  Meeting. 

Of  the  candidates  for  any  office,  the  one  having  the  largest  number 
of  legal  votes  by  letter-ballot  shall  be  elected.  Should  there  be  a 
failure  to  elect  any  officer  on  account  of  a  tie,  the  meeting  shall  pro- 
ceed to  elect  such  officer  by  ballot  from  among  the  candidates  so 
tied,  a  majority  of  the  votes  cast  being  required  to  elect. 

*Amended  ^larch  19.  1913 :    Jan.  28.  1914. 
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Vacancies  occurring  in  any  office  may  be  filled  by  ballot  at  the  first 
meeting  after  notice  of  the  same  has  been  sent  to  each  Member,  a 
majority  of  the  votes  cast  being  necessary  to  elect. 

6.  Duties  of  Officers.  The  President  shall  have  general  super- 
vision of  the  affairs  of  the  Society.  He  shall  preside  at  all  meetings 
of  the  Society  and  of  the  Board  of  Government  at  which  he  may  be 
present.     He  shall  deliver  an  address  at  the  Annual  Meeting. 

The  Vice-Presidents  in  order  of  seniority  shall  preside  at  meetings 
in  the  absence  of  the  President  and  discharge  his  duties  in  case  of  a 
vacancy  in  the  office. 

The  Secretary,  under  the  direction  of  the  President  and  Board  of 
Government,  shall  be  the  executive  officer  of  the  Society.  He  shall 
keep  records  of  all  meetings  of  the  Society  and  of  the  Board  of  Govern- 
ment; shall  receive  all  fees,  dues  and  other  moneys  due  the  Society 
(except  the  income  on  the  permanent  fund)  and  transmit  the  same 
monthly  to  the  Treasurer. 

The  Treasurer,  under  the  direction  of  the  President  and  Board  of 
Government,  shall  be  charged  with  the  custody  and  investment  of  all 
funds  of  the  Society,  and  shall  file  annually  an  approved  surety  bond 
in  an  amount  to  be  determined  by  the  Board  of  Government,  the 
premium  on  said  bond  to  be  paid  from  the  Society's  funds.  He  shall 
receive  all  funds  transmitted  by  the  Secretary  and  shall  pay  all  bills  or 
other  indebtedness  of  the  Society  when  properly  approved  by  the  Presi- 
dent. He  shall  keep  an  accurate  record  of  all  receipts  and  disburse- 
ments and  of  all  property  of  the  Society  in  his  charge  and  shall  render 
a  report  of  same  at  the  Annual  Meeting. 

A  committee  consisting  of  two  Directors,  to  be  appointed  by  the 
President,  shall  audit  the  accounts  of  the  Secretary  and  Treasurer. 

The  Board  of  Government  shall  have  general  management  of  the 
affairs  of  the  Society  in  conformity  with  the  Constitution  and  By- 
Laws.  It  shall  hold  stated  meetings  at  least  once  in  every  month,  ex- 
cepting July  and  Ausrust,  and  at  such  other  times  as  it  may  determine 
or  when  called  by  the  President.  Five  members  shall  constitute  a 
quorum  for  the  transaction  of  business.  The  Board  of  Government 
shall  direct  the  investment  and  care  of  the  funds  of  the  Society ;  shall 
order  all  ordinary  or  current  expenditures;  shall  fix  the  salaries  of  the 
Secretary,  Treasurer  and  Librarian;  shall  provide  for  the  exercises  at 
the  meetings;  shall  act  upon  applications  for  membership  as  herein- 
after provided;  shall  examine  all  papers  submitted  with  reference  to 
their  fitness  for  presentation  to  the  Society  and  for  publication,  and 
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shall  report  at  each  Annual  Meeting.  To  perform  these  duties  it  may 
make  such  rules  and  regulations,  within  its  powers,  as  it  may  deem 
necessary;  and  may  appoint  committees  from  its  members  and  dele- 
gate to  them  such  of  its  powers  as  it  may  deem  expedient,  provided, 
however,  that  any  action  of  a  committee  unfavorable  to  any  member 
shall  be  reported  to  the  whole  Board  for  final  action.  The  Board  of 
Government  shall  appoint  from  its  members,  or  from  the  members  of 
the  Society  at  large,  a  Committee  on  Publication,  which  shall  have 
charge  of  the  publication  of  all  papers  and  transactions  of  the  Society. 

The  Board  of  Government  shall  elect  each  year  a  member  of  the 
Society  as  Librarian,  who  shall  have  the  general  supervision  of  the 
Society's  library,  shall  make  recommendations  to  the  Board  of  Govern- 
ment relating  thereto,  and  shall,  under  its  direction,  expend  such  sums 
as  may  be  appropriated  for  the  library. 

7.  Election  of  Me^mbers. — Honorary  Members  shall  be  pro- 
posed by  at  least  ten  Members  and  shall  be  elected  by  a  unanimous 
vote  of  the  Board  of  Government.  A  person  elected  an  Honorary 
IVIember  shall  be  promptly  notified  thereof  by  letter.  The  election 
shall  be  cancelled  if  an  acceptance  is  not  received  within  six  months 
after  the  mailing  of  such  notice. 

An  application  for  admission  to  the  Society  as  a  Member,  Junior 
or  Associate,  or  for  transfer  from  one  grade  to  another,  shall  contain 
over  the  candidate's  signature,  a  statement  of  his  age,  residence  and 
qualifications  for  membership,  and  a  promise  that  he  will  conform  to 
the  requirements  of  membership,  if  elected.  The  applicant  shall  fur- 
nish the  names  of  at  least  four  members  to  whom  he  is  personally 
known.  Each  of  these  shall  be  requested  by  the  Secretary  to  address  a 
letter  to  the  Board  of  Government,  on  a  form  prescribed  by  said  Board, 
stating  the  extent  of  the  writer's  personal  knowledge  of  the  applicant 
and  of  his  professional  work.  If  less  than  four  of  the  members  named 
as  references  furnish  the  requisite  information  the  Secretary  shall  call 
upon  the  applicant  for  additional  names,  and  not  until  written  com- 
munications shall  have  been  received  from  at  least  four  members  shall 
the  application  be  considered  by  the  Board.  Applicants  who  may  be 
so  situated  as  not  to  be  personally  known  to  four  members  may  be 
recommended  by  three  members  of  the  Board  of  Government. 

Each  application  for  admission  or  for  transfer  shall  be  announced 
in  the  next  notice  of  a  regular  meeting,  accompanied  by  a  concise 
statement  of  the  record  of  each  applicant  and  the  names  of  his  refer- 
ences, together  with  a  request  that  members  transmit  to  the  Board  any 
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information  in  their  possession  which  may  be  of  assistance  in  the 
consideration  of  the  application.  Not  less  than  twenty  days  after 
the  issue  of  said  notice,  the  Board  of  Government  shall  consider  the 
application  together  with  any  information  in  regard  to  the  applicant 
that  may  have  been  received;  shall  classify  the  applicant  with  his 
consent  and  shall  vote  thereon.  At  least  nine  votes  shall  be  cast  to 
constitute  an  election,  these  votes  to  be  cast  by  letter-ballot  if  neces- 
sary.   Two  or  more  negative  votes  shall  exclude  from  election. 

Each  elected  candidate  shall  be  duly  notified  and  shall  subscribe  to 
the  Constitution  and  By-Laws  and  pay  his  entrance  fee.  If  these  pro- 
visions are  not  complied  with  within  two  months  from  the  notification 
of  the  election,  such  election  shall  be  void  unless,  for  special  reasons, 
the  time  shall  be  extended  by  the  Board  of  Government.  Membership 
of  any  person  shall  date  from  the  day  of  his  election. 

A  rejected  applicant  may  renew  his  application  for  membership  or 
transfer  at  any  time  after  the  expiration  of  one  year  from  the  date  of 
the  ballot  rejecting  his  previous  application. 

8.  Fees  and  Dues. — The  entrance  fee  for  Members  and  Associ- 
ates shall  be  ten  dollars,  and  for  Juniors,  five  dollars;  a  Junior  trans- 
ferred to  the  grade  of  Member  or  Associate  shall  pay  an  additional  fee 
of  five  dollars. 

The  annual  dues,  payable  in  advance  at  the  Annual  Meeting,  shall 
be  as  follows:  by  Resident  Members  and  Associates,  ten  dollars;  by 
Non-Resident  Members  and  Associates,  six  dollars;  by  Resident 
Juniors,  five  dollars,  and  by  Non-Resident  Juniors,  four  dollars.  The 
members  of  any  grade  residing  within  thirty  miles  of  Boston  shall  be 
considered  as  Resident,  and  those  beyond  that  limit  as  Non-Resident. 
New  members  elected  during  the  first  six  months  of  the  fiscal  year 
shall  be  liable  for  one-half  the  dues  for  that  year.  If  their  election 
is  later  than  October  first,  they  shall  not  be  liable  for  any  dues  for 
that  fiscal  year. 

Three  dollars  of  the  dues  of  each  member,  or  such  portion 
thereof  as  may  be  required,  shall  annually  be  applied  to  the  pay- 
ment of  a  subscription  to  the  Journal  of  the  Boston  Society  of 
Civil  Engineers. 

The  Board  of  Government  may  for  such  reasons  as  it  may  deem 
sufficient  remit  the  dues  in  any  current  year  of  any  member  w-hom  it 
may  find  to  be  unable  to  pay  the  same,  no  record  to  be  made  of  the 
name  of  ."=uch  member,  but  the  number  of  such  cases  shall  be  reported 
to  the  Societv  annuallv. 
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9.  Permanent  Fund. — There  shall  be  a  fund  called  the  Per- 
manent Fund,  to  which  shall  be  added  all  money  received  for  entrance 
fees  and  all  income  from  investments  of  the  fund.  No  money  shall 
be  appropriated  from  the  fund  except  by  a  two-thirds  vote  at  two 
successive  regular  meeting's.  Any  such  appropriation  or  any  part 
thereof  not  used  within  three  years  shall  be  returned  to  the  fund. 

10.  Resignation  of  Membership. — Any  person  whose  indebted- 
ness to  the  Society  has  been  fully  paid  may  withdraw  from  member- 
ship by  notifying  the  Secretary.  Any  person  so  resigning  his  member- 
ship may,  at  the  discretion  of  the  Board  of  Government,  be  reinstated 
without  again  paying  the  entrance  fee. 

11.  Forfeiture  of  Membership. — Ten  months  after  the 
Annual  Meeting,  the  Secretary  shall  notify  each  member  who  has 
not  paid  his  dues  for  the  current  year,  that  unless  same  are  paid 
within  thirty  days,  his  membership  in  the  Society  shall  cease. 
Unless  said  payment  is  so  made  his  name  shall  be  dropped  from 
the  list  of  members.  The  Board  of  Government  may,  however, 
at  its  discretion,  reinstate  such  person  on  the  payment  of  all 
arrears. 

12.  Expulsion  of  Members. — Upon  the  written  request  of  five 
Members,  that,  for  cause  stated,  any  member  be  expelled,  the  Board  of 
Government  shall  consider  the  matter,  and  if  it  deems  it  best,  shall 
advise  the  member  that  his  resignation  will  be  accepted.  He  shall, 
however,  have  the  right  to  demand  and  receive  a  copy  of  the  charges 
against  him,  and  shall  have  reasonable  time  to  present  a  written 
defence.  The  Board  of  Government  may  then  pass  finally  upon  the 
matter;  and  if  the  resignation  has  not  been  tendered,  or  a  satisfactory 
defence  made,  may,  by  an  affirmative  vote  of  nine  of  its  number,  expel 
the  member,  in  which  case  he  shall  be  notified,  and  his  name  shall  at 
once  be  dropped  from  the  list  of  members. 

13.  Sections. — The  Board  of  Government  may  from  time  to  time 
at  its  discretion,  establish  sections  for  the  consideration  of  special 
branches  of  engineering.  Such  sections  shall  in  all  cases  be  known  as 
"The  [name]  Section  of  the  Boston  Society  of  Civil  Engineers,"  and 
shall  consist  of  not  less  than  ten  members  of  the  Society. 

Unless  a  section  is  in  active  operation  within  three  months  from 
the  date  of  its  establishment,  the  authorization  for  its  formation  shall 
be  void. 

Members  of  the  Sanitary  Section  who  are  not  members  of  the  Society 
at  the  time  of  the  adoption  of  these  By-Laws,  may  continue  their 
present  membership  by  the  annual  payment  of  six  dollars  for  dues; 
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they  may  be  transferred  to  membership  in  the  Society  in  the  same 
mann^er  and  by  the  payment  of  the  same  fee  as  provided  for  the  trans- 
fer of  Juniors.  This  paragraph  shall  be  void  when  the  list  of  members 
to  which  it  applies  has  been  exhausted. 

Papers  read  before  sections  and  discussions  thereop  may  be  reported 
in  accordance  with  the  section  by-laws,  and  shall  be  published  in  the 
same  mannerandsubject  to  the  same  conditions  as  obtain  with  respect 
to  papers  read  before  the  Society. 

All  sections  shall  be  governed  by  the  Constitution  and  By-Laws  of 
the  Society,  so  far  as  applicable,  but  they  shall  be  entitled  to  make 
additional  by-laws  for  their  own  use  and  government;  provided,  how- 
ever that  said  additional  by-laws  be  not  inconsistent  with  the  Consti- 
tution and  By-Laws  of  the  Society,  and  that  they  be  approved  by  the 
Board  of.  Government. 

The  officers  of  each  section  shall  be  a  Chairman,  Vice-Chairman 
and  Clerk,  who  shall  be  elected  by  the  members  of  the  section  annually. 

The  general  government  of  each  section  shall  be  vested  in  an  Execu- 
tive Committee,  consisting  of  the  President  of  the  Society,  the  officers 
of  the  section,  and  three  additional  members  of  the  section  who  shall 
be  elected  annually. 

The  officers  of  sections  may  expend  such  sums  for  the  expenses  of 
meetings  as  may  be  appropriated  by  the  Board  of  Government. 

The  Chairmen  of  sections  shall  be  entitled  to  be  present  at  the  meet- 
ings of  the  Board  of  Government,  but  shall  have  no  vote. 

Any  section  may  be  abolished  by  the  Society  by  a  two-thirds  vote  of 
all  the  Members  present  at  any  regular  meeting,  upon  recommendation 
of  the  Board  of  Government,  due  notice  of  such  recommendation 
having  been  sent  with  the  notice  of  the  meeting  to  each  Member  of  the 
Society,  and  to  each  member  of  the  section  in  question  who  is  not  a 
member  of  the  Society;  and  all  members  of  the  section  in  question 
shall  be  entitled  to  be  heard  at  this  meeting. 

Resignations,  forfeiture  of  membership,  or  expulsion  of  members  of 
sections  shall  be  governed  by  the  same  conditions  and  methods  of  pro- 
cedure as  apply  to  members  of  the  Society. 

14.  An  amendment  to  the  By-Laws  may  be  made  by  a  two-thirds 
vote  of  the  Members  present  and  voting,  cast  in  favor  of  such  amend- 
ment at  each  of  two  successive  regular  meetings,  due  notice  of  the  pro- 
posed amendment  having  been  sent  to  each  Member  w  ith  the  notices 
of  the  meetings. 
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Approved  by  the  Board  of   Government  January  27,   1904.* 


ARTICLE  I. 


Section  L  The  object  of  the  Sanitary  Section  of  the  Boston  So- 
ciety of  Civil  Engineers  shall  be  the  advancement  of  knowledge 
relating  to  the  science  and  practice  of  sanitary  engineering, 

ARTICLE  II. 

Section  I.  The  membership  of  the  Sanitary  Section  shall  consist 
of  members,  juniors  and  associates. 

Sect.  2.  Members  only  shall  be  eligible  to  office  and  entitled  to  the 
right  to  vote. 

ARTICLE  III. 

/■ 

Section  L  Members,  juniors  and  associates  of  the  Boston  Society 
cf  Civil  Engineers  shall  be  entitled  to  membership  in  this  Section  as 
members,  juniors  and  associates,  respectively,  upon  making  written 
application  to  the  Executive  Committee  of  the  Section. 

Sect,  2.  Members,  juniors  and  associates  of  the  Boston  Society  of 
Civil  Engineers,  who  are  not  enrolled  as  members  of  the  Section,  shall 
be  entitled  to  attend  all  meetings  of  the  Section  and  take  part  in  the 
discussion  of  papers  on  professional  subjects,  but  shall  have  no  vote. 

ARTICLE  IV. 

Section  1.  The  officers  of  this  Section  shall  be  a  Chairman,  Vice- 
Chairman  and  Clerk. 

The  general  government  of  the  Section  shall  be  vested  in  an  Execu- 
tive Committee,  consisting  of  the  President  of  the  Boston  Society  of 
Civil  Engineers,  the  Chairman,  Vice-Chairman,  Clerk  and  three  other 
members  of  the  Section. 


'Amendments  approved  Dec.   2S.  190fi.  and  March  29,   1911. 


BY-LAWS  OF   THE   SANITARY   SECTION.  13 

Sect.  2.  The  Chairman  of  the  Section  shall  represent  the  Section 
at  the  meetings  of  the  Board  of  Government  of  the  Boston  Society  of 
Civil  Engineers,  with  the  privilege  accorded  under  its  By-Laws. 

Sect.  3.  The  term  of  office  of  all  officers  and  committees  shall  be 
one  year,  but  shall  continue  until  their  successors  are  elected. 

Sect.  4.  All  officers  and  committees  shall  assume  their  duties 
immediately  after  the  close  of  the  meeting  at  which  they  have  been 
elected. 

Sect.  5.  \  acancies  occurring  in  any  office  may  be  filled  by 
ballot  at  the  first  meeting  after  notice  of  the  same  has  been  sent 
to  each  member,  a  majority  of  the  votes  cast  being  necessary  to 
elect. 

ARTICLE  V. 

Sect.  1.  The  Chairman  shall  have  a  general  supervision  of  the 
affairs  of  the  Section.  He  shall  preside  at  meetings  of  the  Section.  In 
case  of  his  absence  or  a  vacancy  in  his  office,  the  Vice-Chairman  shall 
discharge  his  duties. 

Sect.  2.  The  Executive  Committee  shall  have  control  of  tlie  man- 
agement of  the  Section,  subject  to  the  action  of  the  Section  at  any 
meeting  and  shall  make  the  necessary  arrangements  for  all  meetings. 
All  questions  in  Executive  Committee  shall  be  decided  by  a  majority 
vote,  and  four  members  shall  constitute  a  quorum.  Meetings  of  the 
Executive  Committee  shall  be  held  before  each  business  meeting  of 
the  Section  and  at  the  call  of  the  Section  Chairman,  or  in  his  absence 
or  inability  to  serve,  at  the  call  of  the  Vice-Chairman. 

Sect.  3.  The  Clerk  shall  keep  the  records  of  the  meetings  of  the 
Section  and  of  the  Executive  Committee,  and  perform  such  other 
duties  as  are  herein  prescribed  and  as  may  be  required  by  the  Execu- 
tive Committee.  He  shall  prepare  and  transmit  to  the  Secretary  of  the 
Boston  Society  of  Civil  Engineers  notices  of  all  meetings,  copies  of 
the  records  of  all  meetings  and  of  all  papers  and  discussions. 

Sect.  4.  No  expenditure  shall  be  made  or  financial  obligation 
incurred  by  any  officer  or  committee  of  the  Section,  for  which  the 
Society  will  be  responsible,  without  previous  authorization  by  the 
Board  of  Government  or  President  of  the  Society. 
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ARTICLE  VI. 

Section  1.  The  annual  meeting  of  the  Section  shall  be  held  in 
Boston  on  the  first  Wednesday  in  March,  at  which  meeting  the  annual 
reports  for  the  preceding  year  shall  be  presented  and  the  officers  for 
the  ensuing  year  elected. 

Sect.  2.  The  officers  and  other  members  of  the  Executive  Com- 
mittee shall  be  elected  at  this  meeting  by  written  ballot,  from  nomina- 
tions made  from  the  floor,  or  submitted  in  writing  previous  to  the 
meeting  and  endorsed  by  at  least  ten  members. 

Sect.  3.  The  regular  meetings  of  the  Section  shall  be  held  on  the 
first  Wednesday  of  the  months  of  March,  June,  October  and  December. 

Sect.  4.  Special  meetings  of  the  Section  may  be  held  at  the  call  of 
the  Chairman.  At  special  meetings  no  applications  for  membership 
shall  be  acted  upon,  nor  any  business  transacted,  unless  announced  in 
the  call  for  the  meeting  and  upon  recommendation  of  the  Executive 
Committee. 

ARTICLE  VII. 

Section  1.  Proposed  amendments  to  these  By-Laws  must  be  sub- 
mitted in  writing  to  the  Executive  Committee,  and  shall  be  presented 
to  the  Section  at  a  regular  meeting,  if  so  decided  by  vote  of  the  Execu- 
tive Committee.  The  Executive  Committee  shall,  however,  bring 
before  the  Section  any  proposed  amendment  at  the  written  request  of 
ten  members. 

Sect.  2.  Announcement  of  a  proposed  amendment  which  is  recom- 
mended by  the  Executive  Committee  or  by  ten  members  of  the  Section, 
shall  be  given  by  printing  the  amendment  in  the  notice  of  the  regular 
meeting.  A  two-thirds  vote  of  the  members  present  and  voting  shall 
be  necessary  for  the  adoption  of  the  amendment. 

Sect.  3.  All  amendments  to  these  By-Laws  must  receive  the 
approval  of  the  Board  of  Government  of  the  Boston  Society  of  Civil 
Engineers  before  taking  effect. 


PAST    AND    PRESENT    OFFICERS  JOF    THE 

SOCIETY 

The  names  of  deceased  members  are  printed  in  italics. 


PRESIDENTS. 

James  F.  Baldwin,  Julv  3,  1848.  to  March  25,  1850. 
George  M.  Dexter,  .March  25.  1850,  to  Dec.  6.  1852. 
Simeon  Borden,  Dec.  6,  1852,  to  Oct.  28,  1856. 
James  B.  Francis,  April  27,  1874,  to  Aug.  7,  1874. 
Thomas  Doane.  Aug  7,  1874,  to  ^ilarch  17,  1880. 
Joseph  P.  Davis,  March  17,  1880,  to  Sept.  15.  1880. 
Thomas  Doane,  Oct.  20,  1880,  to  March  19.  1884. 
George  L.   Vose,  March   19,  1884,  to  March  16,   1887. 
L.  Frederick  Rice,  March  16,  1887,  to  March  21,  1888. 
Desmond  FitzGerald,   :\Iarch  21,   1888,  to  March   19,   1890. 
Clemens   Herschel,   March   19,   1890,  to   ]\Iarch   18,   1891. 
Frederic  P.  Stearns,  March  18,  1891.  to  Alarch  16,  1892. 
Henry  Manley,  March  16,  1892.  to  March  15,  1893. 
John  R.  Freeman,  March  15,  1893,  to  Alarch  21,  1894. 
William  E.  McClintock.  March  21,  1894,  to  March  20,  1895. 
Albert  F.  Noyes,  March  20.  1895.  to  Alarch  18,  1896. 
George  F.  Swain,  March  18,  1896,  to  March  17,  1897. 
Dexter  Brackctt,  Alarch  17,   1897.  to  :\Iarch  16,   1898. 
Howard  A.  Carson,  March  16.  1898,  to  March  15,  1899. 
C.  Frank  Allen,  :\Iarch  15,  1899,  to  March  21,  1900. 
Alexis  H.  French,  March  21,  1900,  to  March  20,  1901. 
Lawson  B.  Bidwell,  March  20.  1901,  to  March  19,  1902. 
George  A.  Kimball,  March  19.  1902,  to  March  18,  1903. 
Ira  N.  Hollis,  March  18.  1903,  to  ^larch  16.  1904. 
Frederick  Brooks,  March  16,  1904.  to  ]\Iarch  15.  1905. 
John  W.  Ellis.  March  15,  1905,  to  March  21.  1906. 
Frank  W.  Hodgdon.  March  21,  1906,  to  March  20,  1907. 
Edward  W.  Howe,  March  20,  1907,  to  March  18.  1908. 
Joseph  R.  Worcester,  March  18,  1908,  to  March  17,  1909. 
George  B.  Francis,  March  1,  1909,  to  March  16.  1910. 
Henry  F.  Bryant,  March  16,  1910,  to  March  15,  1911. 
Charles  T.  Main,  March  15.  1911,  to  i\Iarch  20,  1912. 
James  W.  Rollins,  March  20,  1912.  to  March  19,  1913. 
Frederic  H.  Fay.  March  19,  1913.  to  March  18,  1914. 
Harrison   P.  Eddy,  March  18,  1914,  to  March  17,  1915. 
Charles  R.  Gow,  Alarch  17,  1915.  to  Alarch  15.  1916. 
Richard  A.  Hale.  March  15,  1916.  to  March  21.  1917. 
George  C.  Whipple;  March  21,  1917. 

VICE-PRESIDENTS. 

George  M.  Dexter,  Julv  3.  1848.  to  March  25,  1850. 
Simeon  Borden,  March  25,  1850,  to  Dec.  6,  1852. 
Ellis  S.  Chesbrough,  Dec.  6,  1852,  to  March  1,  1853. 
William  P.  Parrott,  March  1,  1853,  to  March  4.  1868. 
Desmond  FitzGerald,  Sept.  4,  1874,  to  ]\Iarch  21,  1877. 
Joseph  P.  Davis.  March  21.  1877,  to  March  17.  1880. 
Edzvard  S.  Philbrick,  March  17,  1880,  to  March  19,  1884. 
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L.  Frederick  Rice,  March  19,  1884,  to  March  16,  1887. 
Frederic  P.  Stearns,  March  16,  1887,  to  March  20,  1889. 
John  R.  Freeman,  March  20,  1889,  to  March  16.  1892. 
William  E.  IMcClintock,  Feb.  19,  1890,  to  March  15,  1893. 
Albert  F.  Noyes,  March  16,  1892,  to  March  21,  1894. 
George  F.  Swain,  March  15,  1893,  to  March  20,  1895. 
Henrv  H.  Carter.  March  21,  1894,  to  March  18,  1896. 
Dexter  Brackett,  :March  20,   1895,  to  March  17,  1897. 
Henry  D.  Woods,  March  18,  1896,  to  March  16,  1898. 
C.  Frank  Allen,  March  17.  1897,  to  March  15,  1899. 
Alexis  H.  French,  March   16,  1898,  to  March  21,  1900. 
T.  Howard  Barnes,  March  15.  1899,  to  March  20,  1901. 
Frank  W.  Hodgdon,  March  21,  1900,  to  March  1".  1902. 
X.  Henry  Goodnough,  Alarch  20,  1901,  to  March  18,  1903  " 
Frederick  Brooks,  March  19,  1902,  to  March  16,  1904. 
DwiGHT  Porter,  March  18,  1903,  to  ?ilarch  15,  1905. 
Otis  F.  Clapp.  March  16,  1904.  to  March  21,  1906. 
Freeman  C.  Coffin,  March  15,  1905,  to  Nov.  11,  1906. 
Leonard  Metcalf,  ]\Iarch  21,  1906,  to  March  18.  1908. 
Francis  W.  Dean,  March  20,  1907.  to  March  17,  1909. 
Henry  F.  Bryant,  March  18,  1908,  to  March  16,  1910. 
Ch.\rles  T.  Main,  March  17,  1909,  to  March  15,  1911. 
James  W.  Rollins,  March  16,  1910,  to  March  20,  1912. 
Frederic  H.  Fay,  March  15,  1911,  to  March  19,  1913. 
William  S.  Johnson,  March  20,  1912,  to  March  18,  1914. 
Charles  R.  Gow,  ^larch  19,  1913,  to  March  17,  1915. 
Richard  A.  H.\le,  ^larch  18,  1914,  to  March  15,  1916. 
Ralph  E.  Curtis,  March  17.  1915,  to  March  21,  1917. 
Lewis  M.  Hastings,  March  15,  1916.  __ 
Ch.arles  W.  Sherman,  March  21,  1917. 

SECRETARIES. 

John  H.  Blake.  July  3,  1848,  to  March  6,   1849. 
Samuel  Nott,  March  6,  1849,  to  Aug.  7,  1874. 
George  S.  Rice.  Aug.  7,  1874.  to  April  21.  1880. 
S.  Everett  Tinkham,  April  21.  1880,  to  Dec.  20,  1882. 
Horace  L.  Eaton.  Dec.  20,  1882,  to  May  18,  1887. 
S.  Everett  Tinkham,  ]\Iay  18,  1887. 

TREASURERS. 

William  P.  Parr  at  t,  Julv  3.  1848,  to  March  1,  1853. 
Ellis  S.  Cheshrongh,  March  1,  1853,  to  Oct.  1,  1855. 
Franklin  Darracott,  Tune  8,  1874,  to  Aug.  7,  1874. 
Clemens  Herschel,  Sept.  4,  1874,  to  IMarch  17,  1880.      ' 
Henry  Manley.  March  17,  1880,  to  March  16,  3892. 
Edward  W.  Howe,  March  16,  1892,  to  March  21,  1906. 
William  S.  Johnson.  March  21.  1906,  to  March  16.  1910. 
Charles  W.  Sherman,  March  16,  1910,  to  March  17,  1915. 
Frank  O.  Whitney,  March  17,  1915. 

LIBRARIANS. 

Joseph  Bennett,  March  24,  1852,  to  Dec.  6,  1852. 
Martin  B.  Inches,  Dec.  6,  1852,  to  Oct.  1,  1855. 
Edward  K.  Clark,  Aug.  7,  1874,  to  Sept.  10,  1878. 
Frederick  Brooks.  Nov.  20,  1878,  to  Sept.  21.  1881. 
Charles  W.  KcttcU.  Dec.  21,  1881,  to  March  18.  1885. 
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Albert  F.  Noyes,  March  18.  1885,  to  March  17,  1886. 
Henry  D.  Woods,  March  17,  1886,  to  March  20,  1889. 
Frank  W.  Hodgdon,  March  20,  1889,  to  March  15,  1893. 
Henry  F.  Bryant.  March  15,  1893,  to  March  20,  1895. 
Frank  L.  Locke,  March  20,  1895,  to  Jan.  22,  1896. 
Alfred  D.  Flinn.  Feb.  19,  1896.  to  March  17,  1897. 
William  B.  Fuller,  March  17,  1897,  to  Sept.  15,  1897. 
Frank  L.  Fales,  Oct.  20,  1897,  to  April  19,  1899. 
Andrew  D.  Fuller,  Mav  17,  1899,  to  Feb.  21,  1900. 
Louis  F.  Cutter.  March  21,  1900,  to  March  19,  1902. 
Alfred  D.  Flinn,  March  19,  1902,  to  Oct.  22,  1902. 
Frank  P.  McKibben,  Nov.  19,  1902.  to  March  20,  1907. 
Frederic  L  Winslow,  March  20,  1907,  to  April  1,  1913. 
S.  Everett  Tinkham.  April  1,  1913. 

DIRECTORS. 

WiNFiELD  S.  Chaplin,  Feb.  19,  1890,  to  ^larch  18,  1891. 
Frederick  Brooks,  March  19,  1890,  to  March  21,  1894. 
George  F.  Swain,  March  18,  1891,  to  March  15,  1893. 
Henry  Manley,  March  15,  1893,  to  March  20.  1895. 
Frank  O.  Whitney,  ^larch  21,  1894,  to  March  18.  1896. 
Richard  A.  Hale,  March  20,  1895.  to  March  17,  1897. 
Frank  W.  Hodgdon,  March  18,  1896,  to  March  16.  1898. 
DwiGHT  Porter,  March  17,  1897.  to  March  15,  1899. 
X.  Henry  Goodnough,  ]\Iarch  16.  1898.  to  March  21.  190O. 
Alfred  E.  Burton,  March  15.  1899,  to  March  20.  1901. 
Ira  N.  Hollis,  March  21,  1900,  to  March  19,  1902. 
William  M.  Brown,  M2.vch  20,  1901,  to  March  18,  1903. 
George  B.  Francis,  March  19,  1902,  to  March  16,  1904. 
Joseph  R.  Worcester,  :\Iarch  18,  1903,  to  March  15,  1905. 
Leonard  Metcalf,  March  16.  1904,  to  March  21,  1906. 
Edward  F.  Miller,  March  15,  1905,  to  March  20,  1907. 
Charles  T.  Main,  March  21,  1906.  to  March  18.  1908. 
Irving  T.  Farnham,  March  20.  1907,  to  Sept.  19,  1908. 
George  Bowers,  March  18,  1908,  to  ^Vlarch  16,  1910. 
Frederic  H.  Fay,  Nov.  18,  1908,  to  March  15.  1911. 
Frank  A.  Barbour,  March  16,  1910,  to  March  20,  1912. 
J.  Parker  Snow,  Sept.  21.  1910,  to  March  20,  1912. 
L.  Lee  Street,  Sept.  21,  1910,  to  March  19,  1913. 
Charles  R.  Gow.  March  15,  1911,  to  March  19,  1913. 
Charles  M.  Spofford,  March  20,  1912,  to  March  18.  1914. 
Robert  Spurr  Weston,  March  20.  1912,  to  March  18,  1914.' 
Charles  B.  Breed,  March  19,  1913,  to  March  17,  1915. 
ToHN  N.  Ferguson,  March  19.  1913.  to  March  17,  1915. 
Charles   M.  Allen,  March  18,  1914,  to  March   15.   1916. 
Leon.\rd  C.  Wason,  March  18.   1914.  to  March  15.  1916. 
Edmund  M.  Blake.  March  17.  1915.  to  March  21,  1917. 
George  C.  Whipple.  }.Iarch  17,  1915.  to  March  21.  1917. 
Arthur  W.  Dean.  March  15,   1916. 
Sanford  E.  Thompson,  March  15,  1916 
Clarence  T.  Fernald,  March  21,  1917. 
Lewis  E.  Moore.  Alarch  21,  1917. 
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The  names  of  deceased  members  are  printed  in  italics. 


CHAIRMEN. 

Lewis  M.  Hastings.  Jan.  27,  1904,  to  March  1,  1905. 
Harrison  P.  Eddy,  March  1,  1905,  to  March  7,  1906. 
Freeman  C.  Coffin,  :\Iarch  7,  1906,  to  Nov.  11,  1906. 
Leonard  Metcalf,  Jan.  9,  1907,  to  March  6,  1907. 
Arthur  T.  Safford,  ]\larch  6,  1907.  to  March  4,  1908. 
William  S.  Johnson,  March  4,  1908,  to  March  3,  1909. 
Frank  A.  Barbour,  March  3,  1909,  to  March  2,  1910. 
Robert  Spurr  Weston,  ^Vlarch  2,  1910,  to  ISIarch  1,  1911. 
George  A.  Carpenter,  March  1,  1911,  to  March  6.  1912. 
George  C.  Whipple,  March  6,  1912,  to  March  5,  1913. 
Edmund  M.  Blake,  March  5,  1913,  to  March  4,  1914. 
Bertram  Brewer,  March  4,  1914,  to  March  3,  1915. 
Stephen  DeM.  G.^ge,  March  3,  1915,  to  March   1,   1916. 
Frederic  Bonnet,  Jr.,  March  1,  1916,  to  March  7,  1917. 
Frank  A.  Marston,  Alarch  7,  1917. 


VICE-CHAIRMEN. 

Frank  A.  Barbour,  Jan.  27,  1904,  to  March  2,  1904. 
Harrison  P.  Eddy,  March  2.  1904,  to  March  1.  1905. 
Charles  R.  Felton,  jNIarch  1,  1905,  to  March  7,  1906. 
Robert  Spurr  Weston,  March  7,  1906,  to  March  6,  1907. 
Irving  T.  Famham,  INIarch  6,  1907,  to  March  4,  1908. 
George  A.  Carpenter,  March  4,  1908,  to  March  3,  1909. 
Bertram  Brewer,  March  3,  1909,  to  March  2,  1910. 
Leonard  P.  Kinnicutt,  March  2,  1910,  to  Dec.  7,  1910. 
George  Bowers,  Dec.  7,  1910,  to  March  1,  1911. 
Harold  K.  B.\rrows,  March  1,  1911,  to  March  6,  1912. 
X.  Henry  Goodnough,  March  6,  1912,  to  March  5,  1913. 
Hector  J.  Hughes,  March  5,  1913,  to  March  4,  1914. 
Elliott  R.  B.  Allardice,  March  4.  1914,  to  March  3,  1915. 
Frederic  Bonnet,  Jr.,  March  3.   1915,  to  March  1,  1916. 
Edward  Wright,  Jr.,  March  1,  1916,  to  March  7,  1917. 
Frank  B.  Sanborn,  March  7,  1917. 

CLERKS. 

William  S.  Johnson,  Jan.  27,  1904,  to  March  4.  1908. 
Irving  T.  Famham.  March  4,  1908,  to  Sept.  19,  1908. 
Robert  Spurr  Weston,  Oct.  7,  1908,  to  March  2,  1910. 
Harold  K.  Barrows,  March  2,  1910,  to  March  1,  1911. 
Frank  A.  Marston,  March  1,  1911,  to  Alarch  7,  1917. 
Arthur  D.  Weston,  March  7,  1917. 
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MEMBERS  OF  EXECUTIVE  COMMITTEE. 

Leonard  AIetcalf.  Jan.  27,  1904,  to  March  7,  1906. 
Charles  W.  Sherman,  Jan.  27.  1904,  to  March  2.  1904. 
T.  Howard  Barnes,  Jan.  27,  1904,  to  March  2,  1904. 
Freeman  C.  Coffin,  March  2,  1904,  to  March  7,  1906. 
George  A.  Carpenter,  March  2,  1904,  to  March  1,  1905. 
Arthur  D.  Marble,  March  1,  1905,  to  March  6,  1907. 
Harrison  P.  Eddy,  March  7,  1906,  to  March  6,  1907. 
Arthur  T.  Safford,  Alarch  7,  1906,  to  Alarch  6,  1907. 
George  A.  Carpenter,  March  6,  1907,  to  March  4,  1908. 
Lewis  D.  Thorpe.  March  6,  1907,  to  March  4,  1908. 
George  E.  Rolling,  March  6,  1907,  to  March  4,  1908. 
Hector  J.  Hughes,  March  4,  1908,  to  March  3,  1909. 
Edgar  S.  Dorr.  March  4,  1908,  to  March  3,  1909. 
Charles  R.  Felton,  March  4,  1908,  to  March  3,  1909. 
William  S.  Johnson,  March  3,  1909,  to  March  2,  1910. 
George  A.  Carpenter,  March  3,  1909,  to  March  2,  1910. 
Alexis  H.  French,  March  3,  1909,  to  March  2,  1910. 
Frank  A.  Barbour,  March  2,  1910,  to  March  1,  1911. 
Stephen  DeAL  Gage,  March  2,  1910,  to  March  1,  1911. 
John  L.  Howard,  March  2,  1910,  to  March  1,  1911. 
Edward  Wright,  Jr..  March  1,  1911,  to  March  6,  1912. 
Frank  B.  Sanborn.  Mai:ch  1,  1911,  to  March  6,  1912. 
Earle  B.  Phelps,  March  1,  1911,  to  March  6,  1912. 
Almon  L.  Fales,  March  6,  1912,  to  March  5,  1913. 
Lewis  D.  Thorpe,  March  6,  1912,  to  March  5,  1913. 
Erastus  Worthington.  March  6,  1912,  to  March  5,  1913. 
George  C.  Whipple,  March  5,  1913,  to  March  4,  1914. 
George  A.  Sampson,  March  5,  1913,  to  March  4,  1914. 
Ezekiel  C.  Sargent,  March  5,  1913,  to  March  4,  1914. 
David  A.  Hartwell.  March  4,  1914,  to  March  3,  1915. 
Dwight  Porter,  March  4,  1914,  to  March  3,  1915. 
Edmund  M.  Blake,  March  4,  1914,  to  March  3,  1915. 
Bertram  Brewer,  March  3,  1915,  to  March  1,  1916. 
Hiram  A.  AIiller,  March  3,  1915,  to  March  1,  1916. 
Austin  L.  AIaddox.  March  3,  1915,  to  March  1,  1916. 
Stephen  DeM.  Gage,  March  1,  1916,  to  March  7,  1917. 
Alfred  O.  Doane.  March  1,  1916,  to  March  7,  1917. 
Roy  S.  Lanphear,  March  1,  1916,  to  March  7,  1917. 
Walter  S.  McKenzie,  March  7,  1917. 
Henry  T.  Stiff,  March  7,  1917. 
Henry  A.  Varney,  March  7,  1917. 


BOSTON    SOCIETY   OF   CIVIL   ENGINEERS 


OFFICERS,  1917-1918 

President. 
GEORGE    C.    WHIPPLE. 

Vice-Presidents. 

LEWIS  M.  HASTLXGS.  CHARLES  W.   SHERAIAN 

{Term  expires  March,  1918)  {Term  Expires  March,   1919j 

Secretary  and  Librarian.  Treasurer. 

S.   EVERETT   TIXKHAM.  FRANK   O.  WHITNEY. 

Directors. 

ARTHUR  W.  DEAN.  SANFORD  E.  THOMPSON. 

{Term  expires  March,  1918)  {Term  expires  March,  1918) 

CLARENCE  T.  FERNALD  LEWIS   E.   MOORE 

(Term  Expires  March,   1919)  {Term  Expires  March,  1919) 

Past  Presidents.     ' 

~  {Members  of  the  Board) 

HARRISON  P.  EDDY.  CHARLES  R.   GOW. 

RICHARD  A.  HALE. 


EDITOR   OF  JOURNAL 

WILLIAM    L.    BUTCHER. 


SPECIAL   COMMITTEES. 

On  the  Library. 
S.  Everett  Tinkham.         Henry    F.    Bryant.  Frederic  I.  Winslow. 

On  Publication. 

Charles  W.  Sherman.      Lewis  E.  Aloore.  Arthur  W.  Dean. 

On  Papers  and  Program. 
George  C.  Whipple,  Chairman  ex  ofjjcio. 
Clarence  T.  Fernald.        Hector  J.  Hughe?.  Sanford  E.  Thompson. 

Arthur  W.   French.  Edward  H.  Rockwell.       S.  Everett  Tinkham. 


OFFICERS  21 


On  Social  Activities. 

David  A.  Ambrose,  Cliainnan. 
Edwin  P.  Bliss  Luzerne  S.  Cowles  John  L.  Howard 

Walter   W.    Clifford  George  E.  Harkness  Edwin  R.  Olin 

On  Membership. 

Richard  A.  Hale,  Chairman. 
Ernest  -R.  Kimball  Philip  C.  Nash 


LIST   OF   MEMBERS 


WITH  ADDRESS  AND  DATE  OF  ELECTION. 

Members  are  particularly  requested  to  inform  the  Secretary  of 

any  change  of  address. 

Members  of  the  Society  enrolled  as  Members  of  the  Sanitary  Section 
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HONORARY  MEMBERS. 

Date  of 
Membership. 

FitzGerald,  Desmond  June    8,  1874 

Consulting  Engr.,  Brookline,  Mass. 
Herschel,   Clemens  June    8,  1874 

Civil  and  Hydraulic   Engr.,  2  Wall   St.,   New  York, 
N.   Y. 
Mills,  Hiram  Francis  Mar.    5,  1915 

Engr.  of  Proprietors  of  Locks  and  Canals  on  Merri- 
mac  River,  Lowell,  Mass. 

*Stearns,  Frederic  P.  Nov.  15,  1882 

Consulting  Engr.,  1  Ashburton  PI.,  Boston,  Mass. 

MEMBERS. 

*Adams,  Edward  P.  Oct.  17,  1883 

Landscape  Architect  and  Civil  Engr.,  1112  Exchange 
Bldg.,   Boston,   Mass. 
Adams,  Henry  S.  Oct.  19,  1892 

Civil  Engr..  Ames  Bldg.,   Boston,  Mass. 
Aiken,  Roy  C.  Nov.  21,  1900 

With  Water  Dept.  City  of  Waltham.     Address,   161 
E.  Brown  St.,  Waltham,  Mass. 
Albee,  Edward  E.,  Oct.  21,  1908 

Civil  Engr.,   11   Orris   St.,  Melrose  Highlands,   Mass. 
Alden,  Frederick  T.  Jan.  27,  1915 

Civil   Engr.,  28   Central    St..   Turners    Falls.   Mass. 
Alden,  Howard  K.  Dec.  15,  1909 

With  Stone  &  Webster  Eng.  Corporation.     Address, 
8  Ellsworth  Ave.,  Cambridge,  Mass. 
Alexander,  Clayton  C.  Nov.  17,  1915 

Civil    Engr.,    Mount    Auburn    Cemetery.    Cambridge, 
Mass. 
Allard,  Thomas  T.  June  17,  1896 

Civil  Engr.,  834  No.  24th  St.,  Philadelphia,  Pa 
*Allardice,  Elliott  R.  B.  Oct.  19,  1904 

Supt.  Wachusett  Dept.,   Metropolitan  Water  Works, 
Wachusett  Dam,  Clinton,  Mass. 
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Allbright,  Edwin  F.  Nov.  18,  1908 

Civil  Engr.  with  Adams-Pond  Co.,  584  Columbia  Rd.. 
Dorchester,  Mass. 

Allen,  Chester  S.  Apr.  20,  1910 

Of  Lockwood,  Greene  &  Co.,  60  Federal  St.,  Boston, 
Mass. 

*Allen,  C.  Frank  Mar.  24,  1875 

88  Montview  St.,  West  Roxbury,  Alass. 

Allen,  Charles  M.  •  Apr.  19.  1911 

Prof.  Hydraulic  Eng.,  Worcester  Polytechnic  Institute, 
Worcester,  Mass. 

Allen,   Lawrence   H.  May  21,  1913 

Junior  Civil  Engr.,  Div.  of  Valuation,  Eastern  Dist, 
Interstate    Commerce    Comm.,    Washington,    D.    C. 
{Junior,  Dec.  21,  1910.) 

Allen,  Leslie  H.  Mar.  20,  1912 

With    Aberthaw    Construction    Co.,    27    School    St., 
Boston,  Mass. 

Allen,  Raymond  C.  Nov.  21,  1906 

Civil  Engr.,   Manchester,  Mass. 

Almy,  Horace  T.  May  19,  1915 

Civil    Engr.,    City    Engr.'s    Office,    Providence,    R.    I. 

*Ambrose,  David  A.  Dec.  20,  1905 

First    Asst.    Engr.,    Metropolitan    Park    Commission, 
18  Tremont  St.,  Boston,  Mass. 

Andrews,  David  H.  May  18,  1881 

President,     The     Boston     Bridge     Works,     Inc.,     47 
Winter  St.,  Boston,  Mass. 

Andrews,  Hiram  B.  Apr.  19,  1911 

Chief  Engr.,  Simpson  Bros.  Corp.,  166  Devonshire  St., 
Boston,  Mass. 

Appleton,  Arthur  B.  Feb.  17,  1915 

Asst.    Engr.,    Mass.    Highway    Comm.     Address,    15 
Dane  St.,  Beverly,  Mass. 
Appleton,  Thomas  A.  Apr.  21,  1916 

Civil  Engr.,  237  Essex  St.,  Salem,  Mass. 
Armstrong,  Kenneth  P.  Nov.  19,  1913 

Junior  Civil  Engr.,  Div.  of  Valuation.  Interstate  Com- 
merce Comm.,  Eastern  Dist.     Address,  1512  Kear- 
ney St.,  N.  E.,  Washington,   D.   C.     (Junior,  Apr. 
19,  1911.) 
Aspinwall,  Thomas  Mar.  17,  1880 

Aspinwall  &  Lincoln,   Civil    Engrs.,  3   Hamilton   PL, 
Room  606,  Boston,  Mass. 
Atwood,  Joshua  Apr.  15,  1896 

Engr.    in    Charge,    Paving    Service,    Highway    Div., 
Public  Works  Dept.,  501   City  Hall  Annex,  Boston. 
Residence,  280  Foster  St.,  Brighton,  Mass. 
*Atwood,  Thomas  C.  Apr.  18,  1900 

Engr.,    New    York    Dist..    The    Foundation    Co.,    233 
Broadway,  New  York,  N.  Y. 
Babcock,  John  B.,  3rd  Jan.  24,  1917 

Instructor  in  Civil  Engrg.,  Mass.  Inst,  of  Technology, 
Cambridge,  Mass. 
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Babcock,  Paul  A.  Jan.  24,  1906 

With   J.   R.   Worcester   &   Co.     Address,    557   Adams 
St.,   East    Milton,   Mass. 
Bacon,   W.   Herbert  Nov.  15,  1911 

Asst.  Engr.,  Street  Laying  Out  Dept.,  405  City  Hall 
Annex,  Boston.    Address,  188  Savin  Hill  Ave.,  Up- 
ham's  Cor.  Sta.,  Boston,  Mass. 
Badger,  Frank  S.  Oct.  16,  1895 

Hydr.  Engr.,  J.  G.  White  &  Co.,  Inc.,  9  Cloak  Lane, 
Cannon  St.,  London,  E.  C,  England. 
Bailey,  Ernest  W.  Jan.  22,  1896 

City    Engr.,    Supt.    of    Sewers    and    Supt.    of    Parks, 
City  Hall,  Somerville,  Mass. 
*Bailey,  Frank  S.  Sept.  21,  1898 

With  Metcalf  &  Eddy,  Cons.  Engrs..  14  Beacon   St., 
Boston.     Address,  27  Commercial  St.,  East  Brain- 
tree,  Mass. 
*Bailey,  William  M.  Mar.  20,  1895 

Civil  Engr.,  Reinforced  Concrete  Construction,  Oliver 
Bldg.,  Boston.     Residence,  Ridgewood  Rd.,  ]\Ialden, 
Mass. 
Baker,  Lloyd  E. 

Asst.    Engr.,    Highway    Dept.,    City    Engr.'s    Office, 
Providence,  R.  I. 

Baker,  William  E. 

W.   E.   Baker  &  Co.,   Engineers,   105  West  40th   St., 
New  York,  N.  Y. 

Balch,  William  H. 

Civil  Engr.,  46  Green   St.,  Hudson,   Mass. 

♦Baldwin,  James  R. 

Asst.    Engr.,    Essex    Water    Power    Co.,    Lawrence, 
Mass. 

Baldwin,  Loam  mi  F. 

Civil  Engr.,  12  Elm  St.,  Woburn,  Mass. 

♦Bancroft,  Lewis  M. 

Supt.  of  Water  Works,  Reading,  Mass. 

♦Barbour,  Frank  A. 

Consulting,  Hydraulic  and  Sanitary  Engr.,  1120  Tre- 
mont  Bldg.,  Boston,  Mass. 

Barker,  John  K. 

Civil  Engr.,  33  Lyman  St.,  Springfield,   Mass. 

Barnes,  Arthur  B. 

With    Parker   &    Hargraves    Mills,   Fall    River.      Ad- 
dress. 664  Pearce  St.,  Fall  River,  Mass. 

Barnes,  Roderick   S. 

Engr.  and  Contractor,  Randolph,  N.  H. 

Barnes,  Rowland  H. 

Civil  Engr.,  88  Broad  St.,  Boston,  Mass. 

♦Barnes,  T.  Howard 

Consulting   Engr.,   17  Battery   PI.,  Room    1646,   New 
York,  N.  Y. 
♦Barnes.  William  T.  Apr.  18,  1894 

Of  Metcalf  &  Eddy,  Consulting  Engrs.,  1824  Harris 
Trust  Bldg.,   Chicago,  111. 
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Barney,  Harold  B.  Oct.  19,  1915 

With   Roy   H.   Beattie,   Inc.,   Fall   River,   Mass.     Ad- 
dress, IS  Spooner  Rd.,  Chestnut  Hill,  Mass. 
Barrett,   Robert   E.  Mar.     5,  1915 

Construction  Engr.,  Turners  Falls  Power  &  Electric 
Co.,  Third  Nat'l  Bank  Bldg.,  Springfield,  Mass. 
*Barro\vs,  Harold  K.  Dec.  21,  1898 

Consulting  Engr.,  6  Beacon   St.,   Boston,  Mass.,  and 
Associate   Prof,   of   Hydr.   Engrg.,    Mass.   Inst,   of 
Tech. 
Barrus,  George  H.  June  15,  1887 

Expert    and    Consulting    Engr.,    12    Pemberton    Sq., 
Boston,  Mass. 
Barry,  C.  Gardner  Feb.  21,  1917 

Of  firm  of  Barry  &  Gurney,  Civil  Engrs.  &  Surveyors, 
Buzzards  Bay,  Mass.     Address,  Sandwich,  Mass. 
*Bartlett,  Arthur  Mar.  20,  1895 

Asst.  in  City  Engr.'s  Office,  City  Hall,  Lowell,  Alass. 
*B.'\rtlett,  Charles  H.  June  19,  1889 

Bartlett    &    Sherman.    Lawyers,    60    Pemberton    Sq., 
Boston,  IMass.,  and  Bartlett  &  Gay,  Engrs.,  852  Elm 
St.,  Manchester,  N.  H. 
*Bateman.  Frederic  W.  Mar.  21,  1888 

Parker,    Bateman    &    Chase,    Civil    Engrs.,    Clinton, 
Mass. 
Bateman,  Luther  H.  Feb.  21,  1894 

Asst.  Engr.,  Mass.  Comm.  on  Waterways  and  Public 
Lands,  Room  472,  State  House,  Boston,  Mass. 
Bates,  Benjamin  F.  Mar.  15,  1911 

Asst.    Engr.,    Paving    Service,    Highway    Div.,    Public 
Works  Dept,  601  City  Hall  Annex,  Boston,  Mass. 
Bayley,  Frank  A.  Oct.  15,  1890 

Civil   Engr.,  Box  330,  Hyannis,   Mass. 
Beach,  Theodore  M.  Oct.   20,  1909 

Civil  Engr.,  Ill  Bowles  St.,  Springfield,  Alass. 
Bean,  Thomas  W.      ■  Mar.  15,  1916 

Civil  Engr.,  Turners  Falls,  Mass. 
Beard,  Cornelius  Oct.  18,  1911 

Vice-President,   R.    S.    Brine   Transportation    Co.,   43 
India  St.,  Boston. 
BeLl,  Frank  C.  Oct.  18,  1916 

Asst.  Engr.,  Boston  Elevated  Railway  Co.     Address, 
22)  Spring  St.,  Maiden,  Mass. 
Bellamy,  Robert  Bayard  June  16,  1909 

Civil    Engr.,    17    Bowdoin    Ave.,    Grove    Hall    P.    O., 
Boston,  Mass. 
Bennett,  R.'Wmond  F.  Oct.  19,  1915 

Contractor,  211  Commercial  St.,  Portland,  Me. 
Benoit,  Armand  W.  Sept.  16,  1908 

With  'C.    T.     Main,    201     Devonshire     St.,    Boston, 
Mass. 
♦Berry,  Charles  R.  Sept.  16,  1914 

With  Fay,  Spofford  &  Thorndike,  308  Boylston  St., 
Boston.  Address,  81  Huntington  Ave.,  Roslindale, 
Mass. 
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Betton,  James  M.  Feb.  19,  1896 

Mechanical  Engr.,  Commonwealth  Ave..  Mt.  Vernon. 
N.  Y. 
Beugler,  Edwin  J.  May  17,  1905 

Consulting  Engr..  Westinghouse.  Church,  Kerr  &  Co., 
37  Wall  St.,  New  York,  N.  Y. 
BiDWELL,  Lawson  B.  Nov.  19,  1884 

Civil  Engr..  N.  Y.,  N.  H.  &  H.  R.  R.,  260  Fairmount, 
Hyde  Park,  Mass. 
Bigelow,  Lyman  W.  Dec.  15,  1915 

Civil    Engr.,    Room    15.    Bigelow    Block,    Norwood, 
Mass. 
Bigelow,  William  Walter  June  15,  1910 

With  W.  F.   Kearns  Co.,   General  Contractors.     Ad- 
dress, 624  State  St.,   Springfield.  Mass. 
BiLDT,  August  Fredrik  Mar.  18,  1914 

Draftsman.    Bridge    and    Ferry    Div.,    Public    Works 
Dept,    Boston.      Residence,    1182    Harrison    Ave., 
Boston,  Mass. 
BissELL,  H.  Mar.  21.  1883 

P.  O.  Box  86,  Altadena,  Calif. 
Blackmer.   Arthur  E.  Jan.  27,  1915 

Town  Engr.,  Plymouth.  Mass. 
*Blake,  Edmund  M.  Apr.  20.  1904 

Engr..  Boston  Dry  Dock,  Holbrook.  Cabot  &  RoUins 
Corp.,  6  Beacon  St.,  Boston,  iVIass. 
Blake,  Percy  M.  Mar.  16,  1892 

Consulting  Engr.,   Newtonville,  Mass. 
Blanchard,  Arthur  Horace  Apr.  20,  1904 

Cons.  Highway  Engr..   Prof,   in  charge  of  Graduate 
Course   in    Highway    Eng.,     Columbia    University, 
New  York,  N.  Y. 
Bliss,  Edwin  Packard  May  19,  1915 

Of   firm   of   H.    P.    Converse   &   Co.,    Contr.    Engrs., 
88  Broad  St.,  Boston,  Mass. 
Bliss,  Hermon  R.  Oct.  21,  1908 

Structural    Engr.    and    Sec'y,    The  James   H.    Tower 
Iron    Works.    Providence.      Address,    35    Bo3'lston 
Ave..   Providence,  R.  I. 
Blossom,  William  L.  Dec.  19,  IpOO 

Civil  Engr.,  122  Davis  Ave.,  Brookline,  Mass. 
Boardman,  Harold  S.  May  16,  1906 

Dean.  College  of  Technology  and  Prof,  of  Civil  En- 
gineering, University  of   Elaine,  Orono,  Me. 
Boas,  Benjamin  Feb.  21,  1917 

With   Monks   &  Johnson,   Architects   and   Engrs.,   78 
Devonshire    St.,    Boston,    Mass.     (Junior,    Oct.    16, 
1912.) 
*Bonnet,  Frederic,  Jr.  Apr.  16.  1913 

Prof,  of  Chemistry,  Worcester  Polytechnic  Institute, 
Worcester.      Address,    22    Dayton    St.,    Worcester, 
Mass. 
*Borden,   J.   Edgar  May  19,  1915 

Industrial  Dept..  Hull  Div.,  U.  S.  Navy  Yard,  Kittery, 
Me.     Residence.  49  Orchard  St..  Portsmouth,  N.  H. 
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*BoRDEN,  Philip  D.  Mar.  15,  1882 

Civil  Engr.,  P.  O.  Box  248,  Fall  River,  Mass. 
Bourne,  Frank  B.  May  19,  1897 

Asst.  Engr.,  City  Engr.'s  Office,  Providence,  R.  I. 
*BowERS,  George  Mar.  17,  1886 

Cons.  Engr.,  359  Westford  St.,  Lovi'ell  Mass. 
*BowERs,  George  W.  Dec.  17,  1913 

Civil  Engr.,  4008  Prospect  Ave.,  Cleveland,  Ohio. 
Bowes,  Thomas  F.  May  15,  1907 

Engr.-  in    Charge,     Sewer    Service,    Highway    Div., 
Public  Works  Dept.,  701  City  Hall  Annex,  Boston, 
]\Iass. 
Bradbury,  Edward  G.  Mar.  16,  1904 

Civil    and    Sanitary    Engr.,    502    Commercial    Bklg., 
Columbus,  Ohio. 
Bradbury,  Royall  D.  Dec.  21,  1910 

Mgr.,  Structural  Products  Dept.,  Clinton  Wire  Cloth 
Co.,  Sears  Bldg.,  Boston,  Mass. 
*Branch,  Ernest  W.  May  19,  1897 

Civil  Engr.,  21  Adams  Bldg.,  Quincy,  Mass. 
Brazer,  George  H.  Apr.  17,  1907 

J.  R.  Worcester  &  Co.,  Consulting  Engrs.,  79  Milk 
St.,  Boston,  Mass. 

Breed,  Charles  B.  Sept.  20,  1899 

Professor  of  Railroad  Engineering,  Mass.  Inst,  of 
Tech.,  Cons.  Engr.,  6  Beacon  St.,  Boston,  Mass. 

Breex,  Charles  H.  Mar.  15,  1916 

Transitman,  Mass.  Comm.  on  Waterways  and  Public 
Lands,  472  State  House,  Boston.  Address,  Beacon 
Chambers,  Boston,  Mass. 

*Brewer,  Bertram  May  20,  18% 

City  Engr.,  Supt.  of  Water  Works  and  Sewers, 
Waltham,  Mass. 

Brock,  Nathan  S.  Apr.  18,  1888 

Contracting  Engr.,  122  Park  St.,  Brookline,  Mass. 

Brooks,  Clarence  M.  Nov.  20,  1912 

Division  Engr.,  N.  H.  Highwav  Dept.  Address,  P.  O. 
Box  260,  Keene,  N.  H. 

*Brooks,  Frederick  June    8,  1874 

31  Milk  St.,  Boston,  Mass. 

Brown,  Albert  F.  IMar.  16,  1904 

Asst.  Engr.,  Boston  El.  Ry.  Co.,  101  Milk  St., 
Boston,  Mass.    . 

Brown,  Burtis  S.  June  21,  1911 

Cons.  Engr.,  88  Broad  St.,  Room  920,  Boston,  Mass. 

Brown,  C.  Leonard  April  20,  1910 

With   Mass.   Highway  Comm.     Address,  29  South   St., 
Southbridge,  Mass. 

Brown,  Maurice  F.  May  20,  1908 

Chf.  Engr.,  Boston  Bridge  Works,  Inc.,  47  Winter 
St.,  Boston,  Mass. 

Brown,  T.  Morris  Mar.  16.  1910 

Salesman,  Latrobe  Electric  Steel  Co.,  38  N.  Burnett 
St.,  East  Orange.  N.  J. 
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Brown,  William  A.  Sept.  21,  1910 

Asst.  Engr.,  Highway  Dept.,  City  Engr's  Office, 
Providence,  R.  1. 

Brown,  William  M.  Alay  17,  1893 

Chief  Engr.,  Passaic  Valley  Sewerage  Comm'rs,  819 
Essex  Bldg.,  Newark,  X.  J. 

Brownell,  Walter  K.  Jan.  27,  1915 

With   Stone  &  Webster   Engrg.   Corp'n,  on  concrete 
construction.      Address,   227    Rawson    Rd.,    Brook- 
line,  Mass. 
Brunel,  Rich.^rd  Sept.  18,  1912 

Draftsman  with  Moulton  Engrg.  Corp'n,  Portland, 
Me. 

*Bryant,  Henry  F.  Dec.  19,  1888 

Engr.,  334  Washington  St.,  Brookline,  Mass. 

Bryant,  William  A.  Dec.  20,  1916 

Asst.  Civil  Engr.  with  Henry  F.  Bryant,  Engr..  334 
Washington  St.,  Brookline.  Address,  61  Clark 
Rd.,    Brookline,   Mass.      {Junior,  Dec.  20,    1911.) 

Bryer,  Charles  S.  May  15,  1907 

Asst.  Engr.,  Mass.  Comm.  on  Waterways  and  Public 
Lands,  State  House,  Boston.  Address,  313  Hunne- 
well  St.,  Needham  Hts.,  Mass. 

Buck,  Waldo  E.  May  15,  1889 

Pres.  and  Treas.,  Worcester  Manfrs.  Mutual  Ins.  Co., 
63  Wachusett  St.,  Worcester,  IMass. 
Buckley,  William  J.  Feb.  17,  1915 

With  Cit}^  of  Lynn.  Address.  26  Lyman  St..  Lynn, 
Mass. 

Buff,  Louis  F.  May  20,  1903 

Treas.,  Buf?  and  Bufif  ^Ifg.  Co.,  Jamaica  Plain,  ]\Iass. 

BuLL.^RD,  Albert  O.  May  19,  1915 

Engrg.  Contractor,   Sterling,  Mass. 
Bullock,  William  Dexter  May  18,  1898 

Chf.  Engr.,  R.  L  State  Harbor  Impt.  Comm.,  Engr., 
Bridges  and  Harbor,  City  Hall,  Providence,  R.  L 

Burke,  John  Ryan  _      Oct.  16,  1895 

Contractor    for    Dredging    and    Public    Works,    78 
Devonshire   St.,   Boston,   Mass. 
Burley,  Harry  B.  Apr.  20,  1892 

Treas..  Boston  Insulated  Wire  and  Cable  Co.,  Dor- 
chester, Mass.      Address,  Chestnut  Hill,  Mass. 

Burnes,  George  R.  •  Feb.  21,  1917 

Asst.  City  Engr.,  Revere.  Addre.=s,  11  Hyde  St., 
Revere,  ^lass.     {Junior,  April  15,  1914.) 

Burpee.  George  W.  June  10,  1914 

With   Westinghouse,   Church,    Kerr   &   Co.,   37   Wall 
St.,  New  York,  N.  Y. 
Burpee,  Moses  May  19,  1909 

Chief   Engr.,   Bangor   &  Aroostook   R.   R.,   Houlton, 
Maine. 
Burr,  Thomas  S.  Nov.  17,  1897 

With  Holyoke  Machine  Co.,  Worcester.  Address, 
108  Burncoat  St.,  Worcester,  Mass. 
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BuRRiLL,   Nathan  C.  Dec.  15,  1915 

Engr.    with    H..   P.    Converse    &    Co.,   88   Broad    St., 
Boston,  Mass. 
Burroughs.  Russell  Mav  19,  1915 

Div.  Engr.,  B.  &  :\I.  R.  R.,  Concord,  N.  H. 
Burton,  Alfred  E.  Nov.  15,  1882 

Professor  of   Topographical   Engineering   and   Dean, 
Mass.  Inst,  of  Technology,  Cambridge,  Mass. 
Buss,  Edward  A.  Sept.  17,  1902 

Consulting  Engr.,  85  Water  St.,  Boston,  JMass. 
BussEY,  Byron  C.  Jan.  27,  1915 

Asst.   Engr.,    City  of   Pawtucket.     Address,    11    Star 
St.,   Pawtucket,  R.  I. 
*Butcher,  William  L.  Dec.  21,  1904 

Civil  Engr.,  2  Avon  St.,  Cambridge,  Mass. 
Butler,  Harold  O.  Jan.  25,  1911 

With  American  Agricultural  Chemical  Co.,  92  State 
St.,  Boston,  Mass. 
Caldwell,  Frederic  A.  Apr.  21,  1897 

Civil   Engr.,   Kingston,  R.  I. 
Campbell,  John  Jan.  24,  1906 

Supt.    Special    Service    Dept,    Edison    Elec.    111.    Co., 
39  Boylston  St.,  Boston,  Mass. 
Campbell,  Thomas  F.  Jan.  22,  1908 

Asst.    Engr.   in    Street   Line   and   Layout   Dept.,    City 
Hall,   Providence,   R.   I. 
Cannon,  Madison  M.  Sept.  15,  1915 

Civil  Engr.  with  H.  P.  Converse  &  Co.,  88  Broad  St., 
Boston,  Mass. 
^Carpenter,  George  A.  Mav  16,  1894 

City  Engr.,  55  High  St.,  Pawtucket,  R.  I. 
Carr,  Joseph   L.  Jan.  27,  1915 

Civil  Engr.,  91  Bellingham  St.,  Chelsea,   Mass. 
Carson,  Howard  A.  June    8,  1874 

79  Glenwood  Sb.,  IMalden,  Mass. 
*Carter,  Clarence  E.  April  16,  1913 

Civil  Engr.,  9  Masonic  Block,  Reading,  Mass. 
*Carter,  Frank  H.  Oct.  18,  1899 

Civil  Engr.,  13  Western  Ave.,  Cliftondale,  Mass. 
Carter,  Gale  A.  June  16,  1915 

Asst.  Engr..  Maine  Central  R.  R.  Co.     Address,  Box 
54,  East  Brownfield,  Me. 
Carter,  Harold  L.  June  16,  1909 

Engr.,   Boston   Manufacturers'   Mutual    Fire   Ins.   Co. 
Address,  281  Tappan  St.,  Brookline,  Mass. 
Carter,  Henry  H.  Apr.  16,  1884 

Consulting    Engr.    and    Pres.    Met.    Contracting    Co., 
95  Milk  St.,  Boston,  Mass. 
*Carty,  John  E.  June  19,  1907 

Division  Engr.,  Bridge  and  Ferry  Div.,  Public  Works 
Dept.,  602  City  Hall  Annex,  Boston,  Mass. 
Carven,  Christopher  J.  Oct.  21,  1885 

Engr.  in  Charge,  Water  Service,  Highway  Div., 
Public  Works  Dept.,  607  Citv  Hall  Annex,  Boston, 
Mass. 
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Casey,  John  J.  Nov.  18.  1914 

Address,  79  Howland  St.,  Roxbury,  Mass. 

General    Contractor,    201    Devonshire    St.,    Boston. 
Cashman,  John  M.  June  15,  1910 

Civil  Engr.,  60  Beechwood  Ave.,  Watertown,  Alass. 
Chadwick,  Henry  M.  Nov.  18,  1908 

Asst.  Engr.  of  Construction,  Boston  Bridge  Works, 
Inc.     Address,   17  Ivy  Rd.,   ^Maiden,   ]\Iass. 

Chandler,  Charles  E.  Apr.  20,  1904 

Civil  Engr.,  Norwich,  Conn. 
Chapman,  Benjamin  R.  May  20,  1914 

Civil  Engr.,  The  Checkerton,  Brockton,  Mass. 
Ch.\rnock,  Fred  R.  Feb.  17,  1909 

City  Engr.,  City  Hall  Annex,  ^Sledford,  Mass. 

Chase,  Guy  H.  May  17,  1916 

Commissioner  of  Streets  and  Engrg.,  Fitchburg ;  of 
firm  of  Parker.  Bateman  &  Chase,  Clinton.  Ad- 
dress, Fitchburg,  Mass. 

*Chase,   Horace   H.  May  19,  1915 

Principal    Asst.    with    F.    A.    Barbour,    C.E.,    Boston. 
Address,   17   Nye   Sq.,    Brockton,   Mass. 
*Chase,  John  C.  Dec.  20,  1893 

Treas.,  The  Benjamin  Chase  Co.,  Derry  Village,  N.  H. 
Cheney,  Herbert  N.  April  17,  1912 

Engr.  of  Construction,  Boston  Con.  Gas  Co..  Hilton 
St.,  Roxbury,  Mass. 
Cherry,  Martin  C.  Jan.  27,  1915 

Inspector  with  Boston  Transit  Comm.  Address,  22 
Seymour  St.,  Roslindale,  Mass. 

Chevalier,   Charles   R.  May  19,  1915 

Roadmaster.  Portland  Terminal  Co.,  493  Commercial 
St.,    Portland.     Address,   64   Dartmouth    St.,    Port- 
land, Me. 
Clapp,   Frank   L.  •  May  19,  1915 

Civil  Engr.,  79  Milk    St.,  Room  813,   Boston.     Resi- 
dence,  195  Boston  St.,  Boston,  Mass. 
Clapp,  Frederick  Otis  ]May  19,  1915 

Asst.    Engr.,   Water    Supply   Board,    Office    of    Chief 
Engr.,  661   Westminster  St.,  Providence.     Address, 
11   Bridgham  St.,  Providence,  R.I. 
Clapp,  Sidney  K.  Apr.  15,  1896 

Asst.  Engr.,  Board  of  Water  Supply  of  New  York, 
Ashokan,  Ulster  Co.,  N.  Y. 
Clapp,  Wilfred  A.  June  17,  1896 

Civil     Engr.,     Quartermaster     Corps,     U.    S.    A.,     68 
Ramona  Ave.,  Oakland,  Calif. 
Clark,  Frederick  H.  May  19,  1915 

Supt.  of  Streets  and  Engrg.,  338  City  Hall,  Spring- 
field, Mass. 
*Clark.  H.>\rry  W.  Mar.  16,  1904 

Chief  Chemist,  Mass.  State  Dept.  of  Health,  in 
charge  of  Lawrence  Expt.  Station  and  Water  and 
Sewage  Laboratories,  540  State  House,  Boston, 
Mass. 
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Cl.\rk,  Thom.^s  W.  Mar.  20,  1912 

Hydr.    Engr.,    Old    Town.     In    charge    of    Div.    of 
Water,  Penobscot  River,  Old  Town,  Ale. 
Clifford,  Walter  W.  Mar.  19,  1913 

Structural    Engr..    with     Densmore    &    LeClear,    88 
Broad    St.,    Boston.      Residence,    52    Milton    Ave., 
Hyde   Park,   Mass. 
Cobb,  Frank  P.  Tune  15,  1904 

Civil  Engr.,  332  Grove  St.,  Chicopee  Falls,  Mass. 
Cobb,  William  A.  Feb.  16,  1910 

Civil   Engr.,  Androscoggin  Reservoir   Co.,  Lewiston, 
Maine.     Address,  Wilson's  ^^lills.  Me. 
CoBURN,  Howard  L.  May  20,  1908 

Chief  Engr.,  Ambursen  Construction  Co.,  61   Broad- 
way, New  York,  N.  Y. 
CoBURN,  Raymond  W.  Apr.  21,  1915 

Resident    Engr.    with    Mass.    Highway    Comm.     Ad- 
dress, Kendal  Green,  Mass. 
Coburn,  Stuart  E.  Apr.  18,  1917 

Chemist,  107  Winslow  Ave.,  Norwood,  Mass. 
*Coburn,  William  H.  Dec.  15,  1915 

Bond  Salesman  with  Alarshall  &  Co.,  Inc.,  70  State 
St.,  Boston,  Mass.      (Junior,  Oct.  16,  1912.) 
Coffin,  Grover  C.  Apr.  18,  1917 

Resident  Engr.  and  Inspector  of   Road  Work,  Mass. 
Highway  Comm.     .Address,  4  Pine  St.,  Nantucket, 
Mass. 
Coffin,  S.  P.  '  Feb.  16,  1910 

Supervisor,  Bridges   and   Buildings,  B.  &  M.  R.   R., 
Boston.     Address,  Allston,  Mass. 
Coggeshall,  Robert  C.  P.  June  17,  1885 

Supt.   Water  Works   and   Clerk   Water   Board,   New 
Bedford,  Mass. 
CoGHLAN,  John  H.  June  16,  1915 

Civil  Engr.,  53  Wollaston  Ave.,  Arlington,  Mass. 
Colby,  Edwin  W.  Oct.  19,  1915 

Asst.    Engr.,    Met.    Water    Works.      Address,    4    St. 
Botolph  St.,  Boston,  Mass. 
Conner,  Samuel  L.  June  15,  1910 

Asst.     Professor    of     Railroad     Engineering,     Tufts 
College.     Address,  Tufts  College,  Mass. 

Connolly,  Gregory  P.  Apr.  21,  1915 

General  Contractor,   Beverly  Farms,  Mass. 
Connolly,  S.  John  May  15,  1912 

Connolly  Bros.,  Contractors  and  Builders,  15  Everett 
St.,  Beverly  Farms,  Mass. 
Cook,  Mayo  T.  June  17,  1885 

Asst.   Engr.,   Bridge   and   Ferry   Div.,    Public   Works 
Dept..   Boston.      Address,   149   Glenway    St.,   Grove 
Hall  Sta.,  Boston,  Mass. 
Corey,  Kenneth   T.  Apr.  21,  1915 

Civil  Engr.,  102  Stratford  Ave.,  Pittsfield,  Mass. 
Corthell,  Arthur  B.  Jan.  25,  1899 

Ch.   Engr.,  B.   &   M.   R.   R.,   North    Station,   Boston, 
Mass. 
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*Co\VAN,  Henrv  Edwin  Feb.  15,  1905 

Civil  Engr.,  118  ISIt.  Vernon  St.,  Boston.  :Mass. 

CowLES,  Luzerne  S.  ]\Iar.  16,  1904 

Asst.  Engr.,  El.  and  Subwav  Construction.  Boston 
EI.  Ry.  Co.,  101  Milk  St.,  Boston,  Mass. 

Craigue,  Joseph  S.  Feb.  17,  1897 

Civil  Engr.,  154  Poplar  St.,  Roslindale,  Alass. 

=*=Crane,  Albert  S.  June  20,  1894 

Vice-Pres.,  The  J.  G.  White  &_Co.  Eng.  Corp.,  43 
Exchange  Place,  Xew  York,  X.  Y. 

Crocker,  Harold  S.  Mar.  21,  1917 

City  Engr.,  City  Hall,  Brockton,  Mass. 

*Crowell,  Alonzo  K.  Dec.  19,  1894 

City  Engr.,  Taunton,   Mass. 

Cum  MINGS,  \V.  Warren  Feb.  16,  1898 

Cons,    and    Const.    Engr.,    15    Winter    St.,    Woburn, 
Mass. 
Curtis,  Allen  Dec.  16,  1914 

Asst.    Engr.    with    B.  &  A.  R.  R.    331    So.    Station, 
Boston.     Residence,  21  Lexington  Ave.,  W.  Somer- 
ville,  Mass. 
Curtis,  Fayette  S.  Feb.  17,  1915 

President,  Old  Colony  R.  R.    Address,  7  Revere  St., 
Jamaica  Plain,  Mass. 
Curtis,  Greely  S.  Jan.  27,  1897 

Aviation  Engr.,  Treas.,  Burgess  Company  &  Curtis, 
Marblehead,  Mass. 
Curtis,  Ralph  Edgar  Feb.  17,  1904 

Engineer,   Purchasing  Dept.,   Edison   El.   III.   Co.,   39 
Boj'Iston  St.,  Boston,  Mass. 
*Cutter,  Louis  F.  Apr.  18,  1888 

Civil  Engr.,  33  Chestnut  St.,  Salem,  Mass. 
Cutter,  Roland  N.  Feb.  15,  1893 

Asst.   Engr.,   Paving   Service,    Highway   Div.,    Public 
Works    Dept.,    Boston.      Address,    186    Park    St., 
West  Roxbury,  Alass. 
*Cutting,  George  W.,  Jr.  Xov.  15,  1905 

Civil  Engr.,  85  W'ater  St.,  Boston,  Alass. 
Cyr,  John  P.  ^  June  21,  1916 

Civil  Engr.,  10  Hartshorn  Ave.,  Xashua,  X'.  H. 
Dashper,  Frederick  C.  June  15,  1910 

"Cremyll,"     Nettleham     Rd.,     Lincoln,     Lincolnshire, 
England. 
Davis,  Edmund  S.  Dec.  18,  1878 

Chief  Engr.,  Boston  Transit  Commission,  15  Beacon 
St.,     Boston.       Residence,    78     Robinwood     Ave., 
Jamaica  Plain,  Mass. 
Davis,  Leonard  H.  Feb.  15,  1899 

General    Alanager,    Alichigan    Xorthern    Power    Co., 
Portage  St.,  Sault  Ste.  Alarie,  Alich. 
Davis,  Thomas  C.  Feb.  16,  1916 

Morrison  &  Davis,  Contractors  and  Engrs.,  Salem, 
Alass.  Address,  15  Oak  Ter.,  Xewton  Highlands, 
Alass. 
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Davis,  Wilbur  W.  ■  Dec.  19,  1906 

Asst.  Engr.,   Boston  Transit  Commission,   15   Beacon 
St.,  Boston,  Mass. 
*Dean,  Arthur  W.  Dec.  18,  1895 

Chief    Engr.,    Mass.    Highway    Comm.,    Room    212, 
State  House,  Boston,  Mass. 
Dean,  Luther  June  17,  1891 

Civil  Engr.,  4  Clinton  St.,  Tairtiton,  Mass. 
De  La  Have,  Elias  F.,  Jr.  June  16,  1915 

Civil    Engr.,    Supt.    C.    H.    Dodge    Co.      Address,    50 
Perrin  St.,  Roxbury,  Mass. 
DeLong,  Harold  C.  Nov.  16,  1910 

Civil  Engr.,  135  University  Rd.,  Brookline,  Mass. 
Deming,  Guy  S.  ^lay  19.  1915 

Supt.    of   Reinforced   Concrete   Construction,    128   E. 
19th  St..  New  York,  N.  Y. 
DeWolf.  John  O.  May  19,  1897 

Mech.  and  Mill  Engr.,  19  Milk  St.,  Boston,  Mass. 
Dillaby,  Frank  H.  May  18,  1910 

President,  Dillaby  Fireproofing  Co.,  101  Tremont  St., 
Boston,  Mass. 
Dingman,  Charles  F.  Jan.  27,  1915 

Engr.,  Flynt  Bldg.  &  Const'n  Co.,  Palmer,  Mass. 
*Doane,  Alfred  O.  Apr.  20,  1910 

Div.      Engr..      Metropolitan      Water      &      Sewerage 
Board,  1  Ashburton  PL,  Boston,  Mass. 
*DoDD,  Charles  H.  Sept.  18,  1901 

Asst.    Engr.,    Sewer    Service,    Highway    Div.,    Public 
Works  Dept.,  701   City  Hall  Annex,  Boston,  Mass. 
DoLLivER,  Henry  F.  Jan.  27,  1915 

With  Aberthaw  Constr.  Co.,  Boston.     Address,  27  E. 
Main  St.,  Webster.  Mass. 
*Dorr,  Edgar  S.  May  16,  1888 

Office   Engr.,   Sewer    Service,    Highway    Div.,    Public 
Works     Deot..     70J     City     Hal!     Annex.     Boston. 
Residence,  213  Savin  Hill  Ave..  Dorchester,  Mass. 
Dorsey.  Thomas  F.  May  21,  1913 

93  Clarkson  St..  Dorchester,  Mass. 
Doten,  Charles  C.  Dec.  18,  1907 

Harbor  Engr.  of  the  Town  of  Plymouth.     Address, 
Box   345,   Plymouth,    Mass. 
Dotten,  William  J.  May  18,  1910 

Civil   Engr.   and   Surveyor,  39  Fulton   St.,   Neponset, 
Mass. 
Douglass,  Walter  B.  Oct.  19,  1910 

President,  N.  E.  Structural  Co..  110  State  St.,  Boston. 
Mass. 
Drake,  Albert  Bailey  May  19,  1886 

Civil   Engr.,   164  William    St.,    New   Bedford,    Mass. 
*Drake,  Henry  P.  Mar.  15,  1905 

Asst.  Engr.,  Penn.  Dept.  of  Health,  Box  185,  Harris- 
burg,  Pa. 
Driscoll,  James  M.  May  20,  1914 

Supt.  Holvhood  Cemetery  Ass'n.     Address,  Chestnut 
Hill.  M'ass. 
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Driscoll,  Joseph  May  18,  1910 

James   Driscoll  &   Son   Co.,   General   Contractors,  94 
Washington  St.,  Brookline.     Residence,  19  Edgehill 
Rd.,   Brookline,  jNlass. 
Drowne,  Henry  B.  Feb.  21,  1906 

Engr.,   Lane   Construction    Corp.,   35   Kimberly   Ave., 
Springfield,   Mass. 
Drummond,  William  W.  Feb.  17,  1904 

Supt.  of  Construction,  Headquarters,  Coast  Defenses 
of    Long    Island    Sound,    Office   of    Quartermaster, 
Fort  H.  G.  Wright,  N.  Y. 
Duffy,  J.  Henry.  Jan.  27,  1915 

Town    Engr.,     Lexington.     Address,    25     Maple    St., 
Lexington,  Mass. 
DuRANT,  William  B.  May  19,  1915 

Asst.  Engr.,  Turners  Falls  Co.,  Turners  Falls,  ^lass. 
DuRFEE,  Walter  C.  Nov.  17,  1909 

With  Winthrop  C.  Durfee,  Cons,  and  Mfg.  Chemist, 
516  Atlantic  Ave.,  Boston.    Address,  8  Parley  Vale, 
Jamaica  Plain,  Mass. 
DuRGiN.   Clyde  M.  Jan.  27,  1915 

Checking    mechanical    equipment    of    power    stations, 
Harry  M.   Hope  Engrg.  Co.     Address,  21   Ashfield 
St.,  Roslindale,  Mass. 
Durham,  Henry  W.  June  21,  1911 

Civil  Engr.,  366  Fifth  Ave.,  New  York,  X.  Y. 
Dyer,  Herbert  W.  Sept.  18,  1912 

Draftsman,  Boston  Con.  Gas  Co.,  24  West  St.,  Bos- 
ton, Mass. 
E.-MON,  Arthur  C.  May  16,  1917 

Asst.  Hydr.  Engr.,  Power  Construction  Co..  Worces- 
ter.    Address,  36  Monroe  Ave.,  Worcester,  Mass. 
Eaton,  Ch.'^rles  W.  July  23,  1913 

309  East  Broadway,  Haverhill,  Mass. 
*Eddy,  Harrison  P.  Feb.  17,  1904 

Metcalf  &  Eddy,   Consulting  Engrs..   14  Beacon   St., 
Boston.     Residence,   65    Gray   Cliff   Road,   Xewton 
Center,  Mass. 
Edgar,    Charles   L.  _  Jan.  27,  1915 

President,    Edison    El.    111.    Co.   of    Boston,   70    State 
St.,  Boston,  Mass. 
Egl^-e,  Charles  H.  May  18,  1910 

Manager,     Dam     &     Water     Power     Dept.,     Aber- 
thaw    Construction    Co.,    27    School    St.,    Boston, 
Mass. 
Eichorn,  Frederick  C.  H.  Apr.  20,  1910 

With  Boston  Transit  Comm.,  Boston.     Address,  306 
South   St.,  Jamaica  Plain,   Mass. 
EiSNOR,  John  J.  Mar.     5,  1915 

Civil  Engr.,  28  Bowdoin  St.,  Medford,  Mass. 
Elkins,  Clayton  R.  jMar.  17,  1909 

Asst.  to  Gen.  Mgr.,  B.  &  O.  Ry.,  Room  305,  Central 
Union  Depot  Bldg.,  Cincinnati,  Ohio. 
Ell,  Carl  S.  Oct.  21,  1914 

Asst.  Dean,  Co-op.  School  of    Engrg.,  Northeastern 
College,  316  Huntington  Ave.,  Boston,  Mass. 
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Ellis,  Benjamin  W.  Sept.  17,  1902 

Civil  Engr.,  Dept.  Maintenance  of  Way,  Boston  El. 
Ry.     Address,  11  \  erndale  St.,  Brookline,  Mass. 
Ellis,  Leslie  B.  Dec.  18,  1912 

Supt.  of  Construction,  Simpson  Bros.  Corp'n.,  Boston. 
Residence,  34  Essex  St.,  Melrose,  Mass. 
Ellis,  Lester  F.  June  10,  1914 

With  J.  R.  Worcester  &  Co.,  Cons.  Engrs.,  79  :\Iilk 
St.,  Boston.     Address,  52  Waltham  St.,  Lexington, 
Mass. , 
Ellis,  William  H.,  Jr.  Oct.  20,  190i> 

Gen.    Supt.,   W.   H.   Ellis   &    Son   Co.,   General   Con- 
tractors, 479  Meridian  St.,  East  Boston,  Mass. 
Emerson,  George  D.  June  15,  1904 

Div.    Engr.,    Boston    Transit    Commission,    15    Bea- 
con St.,  Boston,  Mass. 
Emerson,  Guy  C.      *  Feb.  15,  1899 

Cons.    Engr.,   'JZ    Tremont    St.,    Boston.     Address,    5 
Agassiz  Park,  Jamaica  Plain,  Mass. 
Emerson,  Ralph  W.  May  19,  1909 

Emerson  &  Germain,  Kinnell-Kresge  Bldg.,  Pittsfield, 
Mass. 

Enebuske,  Carl  C.  June  10,  1914 

Draftsman  with  J.  R.  Worcester  &  Co.,  79  :\Iilk  St., 
Boston,   Mass.      (Junior,  Mar.  20,   1912.) 
Estey,  Henry  W.  June  15,  1892 

City  Engr.,  City  Hall,  Maiden.  Address,  11  Page 
St.,  Maiden,  Mass. 

*Evans.  Robert  R.  Feb.  15,  1899 

County  Engr.  of  Essex  Co.,  Court  House,  Salem, 
Mass.     Residence,  Haverhill,  Mass. 

Everett,  Frederic  E.  Sept.  15,  1915 

Acting  Highway  Comm'r,   State  of  New  Hampshire. 
Address,  56  Beacon  St.,  Concord,  N.  H. 
*EwiNG,  William  C.  May  16,  1900 

Civil  Engr.,  Member  City  Planning  Board,  City  Hall, 
Boston,  and  Supt.  Wells  Memorial  Inst.,  985  Wash- 
ington St.,  Boston,  Mass. 

*Fales,  Almon  L.  June  25,  1913 

Of  Metcalf  &  Eddy,  Cons.  Engrs.,  14  Beacon  St., 
Boston,  Mass. 

Farrow,  Hiram  P.  Oct.  19,  1910 

Civil  Engr.,  Belfast,  ]\Ie. 

Farwell,  Robert  B.  Jan.  27,  1915 

Asst.  Engr.,  Boston  Transit  Comm.,  15  Beacon  St., 
Boston,  Mass. 

Fay,  Frederic  H.  Mar.  17,  1897 

Fay,  Spofford  &  Thorndike,  Cons.  Engrs.,  308  Boyl- 
ston  St.,  Boston,  Mass. 

*Felton,  Burton  R.  Oct.  16,  1889 

Treas.,  C.  E.  Trumbull  Co.,  Engrs.  and  Contract- 
ors, 1121  Tremont  Bldg.,  Boston,  Mass. 

*Felton,  Charles  R.  Oct.  19,  1892 

Civil  Engr.,  339  Ash  St.,  Brockton,  Mass. 
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*Ferguson,  John  N.  Apr.  15,  1896 

With  Mass.  Comm.  on  Waterways  and  Public  Lands, 
State  House,  Boston,  Mass. 
Fernald,  Clarence  T.  Mar.  21,  1900 

Asst.  Engr.,  Boston  El.  Rv.  Co.   Address,  32  Malvern 
St.,  Melrose,  Mass. 
*Fernald,  Gordon  H.  Apr.  17,  1912 

First  Lieut.,   Engineer  Officers'   Reserve  Corps,  Fort 
Niagara,   N.  Y.     Address,  852  Park  St.,  San  Ber- 
nardino, Cal. 
Fielding,  William  J.  Feb.  16,  1910 

Transitman,  Mass.  Comm.  on  Waterways  and  Public 
Lands,  State  House,  Boston,  Mass. 
Fitch,  Joseph  H.  June  21,  1905 

Engr.,    Arlington   Mills,    Lawrence,    Mass.      Address, 
47  Elm  St..  Andover,  Mass. 
Fitz,  Charles  F.,  Jr.  '  May  20,  1896 

With  Met.  Water  Works.   1   Ashburton  PL,  Boston. 
Residence,  Watertown,  Mass. 
Flaws,  James  B.  Apr.  20,  1910 

Sunt,  of  Construction,  Merrimac  Chemical  Co.,  North 
Woburn.     Address,   3   Newbridge   Ave.,    No.   Wo- 
burn,  Mass. 
Fletcher,  Austin  B.  Mar.  21,  1894 

Highway  Engr.,  California  Highway  Comm.,   Sacra- 
mento, Cal. 
Flett,  Louis  E.  Jan.  27,  1915 

With    Xaugatuck    Chemical    Co.,    Naugatuck,    Conn. 
Flinn,  Alfred  D.  Oct.  16,  1895 

Deputy   Chief   Engr.,   Board   of  Water   Supply,   Mu- 
nicipal Bldg.,  22nd  Floor,  New  York,  N.  Y. 
FoBES,  Arthur  A.  Mav  15,  1895 

Civil  Engr.,  18  Bank  Row,  Pittsfield,  Mass. 
Forbes,  Fayette  F.  May  21,  1879 

Supt.  Water  Works,  Brookline,  Mass. 
*FoRBES,  Fred  B.  Mar.  16,  1904 

Principal  Asst.  Chemist,   State  Dept.   of  Health,  540 
State  House,  Boston,  Mass. 
Ford,  Arthur  L.  Sept.  20,  1916 

Resident  Engr.,  Mass.  Highway  Comm.     Address,  28 
Evelyn  Place,  Maiden,  Mass. 
Foss,  Clifford  ]\Iar.  17,  1897 

Asst.    Engr.,    Met.    Water    Works.    1    Ashburton    PL, 
Boston,  Mass. 
*Foss,  William  E.  Sept.  20,  1893 

Chief  Engr.,  Met.  Water  Works,  1  Ashburton  Place, 
Boston,  Mass. 
Foster,  Walter  B.  Sept.  18,  1901 

Civil  Engr.,   Hingham,   Mass. 
Foster,  Willard  M.  Feb.  19,  1890 

Civil    Engr.    and    Construction    Supervisor,    Shrews- 
bury, Mass. 
Fowler,  Samuel  J.  May  19,  1915 

Treas.  and  Agent,   Charlestown  Gas  &  Electric  Co., 
29  IMain   St.,   Charlestown,  Mass. 
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Fox,  Benjamin  Jan.  23,  1907 

Building    Construction,     15     Exchange     St.,     Boston, 
Mass. 
Frame,  James  T.  Jan.  25,  1911 

Asst.    Engr.,    Boston    Transit    Comm.     Address,    84 
Lincoln  St.,  Melrose,  Mass. 
Freed,  Charles  April  20,  1910 

Supt.    Construction    Dept,    Warren    Bros.    Co.,    Cam- 
bridge, Mass.     Address,  1111  Blue  Hill  Ave.,  Dor- 
chester,  Mass. 
Freeman,  John  Ripley  Jan.  19,  1881 

Consulting  Engr.,  Water  Supply,  Power  and  Factor- 
ies, Pres.  and  Treas,,  Manfrs.  Mut.  Fire  Ins.  Cos., 
Consulting  Engr.,  New  York  Board  of  Water 
Supply.  Address,  815  Grosvenor  Bldg.,  Provi- 
dence, R.  I. 
French,  Arthur  W.  Oct.  21,  1914 

Professor    of    Civil    Engrg.,    Worcester    Polytechnic 
Inst,  Worcester,  Mass. 
*French,  Charles  A.  June  10,  1914 

City  Engr.,  Masonic  Temple,  Laconia,  N.  H. 
French,  Herman  W.  Mar.  17,  1909 

Treasurer,    Fair    Oaks    Realty    Co.,    701-2    Tremont 
Bldg.,  Boston,  Mass. 
French,  Heywood  S.  May  20,  1891 

Boston  representative  of  the  J.  W.  Bishop  Co.,  683 
Atlantic  Ave.,  Boston,  Mass. 
Fritz,  Ch.arles  A.  June  15,  1910 

With  Raymond  C.  Allen,  Civil  Engr.,  11  School  St., 
Manchester,   Mass. 
*Fuller,   Andrew   D.  Jan.  22,  1896 

Treas.,    Andrew    D.    Fuller    Co.,     Constructors    and 
Engrs.,  3   Hamilton   PI.,   Boston,    Mass. 
*FuLLER,  Frank  L.  June    8,  1874 

Civil    and    Hydraulic    Engr.,    12    Pearl    St.,    Boston, 
Mass. 
*FuLLER,  George  W.  June  12,  1895 

Cons.  Hydraulic  and  Sanitary  Engr.,  170  Broadway, 
New  York,  N.  Y. 
*FuLLER,  William   B.  May  18,  1892 

Consulting,   Civil   and   Sewage  Disposal   Engr.,   P.  O. 
Box  97,  Pierreville,  Que.,  Canada. 
*Gage,  Stephen  De}*!.  May  19,  1915 

Chemist  and   Sanitary   Engr.,   R.   I.    State   Board   of 
Health,  310  State  House,  Providence,   R.  I. 
Gallagher,  John   P.  Jan.  27,  1915 

Civil    Engl'.,    16    Hawthorne    St.,    Watertown,    Mass. 
*Gammage,  Arthur  L.  Apr.  21,  1915 

Chemist  for  Weston  &  Sampson,  Cons.  Engrs.,  Bos- 
ton.   Address,  151  Hancock  St.,  Everett,  Mass. 
*Gannett,    Charles   H.  May  19,  1897 

Civil  Engr.,  53  State  St.,  Room  1102,  Boston,  Mass. 
Garrod,   J.   Arthur  Apr.  15,  1908 

Supt.  for  Aberthaw  Construction  Co.,  Boston.  Ad- 
dress, 35  Powder  House  Ter.,  West  Somerville, 
Mass. 
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Gartland,    Edward  V.  Dec.  17,  1913 

Civil  Engr.,  71  Topliff  St.,  Dorchester,  Mass. 

Gaudreau,    Lucien    E.    D.  April  21,  1915 

Civil  Engr.,  Valuation  Dept.,  N.  Y.  N.  H.  &  H.  R.  R. 
Co.,  Room  430,  South  Station,  Boston.  Address,  55 
Central  Ave.,  South   Braintree,  Mass. 

*Gavett,  Andrew  J.  Mar.  16,  1904 

City  Surveyor  and   Street   Commissioner.    Plainfield, 
N.    J. 
Gay,  Charles  W.  Apr.  20,  1892 

Civil   Engr.,  25   Exchange   St.,   Lynn,   Mass. 
Gerrish,   Herbert  T.  Nov.  17,  1909 

Treasurer,   Gerrish   Dredging   Co.,   101    Tremont   St., 
Boston,  Mass.     Residence,  10  Haskell  St.,  Melrose, 
Mass. 
GiBLiN,  John   F.   A.  May  19,  1915 

Civil  Engr.,  J.  R.  Worcester  &  Co.,  Boston.    Address, 
2)7  Mayfield  St.,  Dorchester,  Mass. 
Gibson,  Bradford  A.  Apr.  19,  1911 

Pres.,     Central    Building     Co.      Address.     Leicester, 
Mass. 
Gibson,  Frederick  M.  Apr.  16,  1913 

Chief  Engr.,  Am.   Sugar  Refining  Co.,   Boston.     Ad- 
dress, 1932  Beacon  St.,  Boston,  Mass. 
GiFFORD,  Nathaniel  W.  May  20,  1903 

Gen.  Manager,  East  Boston  Gas  Co.,  38  Central  Sq., 
East  Boston,  Mass. 
*Goodell,  John  M.  Jan.  27,  1915 

Civil    Engr.,    106    Lorraine    Ave.,    Upper    Montclair, 
N.  J. 
Goodnough,   Benjamin   F.  Oct.  15,  1890 

Civil  Engr.     Residence,  Chestnut  Hill,  Mass. 
*Goodnough,  X.  Henry  Mar.  21,  1888 

Chief    Engr.,    State    Dept.    of    Health,    State    House, 
Boston,  Mass. 
Gould,  John  A.  Oct.  21,  1885 

Engr.  of  Distribution,  Boston  Consolidated  Gas  Co., 
24  West  St.,   Boston,   Mass. 
*Gow,  Charles   R.  Mar.  18,  1903 

Charles  R.  Gow  Co.,  General  Contractors,  166  Dev- 
onshire St.,  Boston.     Residence,  25   Montview   St., 
West  Roxbury,   Mass. 
Grady,  Walter  J.  Jan.  22,  1908 

Civil  Engr.,  11   Milk   St.,   Providence,  R.   I. 
Gray,  Howard  A.  June  10,  1914 

Structural    Engr.    with     Stone    &    Webster     Engrg. 
Corp'n,    Boston.     Address,    71    Wallace    St.,    West 
Somerville,    Alass. 
*Gregory,  John  H.  May  17,  1905 

Cons.  Hydr.  Engr.  and  Sanitary  Expert,  170  Broad- 
way, New  York,  N.  Y. 
Griffin,  John  H.  Jan.  27,  1915 

City  Engr.,  Gloucester,  Mass. 
*Grover,  Arthur  C.  Dec.  18,  1895 

City  Engr.,  55  Evergreen  St.,  Rutland,  Vt. 
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Grover,   Edmund  Apr.  17,  1889 

Civil  Engr.  and  Landscape  Garidener,  East  Walpole, 
Mass. 
Grover,  Nathan  C.  Mar.  20,  1895 

Chief    Hydraulic    Engr.,    U.    S.    Geological    Survey, 
Washington.     Residence,   1460  Belmont  St.   N.  W., 
Washington,    D.    C. 
GuiNEY,  John  A.  .      Oct.  16,  1912 

Civil  Engr.,  Mass.  Comm.  on  Waterways  and  PubHc 
Lands."    Address,   67    East    Brookline    St.,    Boston, 
Mass. 
Gulesian,  Selden  J.  Apr.  21,  1916 

Proprietor,    National   Iron  Works,    10   Mechanic   St., 
Boston,  Mass. 
GuNBY,  Frank  M.  Dec.  18,  1907 

Special   Asst.   with    C.    T.    Main,    Engr.,   201    Devon- 
shire  St.,   Boston,   Mass. 
GuppY,  Benjamin  W.  Dec.  18,  1889 

Engr.   of   Structures,  B.  &  M.  R.  R.,  North   Station, 
Boston,    Mass. 
Gushee,    Edward   G.  Dec.  19,  1877 

Civil   Engr.,  2122   North  28th    St.,   Philadelphia.    Pa. 
Haberstroh,  Charles  E.  Sept.  16,  1885 

Supt.,  Sudbury  Dept.,  Met.  Water  Works,  98  Union 
Ave.,  Framingham,  Mass. 
Hakes,  Jesse  F.  Jan.  27,  1915 

Asst.  Supt.,  Baltimore  Tube  Co.,  i7  W.  Preston  St., 
Baltimore,  Md. 
*Hale,   Richard  A.  Mar.  15,  1882 

Prin.   Asst.    Engr.,    Essex    Water    Power    Co..   Law- 
rence,  Mass. 
*Hale,  Richard  K.  May  19,  1909 

Richardson  &  Hale,  Consulting  Engrs.     Address,  529 
Chestnut  Hill  Ave.,  Brookline,  Mass. 
Hale,  Robert  Sever  Dec.  20,  1893 

With  The  Edison  Elec.  111.  Co.  of  Boston.  39  Boyl- 
ston  St.,  Boston.     Address,  939  Boylston  St.,  Bos- 
ton, Mass. 
Hall,   Frank  E.  June  19,  1889 

Civil  Engr.  with  Union  Water  Meter  Co.,  446  Pleas- 
ant St.,  Worcester,  Mass. 
Hall,   Harry  R.  June  15,  1910 

Asst.  Chief  Engr.,  Marvland   State  Dept.  of  Health, 
16  W.   Saratoga   St..   Baltimore,   Md. 
♦Hamilton,  George  W.  Jan.  19,  1887 

Dist.    Engr..    Sewer    Service.    Hiehway    Div.,    Public 
Works  Dent.,  710  City  Hall  Annex,  Boston.  Mass. 
Hamlin,  Horace  P.  May  16,  1906 

Designing   Engr.,    Raymond    Concrete    Pile    Co.,    140 
Cedar  St.,  New  York,  N.  Y. 
♦Hammatt,  Edward  A.  W.  Feb.  18,  1885 

Civil  and  Hydraulic  Engr.,  South  Orleans,  Mass. 
Hammond,  N.  LeRoy  Nov.  18,  1914 

Asst.    Engr.,    State    Dept.    of    Health.      Address,    30 
Walker    St.,    Newtonville,    Mass. 


40  MEMBERS. 

Date  of 
Membership. 

Hammond,  Wilberforce  B.  ]\Iar.  16,  1904 

Pierce-Hammond   Automatic   Sprinkler   and   Heating 
System,  79  Milk  St..  Boston,  Mass. 
Hanf,  Frank  S.  April  18,  1917 

Civil  Engr.,  70  Shawmut  St.,  Chelsea,  Mass. 
Harkness,  George  E.  Xov.  21,  1906 

Civil    Engr.    vi?ith    Holbrook,    Cabot    &    Rollins    Cor- 
poration, 6  Beacon   St.,   Boston,  Mass. 

Harrington,  David  A.  Mar.  19,  1890 

Consulting  and  Supervising  Engr.,  20  Pemberton  Sq., 
Boston,  Mass. 

Harrington,  Ephraim  Feb.  21,  1883 

Consulting  and  Advisory    Engr.,   20  Pemberton    Sq., 
Boston,  Mass. 
Harris,  Carl  C.  Mar.  15,  1911 

Vice-President  and  Supt.,  Rodney  Hunt  Machine  Co., 
Orange,  ]Mass. 
Harris,  Gilbert  M.  Feb.  17,  1915 

Civil  Engr.,  56  Charlesgate  East,  Boston,  Mass. 
*Hart,  Frank  S.  May  19,  1886 

Civil  and   Hydraulic   Engr.,  Asst.  Engr.,  ]\Iet.  Water 
Works,  Framingham,  Mass. 
Hartshorne,  William  D.  May  17,  1911 

Cons.  Engr.,  40  Pleasant  St.,  Methuen,  Mass. 
*Hartwell,   David  A.  Mar.  18,  1903 

Chief  Engr.,  Sewage  Disposal  Comm.,  745  ^lain  St., 
Fitchburg,  Mass. 
Hartvvell,  Herbert  C.  Mar.  16,  1904 

Asst.    Engr.,    Boston    El.    Ry.     Co.,     101     Milk     St., 
Boston,  Mass. 
Harty,  Arthur  J.  W.  ^lay  15,  1912 

Construction  Engr.,  C.  H.  Tenney  &  Co.  Properties, 
201  Devonshire  St.,  Boston.    Address,  112  Ashland 
St.,   Maiden,  Mass. 
Harty,  John  J..  Jr.  May  19,  1915 

With  Monks  &  Johnson,  78  Devonshire  St.,  Boston, 
Mass.    Address,  care  of  Mr.  B.  Boais,  Colt's  Patent 
Fire  Arms  Mfg.  Co.,  Hartford,  Conn. 
Harwood,  T.  T.  Hunter  Mar.  20,  1889 

United  States  Asst.  Engr.,  Rockport,  Mass. 

Haskell,  Alfred  E.  ]Mar.  15,  1911 

Asst.   Engr.,   Paving  Service,    Highway  Div.,   Public 
Works  Dept.,  601  City  Hall  Annex,  Boston.     Ad- 
dress, 156  Strathmore  Rd.,  Brighton,  Mass. 
Hastings,  Isaac  W.  Oct.  21,  1896 

Asst.  in  City  Engr's  Office,  West  Newton,  Mass. 
*Hastings,  Lewis  M.  Mar.  15,  1882 

City   Engr.,   City  Hall,   Cambridge,   Mass. 
Hatch,  Arthur  E.  Apr.  21,  1897 

Civil  Engr.  with  J.  S.  Packard  Dredging  Co.,  Turk's 
Head  Bldg.,  Providence,  R.  I. 
Hathaway,  Erwin  O.  June  15,  1904 

Dist.  Engr.,  U.  S.  Office  of  Public  Roads,  P.  O.  Bldg., 
Minneapolis,  Minn. 
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Hawley,  William  C.  May  17,  1899 

Asst.  Engr.,  Mass.  Comm.  on  Waterwaj^s  and  Public 
Lands.    Address,  60  Broadway,  Taunton,  Mass. 
Hayden,  Edwin  C.  Apr.  19,  1911 

Contractor,  16  City  Square,  Charlestown,  ]\Iass. 
Hayes,  Henry  W.  Feb.  20,  1895 

Engr.,  Public  Service  Commission,  1  Beacon  St., 
Boston,  Mass. 

Hayes,  James,  Jr.  Jan.  27,  1915 

Civil  Engr.,  472  Main   St.,   Brockton,  Mass. 
Hayward,  Harrison  W.  Dec.  21,  1910 

Associate  Prof.,  Applied  Mechanics,  Mass.  Inst,  of 
Technology,  Cambridge,  Mass. 

*Hazard,    Thomas    G.,    Jr.  Feb.  19,  1908 

Civil  Engr.  and  Mgr.,  Wakefield  Water  Co.,  Narra- 
gansett  Pier,  R.  I. 

Hazelton,  Charles  W.  Sept.  15,  1897 

Civil    Engr.,    Montague    City,    Mass. 
H.'\zen,  Allen  Dec.  19,  1894 

Hazen,  Whipple  &  Fuller,  Consulting  Engrs.,  30 
East  Forty-second  St.,  New  York,  N.  Y. 

Hering,  Rudolph   '  June  17,  1896 

Hydraulic  and  Sanitary  Engr.,  170  Broadway,  New 
York,  N.  Y. 

Herrick,   Henry  A.  Nov.  15,  1911 

Chief   Engr.,  Western  Office  of   Chas.  T.  Main,  c/o 
The  Montana  Power  Co.,  Butte,  Montana. 
Hersey,  Frederic  M.  Apr.  15,  1891 

Civil  Engr.,  80  South  St.,  Hingham,  ]\Iass. 
Hews,  Joseph  R.  Mar.  16,  1898 

Engineer-Inspector,  Bridge  and  Ferry  Div.,  Public 
Works  Dept.,  Boston.  Address,  36  Elm  Hill  Park, 
Roxbury,  Mass. 

Hobson,  George  F.  May  20,  1908 

Computor  and  Estimator,  Supervising  Architects 
Office.  Address,  1121  Columbia  Rd.,  N.W.,  Wash- 
ington, D.  C. 

*HoDGDON,  Frank  W.  Apr.  19,  1882 

Engr.,  Mass.  Comm.  of  Waterways  and  Public 
Lands,  State  House,  Boston.  Address,  18  Welling- 
ton St.,  Arlington,  Mass. 

Hodges,  Arthur  W.  May  19,  1909 

Inspector,    Mass.    Public    Service    Commission.     Ad- 
dress, 46  West  Rosseter  St.,  Brockton,  Mass. 
Hodges,  Gilbert  Jan.  21,  1891 

Consulting  Engr.,  Main  Street  Station,  Franklin, 
N.  H. 

Holland,  Neal  J.  May  17,  1911 

Engr.,  Boston  Assessing  Dept.,  City  Hall  Annex, 
Boston,  Mass. 

Hollis,  Ira  N.  Sept.  19,  1894 

President,    Worcester    Polytechnic    Inst.,    Worcester, 

:\Iass. 
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*HoLMES,  Albert  J.  Nov.  20,  1912 

With    National    India    Rubber    Co.      Address,    Hotel 
Belvedere,  Bristol,  R.  I. 
*HoLMES,  Harry  E.  May  17,  1916 

With  Mass.  State  Dept.  of  Health,  State  House, 
Boston.     Address,  115  Walnut  St.,  Maiden,  Mass. 

Holt,  Arthur  C.  Nov.  16,  1898 

Treas.,  Holt-Fairchild  Co.,  Builders  and  Contractors, 
1001  Old  South  BIdg.,  Boston.  Address.  197  Wash- 
ington St.,  Somerville,  Mass. 

Hood,  Ralph  D.  Mar.  15.  1916 

Engr.,    Maintenance   of   Way,   Massachusetts    North- 
eastern  St.    Ry.    Co.     Address,   50   Merrimack    St., 
Haverhill,   Mass. 
Hooker,  G.  Franklin  Jan.  23,  1907 

Asst.  Engr.,  Engineering  Dept.,  Cambridge,  Mass. 
HoRNE,  Harold  W.  Oct.  21,  1903 

Div.  Engr.  with  Board  of  Water  Comm'rs  of  Hart- 
ford, Conn.     Address,  Collinsville,  Conn. 
*HoRNE,  Ralph   \\'.  May  19,  1915 

Asst.    Engr.    on    Sewerage    Design    with    Fay,    Spof- 
ford    &    Thorndike,    Cons.    Engrs..    Boston.      Ad- 
dress, 227  Salem   St.,   Maiden,   Mass. 
*HosMER,  Charles  I.  Jan.  27,  1915 

Civil  Engr.   with   Turners   Falls   Power   and   Electric 
Co.,  54  High  St.,  Turners  Falls,  Mass. 
HosMER,  George  L.  Sept.  16,  1914 

Associate  Prof,  of  Topographical  Engrg.,  Mass.  Inst, 
of  Technology,  Cambridge,   Mass.     Residence,  280 
Washington    St.,   Woburn,    Mass. 
Houghton,  Charles  E.  June  20,  1888 

Transitman,   Boston   Park  Department.     Address,  28 
Glenarm   St.,   Dorchester,   Alass. 
*Howard,  Channing  Mar.  15,  1899 

Whitman   &   Howard,   Civil    Engrs.,   220   Devonshire 
St.,  Boston,  Alass. 
*Howard,  John  L.  Mar.  19,  1890 

Asst.  to  Chief  Engr.,  Met.  Water  Works,  1  Ashbur- 
ton  PL,  Boston,  Mass. 
Howard,  John  W.  Sept.  16,  1914 

Asst.  Prof,  of  Topographical  Engrg.,  Mass.  Inst,  of 
Technology,  Cambridge,  IMass. 
Howe,  Edward  W.  June  8,  1874 

Civil    Engr.     Residence,  26    Wayne    St.,  Grove    Hall 
Station,  Boston,  Mass. 
*How^e.  W^ill  B.  Mar.  18,  1896 

City  Engr.,  City  Hall,  Concord,  N.  H. 
HowLAND,  Arthur  Nov.  15,  1911 

Asst.   Engr.,   Street  Laying-out  Dept.,  405   City  Hall 
Annex,  Boston,  Mass. 
HowLAND,  Charles  W.  Mar.  20,  1889 

Civil  Engr.   and  Surveyor,   140  Union  St.,   Rockland, 
Mass. 
Hoxie,  Arthur  E.  Apr.  19,  1911 

Civil  Engr.,  Laconia,  N.  H. 
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Hubbard,  Carl  P.  Feb.  17,  1915 

1st  Regiment.  New  York  Reserve  Engrs.     Residence, 
26  Vernon  St.,  Woburn,  Mass. 
♦Hughes,  Hector  J.  _  Apr.  15,  1903 

Prof,  of  Civil  Engineering,  Harvard  University  and 
Mass.   Inst,   of   Technology.   Cambridge.     Address, 
1-337,  M.  I.  T.,  Cambridge,  Mass. 
HuLTMAN,  Eugene  C.  June  15,  1898 

Consulting   Engr.    and    Auditor,    101    Milk    St.,    Bos- 
ton, Mass. 
Humphrey,  Clarence  B.  Feb.  16,  1910 

Surveyor  for  Land  Court,  408  Court  House,  Boston, 
Mass. 
Humphrey,  John  S.  Dec.  18,  1912 

Engr.  with  Wm.  Crane,  Boston.     Address,  149  Para- 
dise Road,  Swampscott,  Mass. 
Hunter,  Harry  G.  Mar.  20,  1895 

Resident  Manager,  New  York  Continental  Jewell  Fil- 
tration Co.,  619  New  Birks  Bldg.,  Montreal.  Canada. 
Hunter,  William  B.  ^  Mar.  21,  1900 

Div.  Engr..  Board  of  Water   Supply  of   New  York, 
20  Rollins  PI.,  Yonkers,  N.  Y. 
HuRD,  Stephen  P.  Jan.  24,  1912 

Landscape   Engr.,  247  West   Main   St.,   East  Aurora, 
N.  Y. 
Hurley,  Herbert  D.  Oct.  16,  1912 

Transitman.  Mass.  Comm.  on  Waterways  and  Public 
Lands,  Dry  Dock  Office,  South  Boston,  Mass. 
Hutchins,  Edward  I\Iar.  20.  1907 

Civil  Engr..  International   Paper  Co..  30  Broad    St.. 
New  York,  N.  Y. 
Hutchison,  Richard  May  18.  1904 

District  Sales  Mgr..  The  Babcock  &  Wilcox   Co..  35 
Federal  St..  Boston,  Mass. 
Hyde,  Edward  R.  Oct.  20,  1909 

Civil  Engr.,  Manila,  P.  I. 
Ives,  Howard  C.  Jan.  27,  1915 

Professor  of   Railroad   Engrg.,   Worcester   Polytech- 
nic Inst,  Worcester,  Mass. 
Jackson,  Dugald  C.  Mar.  17,  1909 

Prof,  of  Electrical  Engineering,  Mass.  Inst,  of  Tech., 
and  of  firm  of  D.  C.  &  Wm.  B.  Jackson,  248  Boyl- 
ston  St.,  Boston,  Mass. 
Janes,  Charles  F.  .     Dec.  20,  1899 

Asst.    Engr.,    Public    Service    Engr.'s    Office,    Provi- 
dence.   Address,  32  Sumter  St.,  Providence,  R.  I. 
Jeffers,  Robert  B.  June  15.  1910 

With  Engrg.  Dept..  Kodak  Park  Works  of  Eastman 
Kodak  Co.     Address,  Beechwood  Pk.,  care  of  734 
Ridgeway  Ave.,  Rochester,  N.  Y. 
Jerome,  Frank  Jay  Feb.  21,  1917 

Asst.  Engr.,  N.  Y.  C.  R.  R.  Co.     Address,  6645  Ken- 
wood Ave.,  Chicago,  111.     (Junior,  May  21,  1913.) 
Jerrett,  Robert  Apr.  20,  1904 

Civil    Engr.,    103   Whitmarsh    St.,    Elmwood    Station, 
Providence,  R.  I. 
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Johnson,  Eric  L.  Dec.  16,  1914 

Chief  Draftsman  and  Surveyor,  Street  Engrg.  Dept., 
Edison  El.  111.  Co.,  39  Boylston  St.,  Boston.  Resi- 
dence, 23  Irma  Ave.,  Watertown,  Mass. 

Johnson,  Frank  W.  Jan.  27,  1916 

Designing  Engr.,  Ambursen  Hydraulic  Constr.  Co.  of 
Canada,  Ltd.,  822  New  Birks  Bldg.,  Montreal, 
P.  Q.,  Canada.      {Junior,  Mar.  19,   1913.) 

♦Johnson,  George  A.  Oct.  19,  1904 

Hvdr.  and  San.  Engr.,  150  Nassau  St.,  New  York, 
N.  Y. 

Johnson,  Gr.anville  Mar.  17,  1909 

Monks  &  Johnson,  Engrs.,  78  Devonshire  St.,  Boston, 
Mass. 

Johnson,  Lewis  J.  May  20,  1891 

Professor  of  Civil  Engineering,  Harvard  University 
and  Mass.  Inst,  of  Technology,  and  Consulting 
Engr.,  M.  I.  T.,  1-280,  Cambridge,  Alass. 

*Johnson,  Willi.am  S.  Apr.  20,  1892 

Sanitary    and    Hydraulic    Engr.,    101    Tremont    St., 
Boston,  Alass. 
Jonsberg,  Fr.\nk  F.  Oct.  18,  1911 

Prest.  F.  F.  Jonsberg  Co.,  Engineering  Construction, 
850   Old    South    Bldg..    Boston,    Mass.      Residence, 
432  Dedham  St.,  Newton  Centre,  Mass. 
Joy,  C.  Frederick,  Jr.  May  19,  1915 

Engr.  with  Sewer  Dept.,  Milton,  Mass.     Address,  187 
Reedsdale  Rd.,  Milton,  Mass. 
Keith,  Herbert  C.  Jan.  20,  1886 

Consulting  Engr.,  154  Nassau  St.,  New  York,  N.  Y. 
Kelley,  D.\niel  p.  Oct.  20,  1909 

Dist.    Engr..    Water    Service,    Highway    Div.,    Public 
Works  Dept,  607  City  Hall  Annex.  Boston.     Ad- 
dress, 49  La   Salle    St.,   West   Roxbury,   Alass. 
Kelley,  Mark  E.  Sept.  21,  1910 

Mark  E.  Kelley  Co.,  Gen.  Contractors,  Railroad  Ave., 
Peabody.      Residence,    30    Beckett     St.,     Peabody, 
Mass. 
Kendall,  Francis  H.  Apr.  19,  1893 

Civil    Engr.    for    Middlesex    County    Commissioners, 
Court  House,  East  Cambridge,  Mass. 
Kent,  Willard  Oct.  22,  1902 

Civil  Engr.,  Narragansett  Pier  and  Woonsocket,  R.  I. 
Kidd,  Alexander  L.  Jan.  21,  1885 

Paving   Service.   Public  Works  Dept.,  501    City   Hall 
Annex,  Boston,  Mass. 
Kimball,  Ernest  R.  June  19,  1907 

Asst.    Engr.,    El.   and    Subway    Construction.    Boston 
El.   Ry.    Co.     Address,   336    Mystic    St.,   Arlington, 
^lass. 
Kimball,  Frank  C.  Jan.  24,  1906 

Asst.  Treasurer  and  Manager,  Commonwealth  Water 
&  Light  Co.,  Summit,   N.  J. 
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Kimball,  Herbert  S.  May  18,  1904 

Mill    Architect   and    Industrial    Engr.,    75    State    St., 
Boston,  Mass. 
*KiMBALL,  Joseph  H.  Sept.  16,  1896 

Construction   Engr.,   Miami   Conservancy   Dist.,   Day- 
ton, Ohio. 
*KiMBERLY,  A.  Elliott  Oct.  19,  1904 

Hydr.  and  Sanitary  Engr.,  8  East  Long  St.,  Colum- 
bus, Ohio. 
King.  Arthur  C.  Feb.  17,  1915 

Supt.'s  Asst.,  Springfield  Water  Dept.,  71  Colton  St., 
Springfield,   Mass. 
*KiNG.  George  A.  Dec.  19,  1888 

Clerk  and   Supt.,  Water  Works,  City  Hall,  Taunton, 
Mass. 
Kirkpatrick,  Charles  D.  Jan.  27,  1915 

Engr.  and  Manager  for  B.  F.  Smith  Co.,  60  Federal 
St.,  Boston,  Mass. 
Kitfield,  Edward  H.  Feb.  17,  1904 

Civil  Engr.,  85  Water  St.,  Boston,  Mass. 
Klink,  Nassime  S.  Sept.  20,  1916 

Asst.    Engr.   with    Charles   T.   Main,   201    Devonshire 
St.,    Boston.      Address,    71    Brooks    St.,    Brighton, 
Mass. 
Knight,  Arthur  J.  Jan.  27,  1915 

Asst.    Professor    in    Civil    Engrg.,    Worcester    Poly- 
technic Inst.,  Worcester,  Mass. 
*Knowles,  Morris  Nov.  21,  1894 

Director,   Dept.   of   Sanitary   Engineering,   University 
of   Pittsburgh,  also  Cons.   Engr.,   1200  B.   F.  Jones 
Law    Bldg.,    corner    Fourth    Ave.    and    Ross     St., 
Pittsburgh,   Pa. 
Knowlton,  Arthur  W.  Dec.  20,  1916 

Bridge  Inspector,  B.  &  M.  R.  R.     Address,  25  Beach 
St.,  Rockport,  Mass.     (Junior,  Jan.  27,  1915.) 
Knowlton,  Charles  F.  Mar.  20,  1907 

Asst.    Treas.,    Simpson   Bros.   Corp.,    166   Devonshire 
St.,  Boston.     Residence,   157  Wyoming  Ave.,  Mel- 
rose, Mass. 
Knowlton,  Howard  S.  Oct.  18,  1905 

Technical     Journalist,     136     Lexington    Ave.,     Cam- 
bridge, Mass. 
*Knowlton,  Willis  T.  Nov.  20,  1895 

Engr.  of  Sewer  Dept.,  City  Hall,  Los  Angeles,  Cal. 
Lake,  Harry  E.  Jan.  27,  1915 

Secretary  to  Fire  Prevention  Commr.  of  Mass.,  High 
St.,  No.  Wilmington,  Mass. 
Lampie,  Abraham  L.  Mar.  5,  1914 

Civil  Engr.,  41  Lindsey  St.,  Dorchester,  Mass. 
Lamson,  John  S.  May  19,  1915 

Asst.  Engr.  with  Fay,  Spofford  &  Thorndike,  Boston. 
Address,    10     Oakland     Ave.,    Arlington     Heights, 
Mass. 
Lane,  Edward  P.  Sept.  16,  1914 

With  Stone  &  Webster  Engrg.  Corp'n,  Boston.     Ad- 
dress, 5  Vine  St.,  Manchester,  Mass. 
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Lang,  Fred  W.  Jan.  25,  1911 

Prin.   Asst.   to   Citv    Engr.,   55   Perley    St.,   Concord, 
N.  H. 
*Lanphear,  Roy  S.  Dec.  20,  1911 

Supt.,   Sewage  Purification  Works,   Worcester.     Ad- 
dress, 11  Kingsbury  St.,  Worcester,  Mass. 
Lanza,  Gaetaxo  Feb.  15,  1882 

Engr.,   Baldwin   Loco.   Wks.     .Address,    The   Monte- 
vista,  63d  and  Oxford  Sts.,  Philadelphia,  Pa. 
*Larned,  Edward  S.  ^  Feb.  17,  1904 

Civil  Engr.  and  Specialist  in  Cement,  Sand  and  Con- 
crete, Framingham,  Mass. 
Lavalle,  Albert  H.  Sept.  20,  1905 

Bliss  &  Lavalle,  Civil   Engrs.,  274  Main   St.,   Spring- 
field, Mass. 

Lawrence,  Beardsley  ^      ^  May  20,  1914 

Engr.    for  J.   L.   Bryne,   Contr.   Engr.,   53    State   St., 
Boston.      Residence,    12    Westmoreland    St.,    Dor- 
chester Centre.  Mass.     (Junior,  Ocf.  16,  1912.) 
Lawrence,  William  H.  Dec.  21,  1910 

Prof,    of   Architectural    Eng.,    Alass.    Inst,    of    Tech- 
nology.      Address,     72     Sumner     St.,     Dorchester, 
Alass. 
Lawton,  Louis  C.  Mar.  18,  1896 

City  Engr.,  City  Hall,  Haverhill,  Mass. 
Lawton,  Perry  Mar.  21,  1894 

Civil  Engr.,  7  Savings  Bank  Bldg.,  Quincy,  Mass. 
Learned,  Wilbur  F.  June  8,  1874 

Town  Engr.,  Watertown,  Alass. 
Leary,  Charles  A.  ^   May  17,  1911 

Engr.  with  Mass.   Bonding  and  Insurance  Co.,  77-85 
State      St.,     Boston.      Residence,     36     Beach    Ave., 
Swampscott,  Mass. 
*Leavitt,  Frederick  Arthur  May  15,  1907 

Asst.   Engr.,   Engineering  Dept.,   Town   Hall,   Brook- 
line,  Mass. 
Lee,  Edward  G.  Mar.  16,  1910 

Hydraulic  Engr.,  Room  40,  Journal  Bldg.,  Lewiston, 
Me. 
Leonard,  Joseph  F.  A.  June  16.  1915 

Inspector   for   H.   K.   Barrows,   Fall   River   Reservoir 
Commission.      Address,    4011    No.    Main    St.,    Fall 
River,  Mass. 
Lewis,  George  W.  Mar.  15,  1916 

With    Hugh    Nawn    Contracting    Co.,    Boston.      Ad- 
dress, 13  Stockton  St.,  Dorchester,  Mass.     (Junior, 
June  21,  1911.) 
Libbey,  Joseph  H.  June  21,  1905 

Asst.  Elec.  Engr.,  Bay  State  St.  Ry.,  84  State  St., 
Boston.     Residence,  14  Parsons  St.,  West  Newton, 
Mass. 
Lincoln,  Edwin  H.  ^       Feb.  16,  1887 

Aspinwall  &  Lincoln,  Civil  Engrs.,   120  Tremont  St., 
Room  606,  Boston,  Mass. 
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LiNENTHAL,  Mark  Junc  20,  1912 

Engr.  with  Monks  &  Johnson,  Engineers,  78  Devon- 
shire St.,  Boston,  Mass. 
Link,  John  William  Mar.  16,  1898 

Hyd.  Engr.,  H.  M.  Byllesby  &  Co.,  208  S.  La  Salle 
St.,  Suite  1900,  Chicago.  111. 
LocHRiDGE,  Elbert  E.  Dec.  19,  1906 

Chief    Engr.,    Springfield    Water    Works,    Box    1238, 
Springfield,  Mass. 
*LocKE.  William  W.  Jan.  27,  1904 

Sanitary  Inspector,  Framingham,  Mass. 
*LocKHART,  James  A.  May  18,  1910 

Asst.  with   Metcalf  &  Eddy,   Consulting   Engrs.,  913 
E.  4th  St.,  South  Boston,  Mass. 
LoTHROP,  Ernest  E.  May  17,  1916 

Civil  Engr.,  21  Allston  PI.,  Fitchburg,  Mass. 
*LouD,  Ralph  White  Oct.  16,  1907 

Asst.  Engr.,  Met.  Sewerage  Works,  1  Ashburton  PI., 
Boston.      Residence,    427     Broadway,     Cambridge, 
Mass. 
Levis,  Andrew   M.  June  20,  1900 

First     Asst.     Engr.,     Mass.     Highway     Commission, 
Room  212,    State   House,    Boston,    Afass. 
Luther,  Howard  B.  Apr.  21,  1909 

Instructor  in  Civil  Engineering,  Mass.  Inst,  of  Tech- 
nology, Cambridge,  Mass. 
Luther,   Royal  Mar.  15,  1916 

Supt.,  U.  S.  Lighthouse  Service,  Box  467,   Portland, 
Me. 
Lyons,   Timothy  R.  Oct.  21,  1914 

Supt.  of  Construction  with  Aberthaw  Constr.  Co., 
Boston.  Address,  270  Lake  Ave.,  Manchester, 
X.  H. 

*Macksey,   Henry   V.  Jan.  26,  1898 

Supt.  of  Public  Works,  Woburn,  Mass. 
MacMillan,  Angus  B.  Jan.  22,  1908 

Engr.,  Aberthaw  Construction  Co.  Address,  1  Cy- 
press  Apartments,   Brookline,   Mass. 

McClintock,  William  E.  Dec.  15,  1880 

Civil  and   Hydraulic   Engr.,   Chelsea,  Mass. 
McConnell,  Ira  W^  May  15,  1912 

Civil  Engr.  with  Stone  &  Webster  Eng.  Corp.,  147 
Milk  St.,  Boston,  Mass. 

McCorkindale,  Ralph  I.  Feb.  17,  1909 

Engr.  for  L.  E.  Locke  &  Son,  16  Summit  Ave., 
Lawrence,  Mass. 

McCuRDY,  Harry  S.  R.  Mar.  18,  1903 

Div.  Engr.,  Miami  Conservancy  Dist.,  Dayton,  Ohio. 

McInnes,  Frank  A.  Nov.  21,  1888 

Civil  Engr.,  li  Salcombe  St.,  Dorchester,  Mass. 

McKay,  William  E.  -  Oct.  16,  1895 

Cons.  Engr.,  Boston  Consolidated  Gas  Co.,  General 
Mgr.,  N.  E.  Gas  &  Coke  Co.,  Ill  Devonshire  St., 
Boston,   Mass. 
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McKenna,  James  A.  Dec.  20,  1899 

Asst.    Engr.,    City    Engr.'s    Office,    Providence,    R.    I. 

*McKenzie,  Walter  S.  Apr.  20,  1904 

Gen.  Foreman  of  Sewers  of  Quincy.  Address,  54 
Upland  Rd.,  Quincy,  Mass. 

McMuLLEN,   Ernest  W.  May  19,  1915 

Draftsman    and    Inspector    with    Monks    &    Johnson, 
Boston.     Address,  60  Parkton  Rd.,  Jamaica  Plain, 
Mass. 
McMuRRY,  James  A.  Feb.  15,  1911 

Engr.  in  Charge,  Meter  Installation  and  Maintenance, 
Water     Service,     Highway     Div.,     Public     Works 
Dept.,  604  City   Hall  Annex,    Boston,   Mass. 
McNuLTY,  James  M.  Sept.  16,  1908 

Dist.  Engr.,  Water  Service,  Highway  Div.,  Public 
Works  Dept.,  607  City  Hall  Annex,  Boston.  Ad- 
dress, 336  North  Harvard  St.,  Allston,  Mass. 

McNuLTY,  Richard  J.  Mar.     5,  1915 

Designer  and  Draftsman,  Sewer  Service,  Highway 
Div.,  Public  Works  Dept.,  Boston.  Address,  23 
Nottingham   St.,   Dorchester,   Mass. 

*Maddox,  Austin   L.  Oct.  16,  1912 

Engr.,  Winslow  Bros.  &  Smith  Co.,  306  Walpole  St., 
Norwood,   Mass. 
Mailey,  J.  Bruce  Oct.  21,  1914 

With    B.    &    M.    R.  R.    Bridge    Dept.      Address,    20 
Howard  St.,  East  Lynn,  Mass. 
Main,  Charles  Reed  Dec.  15,  1909 

With    Charles    T.    Main,    Engineer,    201    Devonshire 
St.,   Boston,   Mass. 
Main,  Charles  T.  June  17.  1891 

Engineer,     201     Devonshire     St.,     Rooms     817-833, 
Boston,   Mass. 
Malley,  Patrick  J.  Sept.  21,  1910 

Dist.  Engr.,  Highway  Div.,  Public  Works  Dept.,  501 
City  Hall  Annex,  Boston,  IMass. 
Manley,  Henry  June    8,  1874 

Civil    Engr.,    116    Mt.    Vernon    St.,    West    Roxbury. 
Mass. 
*Manley,  Henry,  Jr.  ^        Feb.  21,  1912 

Asst.    Engr.,    Public    Service    Comm.,    State   of    New 
York,    Queen's    Plaza    Court,    Long    Island    City, 
N.  Y. 
Manley,  Laurence  B.  Mar.  15,  1893 

Div.  Engr.,  Dept.  of  City  Transit,  754  Bourse  Bldg., 
Philadelphia,  Pa. 
Mann,  Oswell  F.  May  20,  1914 

Head  of  Conduit  Div.,  Street  Engrg.  Dept.,   Edison 
Electric  111.  Co.     Address,  26  Bartlett  St.,  Somer- 
ville,   Mass. 
Mann,  William  H.  G.  Sept.  21,  1910 

Civil  Engr.,  2%  No.  INIain  St.,  Concord,  N.  H.   Resi- 
dence, 95  No.  Main  St.,  Penacook,  N.  H. 
*Marble,  Arthur  D.  Dec.  19,  1883 

City  Engr.,  City  Hall,  Lawrence,  Mass. 


MEMBERS.  49 

Date  of 
Membership. 

*Marston,  Frank  A.  Feb.  17,  1909 

Designing  Engr.  with  Metcalf  &  Eddy,  Cons.  Engrs., 
14  Beacon  St.,  Boston,   Mass. 
Marvell,  Edward  I.  May  20,  1896 

Mill  Engr.   and  Architect,  57  North   Main   St.,  Fall 
River,  Mass. 
Mason,  Charles  A.  June  21,  1893 

W.   A.   Mason  &   Son,    Civil   Engrs.   and   Surveyors, 
Central  Sq.,  671  Massachusetts  Ave.,  Cambridge. 
Mass. 
Mattson,  William  R.  Feb.  21,  1917 

Civil  Engr.,  2  Vogel  Ter.,  Brookline,  Mass. 
Mawney,  Robert  W.  May  19,  1915 

Asst.  Engr.,  Board  of  Public  Works,  City  Hall,  Pitts- 
field,   Mass. 
Maynard,   Arthur  J.  May  19,  1915 

Supt.  of  Construction,  State  Farm,  Mass. 
Maynard,  Forrest  J.  Feb.  16,  1916 

Civil  Engr.,  IZ  Irving  St.,  Watertown,  Mass. 
Mead,  Royal  L.  June  10,  1914 

With  Mead-Morrison  Mfg.  Co.,  125   Prescott  St.,  E. 
Boston.      Address,    30     Hemenway    St.,    Suite    19, 
Boston,  Mass. 
Mellor,   Alfred  R.  Jan.  27,  1915 

Transitman,  Mass.  Comm.  on  Waterways  and  Pulilic 
Lands,   State   House,   Boston,   Mass. 
Merrill,  George  X.  June  15,  19*>4 

Merrill  &  Sears,   Civil   Engrs.,    Hampden  Bldg.,  274 
Main   St.,   Springfield,    Mass. 
*Metcalf,  Leonard  Mar.  17,  1897 

Metcalf  &  Eddy,  Consulting   Engrs.,   14  Beacon   St., 
Boston,  ^lass. 
Mildram,  Henry  C.  Mar.  21,  1894 

Asst.  Engr.,  Eng.  Div.,  Street  Laying  Out  Dept.,  405 
City  Hall  Annex,  Boston,  Mass. 
Miller,  Charles  A.  Jan.  27,  1915 

General   Manager,  Wm.  L.   Miller   Co.     Address,   11 
Wayland  St.,  WoUaston,  Mass. 
Miller,  Edward  F.  Nov.  17,  1897 

Professor  of   jMech.   Engineering,  Mass.  Institute  of 
Technology,  Cambridge,  Mass. 
*MiLLER,  Hiram  Allen  Feb.  19,  1896 

Cons.  Engr.,  8  Beacon  St.,  Boston,  Mass. 
Miller,  Stanley  A.  Oct.  20,  1909 

Civil  Engr.,  1800  Monroe  St.,  Paducah,  Ky. 

Mills,   Charles  Feb.  16,  1887 

Civil  Engr.,  Hatton,  Traill  Co.,  No.  Dak. 
*Mills,  Frank  H.  Dec.  21,  1898 

City  Engr.,  169  Main  St.,  Woonsocket,  R.  I. 
Milne,  Alexander  P.  June  21,  1905 

Hydraulic  Engr.,  321    Piatt  Bldg.,   Portland,   Ore. 
Milton,  Samuel  L.  June  10,  1914 

Civil   Engr.,   19  Westminster  Rd.,   Roxbury,   Mass. 
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*MiNER,  Franklin  M.  Apr.  20,  1881 

Asst.  Engr.,  Eng.  Div.,  Street  Laying  Out  Dept.,  405 
City  Hall  Annex,  Boston,  Mass. 

Mixer,  Charles  A.  May  19,  1909 

Engr.,    Rumford    Falls     Power    Co.     and    Rumford 
Falls  Light  &  Water  Co.,  Rumford,  Me. 

MoNAGHAN,  James  F.  Sept.  21,  1904 

Consulting  Engr.,  79  Milk   St.,   Boston.     Laboratory, 
208  Newton  St.,  Waltham,  Mass. 
Mcnaghan,  John  F.  Jan.  27,  1909 

Consulting  Engr.,  208  Newton   St.,  Waltham,   ]Mass. 
Moody,  Herbert  A.  May  15,  1912 

Manager,   Connecticut   River  Conservation   Co.,  Tur- 
ners Falls,  Mass. 
Moore,  Arthur  C.  Oct.  15,  1890 

Civil    and    Mill    Engr.,   42    Chapin    St.,    Southbridge, 
Mass. 
Moore,  Chester  A.  Oct.  15,  1913 

Civil  Engr.,  95   Pennsylvania  Ave.,  Sonierville,  Mass. 
Moore,  Lewis  E.  _  Mar.  17.  1909 

Bridge    and     Signal     Engr.,    Mass.     Public     Service 
Comm.,    Boston.     Address,   270   Mill    St.,    Newton- 
ville,   Mass. 
MoRPHY,  Luis  G.  Sept.  16,  1908 

Designing  Engr.,  B.  &  A.  R.  R.,  370  South  Station, 
Boston,  Mass. 
Morrill,  Frank  P.  Jan.  27,  1909 

Asst.  Engr.,  B.  &  A.  R.  R.,  So.  Station,  Boston.    Ad- 
dress, 31   Mellen  St..  Cambridge,  Mass. 
Morrill,  Fred  W.  ,  May  19,  1915 

With    Ferro-Concrete    Constr.    Co.,    Richmond    and 
Harriet   Sts.,  Cincinnati,   Ohio. 
Morrill,  William  D.  Apr.  19,  1911 

Construction    Dept.,    General    Electric    Co.    Address, 
21    Arlington    St.,   Lynn,    Mass. 
Morris,  Frank  H.  Sept.  16,  1896 

Civil    Engr.,    with    Mass.    Highway    Commission,    86 
Hudson   St.,    Somerville,   Mass. 
Morrison,  Harry  J.  June  17,  1891 

Civil  Engr.,  Box  197,  Beckley,  W.  Va. 
Morrison,  John  W.  Feb.  19,  1896 

With   Hornblower  &  Weeks.   Bankers   and   Brokers, 
60  Congress  St.,  Room  201,  Boston,  Mass. 
Morse,  Charles  F.  May  17,  1899 

Asst.    Engr.,    State    Highway    Dept,    L.  B.   46,    Good 
Ground,  Suffolk  Co.,  N.  Y. 
*MoRSE,  William  P.  May  17,  1893 

Asst.  City  Engr.  of  Newton,  City  Hall,  West  New- 
ton, Mass. 
Moses,  Ernest  M.  _     May  15,  1907 

With  Boston  Bridge  Works,  East  Cambridge.     Resi- 
dence, 7  Mellen  St.,  Cambridge,  Mass. 
MosES,  JcHN  C.  Dec.  19,  1894 

Engr.  of   Construction,   Boston   Bridge   Works,   Inc., 
East  Cambridge,  ]\Iass. 
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MouLTROP,  Irving  E.  Dec.  18,  1895 

Asst.    Supt.,    Construction   Bureau,   The    Edison    Electric 
111.  Co.,  39  Boylston  St.,  Boston,  Mass. 
Murphy,  Edward  F.  June  19,  1907 

Commr.  of  Public  Works,  510  City  Hall  Annex,  Bos- 
ton, Mass. 
Murphy,  Edward  T.  June  15,  1910 

Junior  Engr.,  U.  S.  Engr.  Office,  Boston.     Address, 
38  Hancock   St.,  Boston,   Mass. 
*Nash,  S.  Aubin  Nov.  17,  1915 

Inspector,    Engrg.    Dept.,    Town    of    Brookline.      Ad- 
dress, n  Toxteth   St.,  Brookline,   Mass. 
Nash,  Philip  C.  Feb.  21,  1917 

Asst.    Engr.,    Boston    Transit    Comm.      Address,    99 
Winsor    Ave.,    Watertown,    Mass.       (Junior,    Jan. 
22,  1913.) 
Xawn,  Hugh  Nov.  19,  1913 

Asst.  to  the  Pres't,  The  Hugh  Xawn  Contr.  Co.,  188 
Seaver    St.,    Roxbury,    Mass.      (Junior,    Sept.    21, 
1910.) 
Nelson,  William  Mar.  17,  1897 

Binghamton,    N.   Y. 
Newman,  Rolf  R.  Nov.  18,  1908 

Civil  Engr.  and  Concrete  Specialist,  1070  Lemon  St., 
Riverside,   Calif. 
Nichols,   Charles   E.  May  20,   1914 

Structural  Engr.,   147  Milk  St.,  Boston,  Mass. 
Nichols,  John  R.  Feb.  17,  1915 

Engr.   with   Monks   &  Johnson,   Boston,   Mass.     Ad- 
dress, 82  Avon  Hill    St.,  Cambridge,   Mass. 
Noble,  Walter  E.  Apr.  19,  1899 

Asst.  City  Engr.,  City  Hall,  Fall  River,  Mass. 
Nolan,  Conrad  Dec.  20,  1916 

With  George  M.   Bryne,   Gen.   Contractor.     Address, 
2  Curtis  Ave.,  Tufts  College,  Mass.     (Junior,  Jan. 
25,  1911.) 
NoRRis.  Walter  H.  Oct.  18,  1893 

Bridge    Engr.,    Maine    Central    R.    R.,   238    St.    John 
St.,    Portland,   Ale. 
Norwood,  Edgar  A.  Apr.  15,  1908 

With  J.  R.   Worcester  &  Co.,  79  Milk   St.,   Boston, 
Mass. 
Norwood,  Leon  O.  Sept.  21,  1910 

Resident  Engr.,  Union,  Me. 
*Nye,  George  H.  June  18,  1890 

City  Engr.,  New  Bedford,  Mass. 
*Ober,    Arthur   J.  Mar.  20,  1895 

Asst.  U.  S.  Engr.,  U.  S.  Engr.  Office,  Newport,  R.  I. 
O'Brien,  James  A.  Jan.  27,  1915 

Engr.  and  Contractor,  100  Bloomingdale  St.,  Chelsea, 
Mass. 
O'Brien,  Joseph  H.  Nov.  20,  1907 

Vice-President  and  Chief  Engr.,  Central  Construction 
Corp'n,  Commonwealth  Trust  Co.  Bldg.,  Harris- 
burg,  Pa. 
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O'Connor,  James  H.  May  19,  1915 

Assistant  with   Boston   Transit   Comm.     Address,    52 
Bradfield  Ave.,  Roslindale,   Mass. 

O'Neil,   Arthur  E.  Oct.  16,  1912 

Supt.    Met.    Water    Works    Pumping    Stations.    147 
Summer    St.,   Watertown,   Mass. 

Olin,  Edwin  R.  Mar.  16,  1904 

Asst.   Engr.,  El.  Lines,   Boston  El.   Ry.  Co..  439  Al- 
bany St.,  Boston,  Mass. 

Olmsted,  John  C.  Apr.  20,  1887 

Landscape  Architect.   Brookline,   Mass. 
Osborn,  John  F.  June  16,  1909 

With  Charles  T.  Main,  201   Devonshire   St..  Boston, 
Mass. 
Oxnard,  Horace  W.  Sept.  21,  1910 

Asst.  Engr.,  A.  T.  &  S.  F.  Ry.     Address,  c/o  Chief 
Engr.  A.  T.  &  S.  F.  Ry.,  Topeka,  Kans. 

Palmer,  John  E.  Feb.  15,  1911 

Contracting    Engr.,    1012    Old    South    BIdg..    Boston, 
Mass. 
Parke,  Robert  H.,  i\Iay  19,  1915 

Asst.  Div.  Engr.,  B.  &  M.  R.  R.,  59  Milk  St.,  Fitch- 
burg,  Mass. 
Parker,  Charles  F.  June  16,'  1915 

Civil   Engr.,   Woonsocket,    R.   I. 
Parker,  Charles  H.  Sept.  21,  1904 

Asst.    Supt.,  Generating  Dept.,   The   Edison   Electric 
111.  Co.    Address,  1056  Beacon  St.,  Brookline,  Mass. 
Parker,  Robert  E.  Feb.  17,  1916 

As'st.  with  Aberthaw  Constr.  Co.,  Boston.     Address, 
26    Pratt    St.,    Reading,    Mass.      (Junior,   Jan.   24, 
1912.) 
Parker,  Theodore  Sept.  21,  1910 

Asst.    Engr.,    Highwav    Div.,     Public    Works    Dept., 
501   City  Hall  .Annex,  Boston,  Mass. 
Parker,  Walter  Edward  Feb.  17,  1904 

Agent,    Pacific  Mills.     Residence,  217   Haverhill   St.. 
Lawrence,    Mass. 
Parks,  Oren  E.  May  19,  1909 

General     Manager.      Woronoco     Construction      Co., 
Westfield,  Mass. 
Parsons,  Charles  S.  Apr.  21,  1880 

Clerk,    Public   Works    Dept.,   806    City    Hall   Annex, 
Boston,  Mass. 
P.\tstone,  L.  Frederick  Jvlar.  18,  1903 

Civil  Engr.  and  Contractor,  Manila,  P.  I. 
P.\tten,  William  N.  Oct.  19,  1904 

Asst.    Construction    Mgr.,    Stone    and    Webster    En- 
gineering Corporation,  147  Milk  St.,  Boston,  Mass. 
Patton,   Eugene  S.  J^ri.  27,  1915 

With  City  Engrg.  Dept.  of  Pawtucket.     Address,  166 
Mulberry  St.,  Pawtucket,  R.  I. 
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Peabody,   Dean,  Jr.  Mar.  15,  1916 

Instructor  in  Applied  Mechanics  and  Testing  Ma- 
terials, Mass.  Inst,  of  Tech.  Address,  128  Summer 
Ave.,  Reading,  Mass. 

*Pearse,  Langdon  Dec.  18,  1901 

Div.  Engr.  in  charge  of  Sewage  Disposal  Investiga- 
tions, Sanitary  Dist.  of  Chicago,  Karpen  Bldg.,  910 
South   Alichigan   Ave.,    Chicago,   111. 

Pearson,  Charles  A.  Jan.  19,  1887 

Civil  Engr.  and  Surveyor,  16  City  Sq.,  Charlestown, 
Mass. 
Peaslee.  Dana  N.  Oct.  21,  1914 

Engrg.  Dept.,  B.  &  M.  R.  R.  Address,  IZ  Baker  St.. 
Lynn,  Mass. 

Peirce,  Frank  A.  Sept.  16,  1896 

Contracting  Engr.,  Box  844,  Columbus,  Ga. 
Perkins,  Clarence  A.  Mar.  19,  1890 

Civil  Engr.,  57  High  St.,  Maiden,  Mass. 
Perkins,  Theodore  P.  Oct.  20,  1886 

Asst.  Engr.,  Real  Estate  Dept.,  B.  &  M.  R.  R.,  202 
North  Station,  Boston,  Alass. 

Perley,  Lew  K.  Jan.  27,  1915 

Civil  Engr.,  Laconia,  N.  H. 
Perry,  Chauncy  R.  Jan.  27,  1915 

Structural  Engr.  with  J.  R.  Worcester  &  Co.  Ad- 
dress, Worcester  Lane,  Waltham,  Mass. 

Peterson,  John  F.  Mar.  18,  1908 

Asst.  Supt.,  Mt.  Auburn  Cemetery,  62  Coolidge  Ave., 
Cambridge,  Mass. 

Pettee,  Eugene  E.  Nov.  18,  1896 

J.  R.  Worcester  &  Co.,  Consulting  Engrs.,  79  Milk 
St.,  Boston,  Mass. 

Phillips.  Henry  A.  Nov.  19,  1884 

Architect,  120  Tremont  St.,  Room  503,  Boston,  Mass. 

Pierce.  Charles  H.  Oct.  19,  1904 

District  Engr.,  Water  Resources  Branch,  U.  S.  Geol. 
Survey,  Custom  House  Bldg.,  Boston,  Mass. 

Pierce,  Herbert  F.  May  20,  1891 

Civil  Engr.,  7  Water  St.,  Boston,  Mass. 

Pitcher,   Samuel   H.  Sept.  15,  1915 

Civil  Engr.,  44  Front  St.,  Room  il,  Worcester,  Mass. 

Plimpton,  Arthur  L.  Mar.  21,  1888 

Civil  Engr.,  Boston  El.  Ry.  Co.,  101  Milk  St.,  Boston, 
Mass. 

*PoND,  Robert  W.  June  18,  1902 

Town  Engr.,  Arlington,  Mass. 

Pope,  Lemuel  May  18,  1887 

Supervisor  of  Plans,  Building  Inspection  Dept., 
Room  2,  State  House,  Boston,  Mass. 

Porter,  Arthur  P.  Jan.  22,  1913 

Draftsman.  B.  &  A.  R.  R.,  Room  381,  So.  Station, 
Boston,  Mass. 
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*P0RTER,   DWIGHT  Nov.    18,    1885 

Professor  of  Hydraulic  Engineering,  Mass.  Inst,  of 
Technology,  Cambridge,  Mass. 

Powers,  Ch.arles   F.  Oct.  16,  1912 

Asst.  Engr.,  Mass.  Comm.  on  Waterways  and  Public 
Lands.  Address,  27  Hollingsworth  St.,  Mattapan, 
Mass. 

Pratt,  C.  Barton  Sept.  17,  1902 

Mgr.,  Plant  Dept.,  W.  H.  McElwain  Co.,  IVIanches- 
ter,  N.  H. 

Pratt,  Dana  M.  Mar.  18,  1896 

Civil  and  Topographical  Engr.,  South  Hanson,  Mass. 

*Pratt,  Daniel  W.  Jan.  18,  1888 

Civil  Engr.,  33  Wildwood  St.,  Winchester,  Mass. 

Pratt,  Henry  B.  Sept.  16,  1908 

Asst.  Engr.  for  J.  R.  Worcester  &  Co.,  750  Lexington 
St.,   Wahham,   Mass. 

*Pratt,  R.  Winthrop  Mar.  15.  1899 

Consulting,  Civil  and  Sanitary  Engr.,  2048  E.  82d 
St.,  Cleveland,  Ohio. 

Preble,  Frank  L.  Jan.  27,  1915 

Asst.  Engr.  for  Wm.  Wheeler,  Cons.  Engr.,  14  Bea- 
con St.,  Boston,  Mass. 
Preble,  J.   Jarvis  Nov.  20,  1912 

Asst.  Engr.,  Spray  Engrg.  Co.,  93  Federal  St.,  Bos- 
ton,   Mass.      Address,   80    Howard    St.,    Waltham, 
Mass. 
Proctor,  Fred  W.  Jan.  27,  1915 

City  Engr.,  No.  Adams,  Mass. 

*PuTNAM,   Charles  E.  Mar.  18.  1885 

Engr.,  Boston  Park  and  Recreation   Dept.,  Franklin 
Park,  Jamaica   Plain,  Mass. 
Rablin,  John  R.  Oct.  17,  1906 

Chief  Engr.,  Met.  Park  Commission,  18  Tremont  St., 
Boston,  Mass. 
Rand,  Robert  ,  Nov.  18,  1914 

New  Eng.  Mgr.  of  Sales,  Corrugated  Bar  Co.,  Forest 
Rd.,  Greenwood,  Mass. 

Raymond,  John  W.,  Jr.  Jan.  27,  1915 

Civil  Engr.,  165  Tracv  Ave.,  Lvnn.  Mass. 
*Reed,  Leslie  P.  "  Jan.  24  1917 

Engr.  with  J.  W.   Bishop  Co.,   Bridgewater,   Mass. 
(Junior.  March   19,  1913.) 
Reilly,  L.  Bayles  Nov.  19.  1913 

Designing  Engr..  Bridge  and  Ferry  Div..  Public 
Works  Dept^,  602  City  Hall  Annex,  Boston,  IMass. 

Restall,  Ch.^rles  H.  ^  June  15,  1910 

With     Mass.     Highway     Commission.       Address,     43 
Meridian   St.,   Melrose,   Mass. 
Rew,  Morse  W.  Jan.  24,  1912 

Chief  Engr.,  Transit  Comm.,  City-County  Bldg., 
Pittsburgh,  Pa. 
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Reynolds,  David  S.  Feb.  21,  1912 

Chief  Draughtsman,  Boston  Con.  Gas.  Co.     Address, 
Hilton  St.,  Roxbury,  Mass. 
Reynolds,   Henry  J.  Dec.  20,  1899 

Asst.  Engr.,  City  Engr's  Office,  Providence,  R.  I. 
Rhodes.   Ralph   F.  May  19,  1915 

Junior    Engr.,    U.    S.    Engr.    Dept.,    1    Warner    PL, 
Newport,    R.    I. 
Rice,   Arthur   P.  Sept.  21.  1910 

Res.    Engr.,    Mass.    Highway    Commission,    Boston. 
Address.  34  Chestnut  St.,  Everett,   Mass. 
Rice,  George  S.  June    8,  1874 

Cons.  Engr.,  50  Court  St.,  Brooklyn,  N.  Y. 
Rice,  James  Feb.  15,  1899 

Chief  Engr.,  Borough  of  Queens,  City  of  New  York. 
Address,    Forest    Hills    Inn,    Forest    Hills,    Long 
Island,  N.  Y. 
Rice,  Otis  D.  Jan.  27,  1897 

Engr.  Dept..  Stone  &  Webster  Engrg.  Corp.  Address, 
49  Hutchinson  St.,  Winthrop,  Mass. 
Rice,  Ralph  E.  Oct.  21,  1908 

Civil  Engr.     Address,   119  Magnolia  St..   Dorchester, 
Mass. 
♦Rich,  Barzillai  A.  Apr.  18,  1906 

Engr.  with  Fay,  Spofford  &  Thorndike,  308  Boylston 
St.,    Boston.     Address.   Hingham,   Mass. 
Rich,  Malcolm  May  17,  1911 

Asst.  Engr.  of  Valuation,  N.  Y.,  N.  H.  &  H.  R.  R.. 
430  So.   Station.   Boston,   Mass. 
Richardson,  Edward  B.  Oct.  17,  1906 

Of  Richardson  &  Hale,  Consulting  Engrs.     Address, 
7  Chatham   St..  Brookline,   Mass. 
Richmond.   Carl   G.  May  19,  1915 

City  Engr.   and   Supt.  of    Public  Works  of   Revere. 
Address,   26  Hichborn  St.,  Revere,  Mass. 
Ripley,  Herbert  L.  May  19,  1897 

Valuation  Engr.,  N.  Y.,  N.  H.  &  H.  R.  R.  Co.,  Room 
430,    South    Station,    Boston.      Address,    35    West 
Chestnut  St.,  Brockton,  Mass. 
Robbins,  Arthur  G.  Apr.  18,  1888 

Professor  Topographical  Engineering,  Mass.  Inst,  of 
Technology,  Cambridge,   Mass. 
Robbins,  Franklin  H.  Dec.  18,  1895 

Asst.    Designing    Engr..    Board     of     Water     Supply, 
Municipal  Bldg.,  22nd  Floor,  New  York,  N.  Y. 

Robbins.  Henry  C.  May  19,  1915 

Of    firm    of    Densmore    &    LeClear,    88    Broad    St., 
Boston,   Mass. 

Robinson,  Byron  A.  Sept.  20,  1911 

Civil  Engr.,  Bellows  Falls,  Vt. 
Robinson,  Harold  L.  Oct.  21,  1914 

Asst.    Safety    Engr..    Norton    Co.,    Worcester.      Ad- 
dress.   103   June    St..   Worcester,    ]\Iass. 
Robinson,  Leon.\rd  C.  Jan.  23,  1907 

Supt,  Water  and  Sewer  Dept,  Concord,  Mass. 
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Rockwell,  Edward  H.  June  16,  1909 

Prof,     of     Structural     Engineering,     Tufts     College. 
Address,  Tufts  College,  Mass. 

RocKWooD,  Edward  Farnum  Apr.  19,  1911 

Ch.    Engr.,    N.    E.    Concrete    Construction    Co.,    201 
Devonshire  St.,  Boston,  Mass. 

Rogers,  Edwin  H.  Apr.  21,  1909 

City  Engr.  of  Newton,  City  Hall,  West  Newton,  Mass. 

*RoLFE,  Clarence  W.  Sept.  21,  1910 

Draftsman,   Metcalf  &  Eddy.     Address,  48   Crescent 
Ave.,  Maiden,  Mass. 
Rollins,  James  W.  Jan.  23,  1895 

Pres.,   Holbrook,   Cabot   &   Rollins   Corp.,   Engineers 
and  Contractors,  922  Beacon  Bldg.,  Boston,  Mass. 

Rooks,   Clarence  H.  May  19,  1915 

Asst.    Engr.,   Essex    Co.'s    Office,    Lawrence,   Mass. 
Ropes,  Horace  June  24,  1903 

Civil  Engr.,  122  W.  Franklin  Ave.,  Minneapolis,  ^linn. 
Ross,  Elmer  W.  Dec.  16,  1896 

Asst.    Engr.,    Bridge    Dept.,    City    Engineer's    Office, 
Providence,  R.  I. 
Ross,  Joseph  F.  ^lay  17,  1905 

Contractor,  5  High  St.,  Ipswich,   Mass. 
Rourke,  John  J.  Dec.  19,  1906 

Div.  Engr.,  B.  &  M.  R.  R.,  North  Station,   Boston. 
Address,  8  Violet  St.,  Lynn,  Mass. 
Rourke,  Joseph  A.  Dec.  18,  1912 

Mech.  Engr.,  Public  Works  Dept.,  62  City  Hall,  Bos- 
ton, Mass. 
Rourke,  Louis  K.  Nov.  16,  1910 

Cons.  Engr.,  c/o  Chile  Exploration  Co.,  120  Broad- 
way, New  York,  N.  Y. 
RowELL,  Frank  B.  Apr.  17,  1889 

Engr.,  Real  Estate,  B.  &  M.  R.  R.,  14  Linwood  Rd., 
West  Lynn,   Mass. 

RuNELS,  Ralph  E.  Oct.  21,  1914 

Construction  and  Hydraulic  Engr.,  Lowell,  Mass. 

*RussELL,  George  E.  May  18,  1910 

Assoc.   Prof,  of   Hydraulic   Engineering,   ]\Iass.   Inst. 
Tech.,  Cambridge,  Mass. 
*Safford,  Arthur  Truman  Dec.  21,  1892 

Asst.  Engr.,  Props,  the  Locks  and  Canals  on  ^lerri- 
mack  River  and  Cons.  Engr.,  66  Broadway,  Lowell, 
Mass. 
St.  Amand,  Louis  J.  June  13,  1917 

Civil  Engr.,  2  Wigglesworth   St.,  Roxbury,  Mass. 

♦Sampson,  George  A.  Apr.  20,  1910 

Weston  &  Sampson,  Consulting  Engrs.,  14  Beacon  St., 
Boston.    Address,    695    Washington    St.,    Brighton, 
Mass. 
Sampson,  George  T.  Mar.  20,  1878 

Asst.  Engr.,  N.  Y.,  N.  H.  &  H.  R.  R.,  South  Station, 
Boston,  Mass. 
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*Sanborn,  Frank  B.  Feb.  18,  1891 

Prof,  of  Civil  Engineering,  Tufts  College.     Address, 
Cambridge   B,    ]\Iass. 
♦Sanborn,  Morton  F.  Oct.  22,  1902 

Asst.  Sanitary  Engr.,  State  Dept.  of  Health,  Albany, 
N.  Y. 
Sando.  Will  J.  Oct.  20,  1897 

Cons.  Engr.,  1338  Wells  Bldg.,  Milwaukee,  Wis. 
Sargent,  Albert  F.  ^  Mar.  21,  1894 

Civil  Engr.,  Surveyor  and  Conveyancer,  1   Salem  St., 
Maiden,  Mass. 
♦Sargent,  Ezekiel  C.  June  16,  1909 

Civil  Engr.,  149  Putnam   St.,  Quincy,  ^lass. 
Sargent,  Frank  C.  May  19,  1909 

Engineering    Manager,   201    Devonshire    St.,    Boston. 
Residence,  81  Rockland  Ave.,  Maiden,  ]\lass. 
Sarle,    O.    Perry  April  21,  1915 

Civil   Engr.,   146  Westminster   St.,   Providence,  R.  I. 
Savage,  John  Dana  Dec.  15,  1915 

Engr.   with    E.    W.    Foley   Contracting   Corp'n.      Ad- 
dress, R.  F.  D.  No.  1,  Hope,  R.  I. 
*Saville,  Caleb  Mills  Feb.  18,  1891 

Chf,  Engr.,  Board  of  Water  Comm'rs,  53  Beacon  St. 
North,    Hartford,    Conn. 
Sawtell,  Harry  E.  _  _  Sept.  16,  1908 

Structural   Engr.,  with  C.   T.   Main,  201    Devonshire 
St.,    Boston.      Residence,    290    Bowdoin    St.,    W'in- 
throp,  Mass. 
Sawtelle,  Harry  F.  Oct.  20,  1909 

Principal   Asst.    Engr.,   Fay,    Spofford   &   Thorndike, 
308  Boylston   St.,  Boston,   Mass. 
Sawyer,  George  S.  Jan.  24,  1917 

Civil   Engr.,   199  North   Main   St.,   Fall    River,   Mass. 
(Junior,  Oct.  21,  1914.) 
Sawyer,  Walter  H.  Dec.  19,  1900 

Civil  Engr.  and  Agent,  Union  Water  Power  Co., 
11  Lisbon  St.,  Lewiston,  Me. 

Schlemm,  Leonard  E.  Nov.  20,  1912 

Landscape  Engr.,  43  St.  Francois  Xavier  St.,  Mon- 
treal, Canada. 

ScHWAMB,  Peter  Alay  16,  1894 

Professor  of  Machine  Design,  Mass.  Inst,  of  Tech- 
nology (retired).  Address,  33  Academy  St.,  Ar- 
lington, Mass. 

Scorgie,  James  C.  May  18,  1910 

Supt.  Mt.  Auburn  Cemetery,  Cambridge,   Mass. 

Scouler,  Daniel,  Jr.  May  15,  1907 

Asst.  Engr.,  Dept.  of  Elevated  and  Subway  Con- 
struction, Boston  Elevated  Ry.  Co.,  101  Milk  St., 
Boston,  Mass. 

Scully,  John  T.  Apr.  21,  1916 

President,  John  T.  Scully,  Inc.,  185  Devonshire  St., 
Boston,  Mass. 

SE.^RS,  Calvin  C.  Sept.  18,  1912 

Civil  Engr.,   Box    13,  E.   Dennis,  Mass. 
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Seagrave,  Arnold  May  20,  1908 

Civil  Engr.,  27  Commercial  Bldg.,  Woonsocket,  R.  I. 
Sellew,  Edgar  P.  Oct.  17,  1888 

Real  Estate  Development,  Billerica,  Mass. 
Servis,  George  O.  W.  Jan.  27,  1897 

Engr.  and   Supt.   Public  Works,  City  Hall,   Melrose, 
Mass. 
Shaw,  Arthur  L.  Apr.  15,  1914 

Civil   Engr.     Address,   Engineer   Training   Company, 
Plattsburg  Barracks,  N.  Y. 
Shaw^,  Edward  S.  Feb.  16,  1881 

Cons.    Engr.,    12    Pearl    St.,    Boston.      Residence,    10 
Kirkland  PI,  Cambridge,  Mass. 
Shea,  John  M.  Sept.  18.  1907 

Chief    Engr.,    Paving,    Sewer    and    Water    Services, 
Public  Works  Dept..  510  City  Hall  Anne.x,  Boston, 
Mass. 
Shedd,  Edward  W.  ^lay  20.  1891 

Civil  and  Hydraulic  Engr.,  432  Massasoit  Ave.,  East 
Providence,  R.  I. 
*Shedd,  George  G.  Dec.  18,  1895 

Chief   Engr.,   The  J.   H.   Mendell   Engrg.   &   Const'n 
Co.,  208  Granite  St.    (Residence,   167  Myrtle   St.), 
Manchester,  N.  H. 
Shepherd,  Frank  C.  Apr.  16,  1913 

Prin.    Asst.    Engr.,    B.    &   M.    R.    R.,    North    Station, 
Boston,  ]\Iass. 
*Sherman,  Charles  W.  Nov.  20,  1895 

Of  Metcalf  &  Eddy,  Consulting  Engrs.,  14  Beacon  St., 
Boston,  Mass. 
*Sherman,  Edward  C.  ^         June  21,  1911 

Office    Manager,    Bureau   of   Yards   &   Docks,    Navy 
Dept.,  W^ashington,  D.  C. 
Sherman,   Herbert  L.  ]May  20,  1914 

President,    New   England   Bureau   of   Tests,    Inc.,    12 
Pearl   St.,  Boston.   Mass. 
Sherry,  Frank  E.  June  17,  1891 

Civil    Engr.    and    Surveyor,    15    Court    Sq.,    Boston, 
Mass. 
*Shute,  George  P.  Feb.  15,  1905 

San.  and  Hvdr.  Engr.  for  City  of  Portsmouth,   City 
Hall,  Portsmouth,   O. 
Simons,  George  W.,  Jr.  Feb.  21,  1917 

Chief.    Bureau    of    Engrg.,    State    Board    of    Health, 
Jacksonville,  Fla.     (Junior.  Jan.  27,  1915.) 
Simpson,  E.  Roland  Oct.  16,  1901 

Industrial  Engr.,  176  Federal  St..  Boston,  IMass. 
Skillin,  Fred  B.  Jan.  27.  1915 

Civil  Engr.,  Div.  of  Valuation.  Interstate  Commerce 
Comm.      Address,    1404    Allison    St.,    Washington, 
D.  C.     (Junior,  Dec.  20,  1911.) 
Skinner,  Fenwtck  F.  Apr.  15,  1896 

F.   F.    Skinner   &   Co.,   Engrs..    Room    1705,   21    Park 
Row,    New   York,    X.   Y. 
Small,  Gilbert  Sept.  16.  1908 

Civil  Engr..  Cottage  St.,  Belmont,  Mass. 
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Smilie,  Edward  S.  Apr.  18,  1883 

Civil  Engr.  and   Surveyor,  429   Center  St.,    Xewton, 
Mass. 

Smith,  Chester  W.\sox  Oct.  18,  1893 

Consulting  Engr.,  208  Granite  St.,  Manchester,  N.  H. 

Smith,  Frederick  D.  Feb.  17,  1915 

Chief     Engr.,     Met.     Sewerage     Wks.      Address,     25 
Waverley  St.,   Maiden,  Mass. 

Smith,  J.  Waldo  Jan.  27,  1904 

Chief    Engr.,    Board    of    Water    Supply,    Municipal 
Bldg.,  22nd  Floor,  New  York,  N.  Y. 

Smith,  Melvin  B.  May  19,  1886 

Smith    &    Brooks,    Civil   Engrs.   and    Surveyors,    430 
Hildreth  Bldg.,  Lowell,  Mass. 

Smith,  Richard  C.  June  20,  1912 

Asst.    Professor  Structural   Engineering,   Tufts    Col- 
lege.    Address,  15  Warren  St.,  W.  Medford,  Mass. 

Smith,   Sidney  June  17,  1885 

Civil  Engr.,  91  Maple  St.,  W.  Roxbury,  Mass. 

Smulski,  Edward  Mar.     5,  1915 

Cons.  Engr.,  S-M-I  Engrg.  Co.,  2501  Park  Row  Bldg., 
New  York,  N.  Y. 

*Snow,  F.  Herbert  Mar.  19,  1890 

Chief,   Bureau  of  Engrg.,   Public   Service  Comm.  of 
Pennsylvania,   Harrisburg,   Pa. 
Snow,  Franklin  A.  Mar.  21,  1894 

Contractor    for    Public    Works,    Underground    Elec- 
tric Conduits,  79  Milk  St.,  Boston,  Mass. 
Snow,  J.  Parker  Nov.  21,  1888 

Consulting  Engr.,   18  Tremont  St.,   Room   1027,   Bos- 
ton, Mass. 
Snow,  Leslie  W.  Jan.  26,  1916 

Asst.    to    President,    John    T.    Connor    Co.,    Boston. 
Address,  8  Story  St.,  Cambridge,  Mass. 
SoKOLL,  Jacob  M.  Jan.  26,  1916 

With    Aberthaw    Construction    Co.      Address,    P.  O. 
Box  453.  Greenfield,  Mass.     {junior,  Dec.  17,  1913.) 
Soutar,  George  P.  I\Iay  18,  1910 

Resident  Engr.,  j\Iass.  Highway  Comm.     Address,  33 
Chestnut  St.,  East  Lynn,  Mass. 
Spalding,  Frederic  P.  June  17.  1885 

Asst.    Engr.,    Bridge    &    Ferry    Div.,    Public    Works 
Dept.,  602  City  Hall  Annex,  Boston,  Mass. 
Spear,  Walter  E.  May  18,  1898 

Dept.   Engr.,   Board  of   Water   Supply,   City  of   New 
York,    Municipal    Bldg.,    22nd    Floor,    New    York, 
N.  Y. 
Spofford,  Charles  M.  Apr.  17,  1901 

Hayward    Prof,    of    Civil    Engineering.    Mass.    Inst, 
of  Technology,  Cambridge,  member  of  firm  of  Fay, 
Spofford  &  Thorndike,  Cons.  Engrs.,  308  Boylston 
St.,  Boston,  Mass. 
Sprague.  Albert  T.,  Jr.  Oct.  21,  1908 

Supt.,   Steel  Erection,  Boston  El.  Ry.   Co.     Address, 
117  Fernwood  Ave.,  Revere,  Mass. 
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Starr,  John  A.  Dec.  19,  1906 

Engr.    and    Supt.    for    Coleman    Bros.,    Contractors, 
Boston.     Address,  31  Brighton  Ave.,  Allston,  Mass. 
Stearns,   George  H.  Oct.  16,  1912 

Asst.  Engr.,  Boston  Transit  Comm.,  15  Beacon  St., 
Boston,  Mass. 

Stearns,  Herbert  R.  Apr.  17,  1901 

Asst.  Engr.,  Boston  Transit  Comm.,  15  Beacon  St., 
Boston.  Residence,  709  Washington  St.,  Brighton, 
Mass. 


Stearns,  Ralph  H.  Apr.  20, 

Asst.   Engr.,   Water   Supply   Board,  661    Westminster 
St.,  Providence,  R.  I. 
Stevens,  George  M.  Apr.  16 

228  Southampton  St.,  Boston,  ]\Iass. 
Stevens,  Harold  C.  Apr.  20, 

Cons.  Hvdraulic  and  Sanitary  Engr.,  ISO  Nassau  St.. 
New  York,  X.  Y. 

*  Stiff,  Henry  T.  June  19, 

Div.  Engr..  Alet.  W'ater  and  Sewerage  Board,  1  Ash- 
burton  PL,  Boston,  Mass. 

Stocker,   Malcolm   G.  Apr.  21 

Draftsman,  Engrg.  Dept,  Town  of  Brookline.  Ad- 
dress, 48  Kent  St.,  Brookline,  Mass. 

Stone,  Charles  A.  Feb.  19 

Stone  &  Webster,  147  Milk  St.,  Boston,  Mass. 

Stone,  George  C.  Jan.  27, 

Civil  Engr.  with  Lockwood,  Greene  &  Co.,  60  Fed- 
eral St.,  Boston,  Mass.     Address,  Hurt,  Va. 

*  Stone,  James  E.  Feb.  16 

Civil  Engr.,  277  Medford  St.,   Somerville,  jNIass. 

Stone,  Leo  S.  Sept.  16 

Address,   106   Waumbeck   St.,   Roxbury,    Mass. 

Storks,   Edward   D.  June  10 

Bridge  Engr.,  Concord,  N.  H. 

Storrs,  Harry  A.  Sept.  18 

Consulting   Engr.,  Box  352,   Tucson,   Ariz. 
Storrs,  John  W.  June  20, 

Chief  Engr.,  New  Hampshire  Public  Service  Comm., 
Concord,  N.  H. 

Stott,  Samuel  E.  Oct.  21 

Structural    Engr.,   Swift  &   Co.;  60  No.   Market    St., 
Boston,   Mass. 
Stratton,  George  E.  Dec.  21 

Project  jManager,  ]\lilk  River  Project,  U.  S.  Recla- 
mation  Service,   Malta,  Mont. 

Street,  Leonard  Lee  Nov.  16 

Civil   Engr.   and    Contractor,   32   Salcombe   St.,   Dor- 
chester,  Mass. 
Stuetzel,  Carl,  Jr.  Oct.  15 

In  charge  of  Plan  Div.,  Building  Dept.,  City  of  Bos- 
ton. Address,  20  Montview  St.,  West  Roxbury, 
Mass. 


1904 

1913 
1898 

1907 

1915 

1902 
1915 

1887 
1914 
1914 
1901 
1906 

1914 

1898 

1898 

1913 
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Sullivan,  James  H.  Nov.  16,  1910 

Div.  Engr.,  Highway  Div.,  Public  Works  Dept.,  501 
City  Hall  Annex,  Boston,  Mass. 
Sullivan,  William  F.  June  15,  1904 

Engr.  and  Supt.,  Pennichuck  Water  Works,  Bo.x  425, 
Nashua,  N.  H. 
Sumner,  Merton  R.  Feb.  17,  1915 

Engr.  with  The  Moulton  Engrg.  Corp.,  120  Exchange 
St.,  Portland,  Me.    Address,  Box  341,  Norfolk,  Va. 
Sutherland,  Revnold  H.  Mar.  16,  1910 

Lynn  Water  Works,  City  Hall,  Lynn.     Residence,  157 
Ocean  St.,  East  Lynn,  Mass. 
Sutton,  David  Apr.  20,  1910 

With  H.  F.  Bryant,  Civil  Engr.,  334  Washington  St., 
Brookline,  Mass. 
Swain,  George  F.  Jan.  18,  1882 

Cons.    Engr.,    Prof,    of    Civil    Engineering,    Harvard 
University  and  IMass.  Inst,  of  Technology;    Chair- 
man, Boston  Transit  Comm.     Address,  Alass.  Inst, 
of  Technology,  Cambridge,  Mass. 
Sweet,  Frank  A.  Oct.  19,  1910 

Asst.  Engr.,  City  Engr.'s  Office,  Pawtucket,  R.  I. 
Sylvia,  Manuel  H.  Apr.  19,  1905 

Supt.,  Rede  Telephonica,  Bragantina,  Sao  Paulo,  Bra- 
zil.    Address,  care  of  J.  W.  Plummer,  115  Broad- 
way, New  York,  N.  Y. 
Symonds,  Henry  A.  Dec.  16,  1896 

Consulting    Civil    Engr.,    associated    with    Hanscom 
Const.  Co.,  70  Kilby  St.,  Boston,  Mass. 
Taber,  James  C.  S.  Jan.  25,  1899 

Civil    Engr.,   23    Norman   Road,   Newton   Highlands, 
Mass. 
Tann.-^tt,  Willard  C,  Jr.  _  Apr.  21,  1909 

Town    Engr.    and    Supt.,    Board    of    Public    Works, 
Town   Hall,   Easthampton,   Mass. 
Tarbell,  Arthur  E.  May  20.  1908 

Civil    Engr.,    Mass.    Highway   Comm.      Address,   340 
Highland  Ave.,  Somerville,  Mass. 
*Tarbett,  Ralph  E.  May  18,  1910 

San.    Engr..    U.    S.    Public    Health    Service,    Marine 
Hospital,  3rd  and  Kilgour  Sts.,  Cincinnati,  O. 

Taylor,  Ch.^rles  N.  Dec.  15,  1915 

Contracting    Engr.,    12    Grove    St..    Wellesley,    Mass. 
Taylor,   George  June  10,  1914 

Treasurer,     Penn     Metal    Co.,    201     Devonshire     St., 
Boston,  Mass.     (Associate,  April  17,  1912.) 
*Taylor,   Philip   W.  Apr.  21,  1915 

Engr.,  Lockwood,  Greene  &   Co.,   Boston.     Address, 
115  Beech  St.,  Waverley,  Mass. 
Temperley,  Charles  Nov.  20,  1895 

Asst.  to  Supt.  of  Construction,  Life  Saving  Stations, 
U.  S.  L.  S.  S.,  507  Hudson  St.,  New  York,  N.  Y. 
Temple,  George  F.  Apr.  16,  1913 

Engineer,  663  Main  St.,  Woburn,  Mass. 
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Thayer,   Burdett  C.  Dec.  16,  1914 

With  Westinghouse  Elec.  and  Mfg.  Co.,  Zl  Worm- 
wood St.,   Boston,   Mass. 
Thomas,  John  F.  Apr.  21,  1915 

Engr.  with  Hollis  French  and  .Allen  Hubbard,  Cons. 
Engrs.,  88   Pearl   St.,   Boston,   Alass. 
Thompson,  Sanford  E.  June  12,  1895 

Consulting  Engr.,  136  Federal  St.,  Boston,  Mass. 
*Thorndike.  Sturgis  H.  Feb.  19,  1896 

Of    Fay,    Spofford    &   Thorndike,    Cons.    Engrs.,   308 
Boylston   St.,  Boston,   Mass. 
Thorpe,  George  H.  Oct.  16,  1912 

Civil  Engr.,  Columbia  Ave.,  Millville,  N.  J. 
*Thorpe,  Lewis  D.  Mar.  20,  1901 

Civil     and     Hydraulic     Engr.,     201     Devonshire     St., 
Boston,    Mass. 
TiBBETTs,  Fred  E.  June  15,  1910 

Surveyor,  125  Liberty  Road,  W.  Somerville,  Mass. 
*Tighe,  James  L.  "  Oct.  20,  1897 

Cons.  Engr.,  Caledonian  Bldg.,  Holyoke,  Mass. 
Tilden,  James  A.  Mar.  17,  1886 

General    Alanager,    Hersey    Manufacturing    Co.*    So. 
Boston,   Mass. 
TiNKHAM,  Charles  S.  Mar.  18,  1908 

Resident  Engr.,  Mass.  Highway  Comni.,  17  Shattuck 
St.,  Greenfield,  Mass. 
♦TiNKHAM,  S.  Everett  Sept.  18,  1878 

Engr.  of   Construction,   Bridge  &   Ferrv   Div.,   Public 
Works  Dept.,  602  City  Hall  Annex,  Boston,  Mass. 
*TiTus,  John  E.  Feb.  21,  1900 

Landscape   Architect,   53   State   St.,   Room   608,   Bos- 
ton, and   1129  Boylston    St.,   Newton  Upper  Falls, 
Mass. 
TooF,  Frank  L.  Jan.  25,  1905 

Structural    Engr.,    Providence    Steel    and    Iron    Co., 
Providence,  R.  I. 
Tosi,  Joseph  A.  Jan.  27,  1915 

With     E.    J.     Cross     Co.,     Contractors     &     Builders. 
Worcester.      Address,    Box    32,    Station    A,    Wor- 
cester, Mass. 
Tower,  J.  Wallace  Dec.  18,  1901 

Civil  Engr.,  200  Fifth  Ave.,  Room  1303   New  York, 
N.  Y. 
Treadwell,  Edward  D.  Jan.  25,  1893 

Civil  Engr.,  101  Linden  Ave.,  Maiden,  Mass. 
*Tripp,  Oscar  H.  June  20,  1894 

Civil  Engr.,  Court  House,  Rockland,  Me. 
Tucker,  Edward  A.  Sept.  19,  1906 

Structural    Engr..    Prest.    Edward    A.    Tucker    Co., 
683  Atlantic  Ave.,  Boston,  Mass. 
Tucker,  Francis  C.  June  8,  1874 

Civil  Engr.  and  Surveyor,  1938  Home  Ave.,  Chicago, 
Illinois. 
Tucker,  Herman  F.  Oct.  21, 

Ensign,    U.    S.    Naval    Reserve    Force,    Seattle    Con- 
struction and  Dry  Dock  Co.,  Seattle,  Wash. 
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Tucker,  Lester  W.  ^  May  20,  1896 

Managing  Engr.,  Westinghouse,  Church,  Kerr  &  Co., 
Zl  Wall  St.,  New  York,  N.  Y. 
TUPPER,  Frederick  E.  Mar.  16,  1904 

Civil  Engr.,   18   Spear   St.,  Quincy,   Mass. 
Turner.  Charles  C.  Apr.  15,  1908 

Civil  Engr.,  il  Taylor  St.,  Wollaston,  Mass. 
Turner,  D.aniel  L.  Dec.  19,  1894 

Chief  Engr.,  Public  Service  Commission,  1st  District 
606  W.  116th  St.,  New  York,  N.  Y. 
Tuttle.  .Arthur  S.  Dec.  18,  1912 

Construction   Engr.,    N.   Y.,   N.   H.   &   H.   R.  R.,   470 
South   Station,  Boston,   Mass. 
Uhl,   William   Frank  Nov.  15,  1911 

Hydr.  Engr.   with  C.  T.   Main,  201   Devonshire    St., 
Room  819,  Boston,  Mass. 
*Umstead,  Ch.\rles  H.  Mar.  16,  1904 

Supt.     of     Construction,     U.     S.     Public     Buildings, 
care  of  New  Federal  Bldg.,  Port  Jervis,  N.  Y. 
Van  der  Pyl,  Edward  Jan.  24,  1917 

Inspecting  Engr.,  Norton  Co.     Address,  46  Summer- 
hill  Ave.,  Worcester,  Mass. 
Van  Valkenburgh,  John  J.  Mar.  16,  1904 

Civil  Engr.,   Framingham,   Mass. 
*Varney,  Henry  A.  _  Mar    18,  1896 

Town  Engr.  of  Brookline.  Town  Hall,  Brookline. 
Mass. 
Vaughan,  Louis  B.  June  17,  1896 

Civil  Engr.,  172  Downs  St.,  Kingston,  N.  Y. 
Vennarp,  William  L.  Oct.  15,  1913 

City  Engr.,  City  Hall,  Lynn,  Mass. 
Vesper,  Robert  Ambrose  Oct.  16,  1907 

Res.    Engr.,    Mass.    Highway    Comm.,    State    House, 
Boston.        Residence,  89   Waldeck   St.,   Dorchester 
Center,  Mass. 
ViCKERY,  Gilbert  S.  Sept.  21,  1898 

Supt.  Frog  and  Switch  Dept.,  Pennsylvania  Steel  Co., 
Steelton,   Pa. 
*Wade,  Clifford  L.  _  Feb.  19,  1913 

Asst.  Engr.,  Engineering  Dept.,  New  Bedford.     Ad- 
dress, 292  Palmer  St.,  New  Bedford,  Mass. 
Wade,  W.  Newell  Oct.  18,  1916 

Civil  Engr.,  Mass.  Highway  Comm.     Address,  P.  O. 
Bo.x  3215,  Boston,  Mass. 
Wadsworth,  George  R.  Nov.  19,  1909 

Civil  Engr.,  Zl  Philbrick  Road,  Brookline,  Mass. 

Waite,  Edward  B.  Apr.  21,  1915 

Cons.  Engr.,  Millbury,  Mass. 
Waldron,  Samuel  P.  Mar.  19,  1913 

Contracting    Manager,    American    Bridge    Co.      Ad- 
dress,  120  Franklin    St.,   Boston,   Mass. 
Wales,  Frederick  N.  Dec.  19,  1883 

Clerk   of    Mass.    Comm.   on   Waterways    and    Public 
Lands,  473  State  House,  Boston,  Mass. 
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Walker,  Eltox  D.  Dec.  17,  1890 

Professor  of  Hydraulic  and  Sanitary  Engineering, 
The  Pennsylvania  State  College,  and  Consulting 
Engr.,  State  College,  Pa. 

Walker,  Frank  B.  Oct.  19,  1915 

Asst.  Engr.  in  charge  of  bridge  work,  Bav  State 
St.  Ry.,  84  State  St.,  Boston,  Mass. 

Walker,  Philip  B.  June  15,  1910 

Asst.  Engr.,  Boston  Transit  Commission,  91  Bradford 
St.,  Needham,  Mass. 
Wallace,  Chester  J.  May  16,  1894 

Asst.  Engr.  with  Town  Engr.,  Town  Hall,  Brook- 
line,   Mass. 

Wallace,  Joseph  H.  June  21,  1893 

Industrial  Engr.,  914  Temple  Court  BIdg.,  New 
York,  X.  Y. 

Waring,  Charles  T.  May  20.  1914 

Engr.,    Cape    Cod    Construction    Co..    Buzzards    Bay, 
Mass. 
Warren,  George  M.  Feb.  17,  1897 

Hydraulic   Engr.,  Water   Supply  and  Drainage  Dis- 
posal,   U.  S.    Dept.    of    Agriculture,    515    14th    St., 
N.W^,  Washington,  D.  C. 
Warren,  Henry  E.  June  15,  1910 

Junior    Engr.,    U.    S.    Engr.    Office.       Address,    120 
Princeton   St.,   East  Boston,    Mass. 
Wason,  Leonard  C.  Apr.  21.  1897 

Pres.,    Aberthaw    Construction    Co..    27    School    St.. 
Boston.      Residence,    1530    Beacon    St.,    Brookline, 
Mass. 
♦Waterman.  Frank  E.  Mar.  21,  1900 

Civil  Engr.,  86  We\bosset  St.,  Providence,  R.  I. 
*Webb,  De  Witt  C.  Dec.  18,  1895 

Civil  Engr.,  U.  S.  N.  Navy  Yard ;  also  Mass.  Water- 
ways Comm.,  469  State  House,  Boston,  Mass. 
Webb,  George  F.  May  19,  1915 

Engr.  and  Contractor,  Peterborough,  N.  H. 
Webster,  Edwin  S.  Feb.  19.  1902 

Stone   &   Webster.    Electrical    Engrs.,    147   Milk    St., 
Boston,   Mass. 
Wellington,  William  O.  ^lay  18.  1910 

Civil    Engr.,    Vice-Prest.,    Isaac    Blair    &    Co.,    Inc. 
Address,  116  Prospect  Ave.,  Wollaston  Mass. 
Wells,  Charles  E.  Feb.  17,  1897 

Division    Engr.,    Board    of    Water    Supply.    City    of 
New  York,  7  Prospect  St.,  White  Plains,  N.  Y. 
Wells,  Francis  S.  .  Oct.  15,  1913 

Draftsman    and    Asst.    Engr.    with    Boston    Bridge 
Works.     Address,  25  Fairview  Ter.,  Maiden,  ]\Iass. 
♦Wentworth,  John  P.  May  21,  1913 

Asst.  Engr..  with  [Nletcalf  &  Eddy,  Boston.  Address, 
66  Sprague  St..  iNIalden,  Mass.  (Junior,  Jan.  24, 
1912.) 
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Wertheim,  Leslie  J.  Jan.  22,  1913 

With  Standard  Oil  Co.,  Road  Oil  and  Asphalt  Dept., 
50  Congress   St.,  Boston,   Mass. 

*Westcott,  Frank  T.  Apr.  19,  1899 

Civil  Engr.,  North  Attleboro,  Mass. 
*Weston,  Arthur  D.  Jan.  22,  1908 

San.  and  Hydr.  Engr.  with  Mass.  State  Dept.  of 
Health,  141    State  House,  Boston,  Mass. 

*Weston,  Robert  Spurr  Apr.  15,  1903 

Of  firm  of  Weston  &  Sampson,  Consulting  Engrs., 
14  Beacon  St.,  Boston,  Mass. ;  Asst.  Prof.,  Public 
Health  Engrg.,  Mass.  Inst,  of  Technology. 

*Wetherbee,  George  H.,  Jr.  Apr.  15,  1903 

Civil  Engr.,  offices,  12  West  St.,  Boston,  and  in 
Braintree.     Residence,    Braintree,   Mass. 

Wheeler,  Bertrand  T.  Mar.  20,  1895 

Chief  Engr.,  Elaine  Central  R.  R.  Co.,  and  Portland 
Terminal  Co.,  222  St.  John   St.,  Portland,  Me. 

Wheeler,  William  May  20,  1896 

Consulting  Engr.,  14  Beacon  St.,  Boston,  Mass. 

♦Whipple,  George  C.  May  18,  1892 

Prof,  of  Sanitary  Eng.,  Harvard  Univ. ;  also  firm  of 
Hazen,  Whipple  and  Fuller,  Consulting  Engrs., 
Forty-second  Street  Bldg.,  New  York,  N.  Y. 
Address,  6  Berkeley  PI.,  Cambridge,  Mass. 

*White,  Hartley  L.  May  15,  1895 

Civil  Engr.,  40  Maple  St.,  Braintree,  Mass. 

Whiting,  Mason  T.  .  Nov.  15,  1911 

Civil  Engr.  with  Charles  T.  Main,  201  Devonshire  St., 
Boston,  Mass.     Address,  Holter,  Mont. 

Whiting,  Russell  H.  Mar.  18,  1896 

Town  Engr.  of  Weymouth,  Civil  Engr.,  56  Sea  St., 
North  Weymouth,  Mass. 

Whitman,  Ralph  Mar.  16,  1904 

Civil  Engr.,  U.  S.  Navy,  care  of  U.  S.  Military  Gov't., 
San  Domingo,  R.  D.,  via  Postmaster,  N.  Y. 

Whitmore,  Harold  C.  May  19,  1915 

Asst.  Engr.  with  Fay,  Spofford  &  Thorndike,  308 
Boylston  St.,  Boston.  Address,  91  Baker  St.,  Lynn, 
Mass. 

Whitney,  Frank  O.  Jan.  15,  1879 

Chief  Engr.,  Street  Laying-Out  Dept.,  402  City  Hall 
Annex,  Boston,  Mass. 

Whitney,  Harrie  L.  May  15,  1907 

City  Engr.,  P.  O.  Box  3,  Beverly,  Mass. 

Whitney,  J.  Clifton  Apr.  18,  1906 

Water  Commissioner  of  Newton.  City  Hall,  West 
Newton,  Mass. 

Whitney,  Orville  J.  Sept.  20,' 1899 

Supt.,  Water  and  Sewer  Dept.,  7  Dudley  St.,  Med- 
ford,  Mass. 

Whitney,  Ralph  E.  Mar.  15,  1916 

Civil  Engr.,  154  Washington  St.,  Keene,  N.  H. 
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Whitney,  Walter  C.  Feb.  17,  1904 

Seniof  Architect,  Interstate  Commerce  Comm.,  Wash- 
ington, D.  C.  Address,  58  Judkins  St.,  Newton- 
ville,  Mass. 

*Whittet,  Rufus  M.  •  Mar.  16,  1904 

Asst.  Engr.,  Mass.  State  Dept.  of  Health,  141  State 
House,  Boston,  Mass. 

*WiGGiN,  Thomas  H.  Apr.  21,  1897 

Designing  Engr.,  Board  of  Water  Supply,  Municipal 
Bldg.,  22nd  Floor,  New  York,  N.  Y. 

WiLBER,  Joseph  F.  May  20,  1908 

Engr.  with  Hollis  French  and  Allen  Hubbard,  Con- 
sulting Engrs.,  88  Pearl  St.,  Boston,  Mass. 

Williams,  Alexander  K.  June  10,  1914 

Estimator  and  Director,  C.  A.  Dodge  Co.,  General 
Contractors,  Cambridge.  Address,  15  Park  View 
St.,  Boston,  Mass. 

Williams,  William  F.  Apr.  18,  1894 

Engr.,    Mass.     Comm.     on    Waterways    and     Public 
Lands,  473  State  House,  Boston.     Residence,  New 
Bedford,  Mass. 
Wilson,  Albert  O.  Dec.  18,  1912 

Chief    Engr.,     Boston    Structural    Steel    Co.,     Cam- 
bridge.     Address,    137    Winsor    Ave.,    Watertown, 
Mass. 
*WiNSL0W,  Frederic  I.  June  17,  1885 

Asst.    Engr.,    Public    Works    Dept.,    501    City    Hall 
Annex,  Boston,  Mass. 
*WiNS0R,  Frank  E.  '  Apr.  20,  1892 

Chief  Engr.,   Water  Supply  Board,  661  Westminster 
St.     (Residence,    228    Atlantic    Ave.),    Providence, 
R.  I. 
Wires,  Harrison  P.  Sept.  16,  1914 

Civil  and  Cons.  Engr.,  47  Broadway,  Rockport,  Mass. 
Wiseman,  John  M.  Nov.  17,  1909 

With  Boston  Transit  Comm.,  15  Beacon  St.,  Boston, 
Mass. 
*WooD,  Dana  M.  Feb.  19,  1908 

With  Stone  &  Webster   Eng.   Corporation,   147  Milk 
St.,  Boston,   Mass. 
Wood,  Frederic  J.  Oct.  16,  1907 

Civil    Engr.,    with    Stone   &    Webster,    Boston.      Ad- 
dress, 57  Westbourne  Terrace,  Brookline,  Mass. 
Wood,  Henry  B.  June  20,  1888 

Asst.  Engr.,  Mass.  Comm.  on  Waterways  and  Public 
Lands.  473  State  House,  Boston,  Mass 
Wood,  Irving  S.  ^     Dec.  20,  1899 

Asst.  Engr.,  in  charge  of  Water  Dept.,  City  Engr.'s 
Office,   Providence,   R.   I. 
*WooD,  Leonard  P.  Nov.  20,  1901 

Asst.    Designing    Engr.,    Board    of    Water    Supply, 
Municipal  Bldg.,   New   York.   N.  Y. 
Wood,  William   A.  Apr.  21,  1915 

Vice-President   and    Chief    Engr.,    Boston    Con.    Gas 
Co.,  24  West  St.,  Boston,  Mass. 
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*WooDFALL,  J.  Leslie  Apr.  18,  1888 

Civil  and   Sanitary  Engr.,  15  Court   Square,  Boston, 
Mass. 
Woods,  Henry  D.  Apr.  15,  1885 

Civil  Engr.,  99   Highland    Sf.,   West  Newton,   Mass. 
Woodward,  M.  Grant  Feb.  16,  1898 

Asst.    Engr.,    Bridge    &    Ferry    Div.,    Public    Works 
Dept,    Boston.      Address,    32    Robinson    St.,    Dor- 
chester, Mass. 
Worcester,  Joseph  R.  Nov.  17,  1886 

J.    R.    Worcester    &    Co.,    Consulting    Engineers,    79 
Milk  St.,  Boston,  Mass. 
Worcester,  Robert  J.  H.  Jan.  11,  1915 

Supt.   Roads  and   Bridges,   Town  of   Concord.     Ad- 
dress, 5  Stow  St.,  Concord,  Mass. 
*WoRTHiNGTON,  Erastus  Sept.  21,  1887 

Civil  Engr.,  Insurance  Bldg.,  Dedham,  Mass. 
♦Wright,  Edward,  Jr.  Mar.  16,  1910 

Asst.  Engr.,  Mass.  State  Dept.  of  Health,   140  State 
House,  Boston,  Mass. 
Young,  Erving  M.  Dec.  20,  1916 

Engr.  on  Outside  Construction,  Chase  Metal  Works. 
Address,  380  W.  Main  St.,  Waterbury,  Conn. 
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AcKERSON,  Herbert  N.  Alar.  5,  1915 

Draftsman,  Valuation  Dept.,  N.  Y.,  N.  H.  &  H.  R.  R., 
Room  430,  So.  Station,  Boston.    Address,  167  Bab- 
cock  St.,  Quincy,  Mass. 
Allen,  John  E.  Apr.  21,  1915 

Structural   Designer   with   Stone    &  Webster   Engrg. 
Corp'n,  Boston.    Address,  Lunenburg,  Mass. 
Ambler,  Halford  H.  Dec.  17,  1913 

Structural  Designer  for  Detroit  Edison  Co.    Address, 
Hotel  Claj'ton,  Detroit,  Mich. 
Babbitt,  John  H.  Feb.  16,  1916 

Student,  Mass.  Inst,  of  Technology.   Address,  M.  I.  T. 
Dormitory,  Cambridge,  Mass. 
Brackett,  Leroy  G.  Apr.  21,  1915 

Civil  Engr.,  N.  Y.,  N.  H.  &  H.  R.  R.,  474  So.  Sta- 
tion,  Boston.     Address,  86   Sycamore   St.,    Somer- 
ville,  Mass. 
Breen,  Anthony  A.  Dec.  20,  1916 

Estimator   with  Hub  Wire  Cloth  &  Wire  Work  Co. 
Address,  461  Somerville  Ave.,  Somerville,  Mass. 
Bresth,  Alexander  Dec.  20,  1916 

Asst.   Sanitary  Engr.,   Mass.   State  Dept.  of   Health. 
Address,  West  Acton,  Mass. 
Brown,  H.  Whittemore  Dec.  15,  1915 

Assistant,    M.   E.    Dept.,   Mass.   Inst,    of   Technolog}-, 
Cambridge.     Address,  Elm  St.,  Concord,  Mass. 
Brown,  Wm.  Augustine  Jan.  27,  1915 

With  White,  Weld  &  Co.,  Ill  Devonshire  St.,  Boston, 
Mass. 
Bryant,  Chauncy  D.  May  19,  1915 

Draftsman   with   Robert   Spurr   Weston,    Cons.    San. 
Engr.,  Boston.    Address,  189  Bellevue  St.,  Newton, 
Mass. 
Burleigh,  Willard  G.  Nov.  17,  1915 

Draftsman,  Valuation  Dept.,  B.  &  M.  R.  R.,  Boston, 
Mass.     Address,  20  Chandler  St.,  Waverley,  Mass. 
Clarkson,  Edward  H.  Feb.  21,  1917 

Asst.  in   Civil  Engrg.  Dept.,  Mass  Inst,  of  Technol- 
ogy.    Address,  41   Tyng  St..  Newburyport,  Mass. 
Coburn,  Frank  R.  May  17,  1916 

Engr.  and   Surveyor.   Valuation   Dept.,  Grand  Trunk 
Railway,  Montreal,  Canada. 
Cochran,  William  J.  Jan.  27,  1915 

Civil  Engr.,  117  Hancock  St.,  Dorchester,  Mass. 
CowLES,  M.  Warren  Feb.  17,  1915 

Asst.  Sanitary  Engr.,  Illinois  State  Dept.  of  Health. 
Address,  426  W.  Monroe  St.,  Springfield,  111. 
*Crosier,  Charles  L.  Dec.  20,  1916 

Asst.  in  Civil  Engrg.,  Mass.  Inst,  of  Technology, 
Cambridge.  Address,  316  Huntington  Ave.,  Bos- 
ton, Mass. 
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Cross.  Ralph  U.  Mar.  15,  1916 

With  E.  J.  Cross  Co.,  82  Foster  St.,  Worcester.     Ad- 
dress, 130  Burncoat  St.,  Worcester,  Mass. 

Davis,   Harold  F.  .  Jan.  27,  1915 

Prin.    Asst.    with    Clarence    E.    Carter,    Civil    Engr., 
Reading.    Address,  441  Main  St.,  Reading,  Mass. 
Delano,  Ray  O.  Dec.  20,  1916 

Civil  Engr.,  No.  Duxbury,  Mass. 
DeMerritt,  Robert  E.  .Tan.  27,  1915 

Student,    Mass.    Inst,   of    Technology.     Address,    119 
Haven   St.,  Reading,  Mass. 
Desmond,  Edwin  A.  Feb.  19,  1913 

Asst.    Inspector,    Boston    Transit    Comm.      Address, 
56  Crescent  Ave.,  Dorchester,  Mass. 
Donovan,  Frederick  P.  May  19,  1915 

Civil  Engr.,  57  Crawford  St.,  Roxbury,  Mass. 
Duggan,  Joseph   R.  Dec.  15,  1915 

Student  at  Mass.   Inst,  of   Technology.     Address,   1 
West  St.,  Milford,  Mass. 
Eberhard,  Walter  C.  Jan.  27,  1915 

Chief    Draftsman,    Val.    Corps,    Rutland    R.  R.     Ad- 
dress, 12  Spellman  Ter.,  Rutland,  Vt. 
Eddy,   H.   Prescott,  Jr.  Jan.  27,  1915 

Student,    Mass.    Inst,    of    Technology.      Address,    65 
Gray   Cliff   Rd.,  Newton   Centre,   Mass. 
♦Ellsworth,  Samuel  M.  Apr.  21,  1916 

Student,    Mass.    Inst,    of   Technology.     Address,   117 
Adams   St.,  Braintree,  Mass. 
Fehr,  Gordon  Dec.  15,  1915 

Bacteriologist   with   R.  U.  V.    Co.,    New    York,    N.  Y. 
Address,  Box  647,  So.  Norwalk,  Conn. 
Foley,  Ernest  L.  Apr.  21,  1915 

Engr.    and    Estimator    with    Underwood    Machinery 
Co.,  Boston.    Address,  49  Adams  Ave.,  West  New- 
ton,  Mass. 
Foote.  Francis  C.  Feb.  18,  1914 

Asst.  Engr.  with  Morris  Knowles,  Cons.  Engr.,  1200 
Jones  Bldg.,  Pittsburgh,  Pa. 
Foster,    Howard   L.  Dec.  IS,  1915 

Asst.  in  Civil  Engrg.  at  Mass.  Inst,  of  Technology. 
Address,  1137  Massachusetts  Ave.,  Suite  42,  Cam- 
bridge, Mass. 
*Green,  How.\rd  W.  Dec.  15,  1915 

Water  Chemist,  Mirafiores  Water  Purification  Plant, 
Corozal,  C.  Z. 

Hall,   Charles   L.  Feb.  17,  1915 

Asst..    Standard    Oil    Co.    of    New   York.      Address, 
Standard  Oil   Co.  of  New  York,   Shanghai,  China. 

Hanna,  John   B.  Jan.  27,  1915 

Asst.    in    City    Engr.'s    office,    Pawtucket.      Address, 
273   Middle   St.,   Pawtucket,   R.   I. 
Hannah,  Thomas  E.  May  17,  1916 

Student  at  Mass.  Inst,  of  Technology.     Address,  70 
Congress  St.,  Fitchburg,  Mass. 
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Hastie,  Frank  B.  Dec.  15,  1915 

Student  at  Mass.  Inst,  of  Technology.    Address,  1067 
Beacon   St.,    Brookline,  Mass. 
Hayward,  Edwin  D.  May  20,  1914 

Instructor  in  Civil  Engrg.,  Univ.  of  California.     Ad- 
dress, 109  C.  E.  Bldg.,  Univ.  of  Cal.,  Berkeley,  Cal. 
*HoLWAY,  William   R.  Dec.  16,  1914 

Address,  No.  Scituate,  R.  I. 
HoRTON,  Freeman  H.  Jan.  24,  1917 

Student  at  Mass.  Inst,  of  Technology.     Address,   12 
Newbern  St.,  Jamaica  Plain,  Mass. 
HoYT,  Laurence  B.  Nov.  19,  1913 

Res.    Engr.,    Mass.    Highway    Comm.      Address,    15 
Orient  PI.,  Melrose,  Mass. 
Katz,  Harry  L.  June  16,  1915 

Student   at   Mass.    Inst,    of    Technology,    Cambridge. 
Address,  100  Granville  Ave.,  Maiden,  Mass. 

Kleinert,  Albert  E.,  Jr.  Feb.  16,  1916 

With    New    England    Structural    Co.,    East    Everett, 
Mass.     Address,  38  Hamilton  Rd.,  W.  Somerville, 
Mass. 
McSweeney,  Thomas  F.  Dec.  IS,  1915 

With    Concrete    Steel    Products    Co.,    7    Water    St., 
Boston.    Address,  Technology  Chambers,  Irvington 
St.,  Boston,  Mass. 
Nawn,  Leo  J.  May  17,  1916 

Asst,   Engr.,  Hugr  Xawn  Contracting  Co.     Address. 
188  Seaver  St.,  Roxbury,  Mass. 
Newsom,  Reeves  J.  Apr.  21,  1915 

Supt.  of  Water  and  Water  Works,  Lynn.     Address, 
33  Intervale  St.,  E.  Lynn,  Mass. 
Peacock,    Frank    E.  Jan.  26,  1916 

Student,    Mass.   Inst,   of    Technology.     Address,   200 
Bay  State  Rd..  Boston,  Mass. 
Pike,  Waldo  F.  Mar.  21,  1917 

With  Turners  Falls   Power   &  Electric   Co.,  Turners 
Falls,  Mass. 
Power,  William  J.,  Jr.  Mar.  19,  1913 

With  Flexner-Taylor  Co.,   786   E.   Broadway,    South 
Boston.    Address,  31  Varnum  St.,  Arlington,  Mass. 
Putnam,  Harold  W.  May  19,  1915 

Transitman   with   Mass.    Highway  Comm.     Address, 
23    Burrill    Ave.,    East   Lynn,    Mass. 
Reynolds,  Charles  V.  Apr.  16,  1913 

Of  firm  of  Byam  &  Reynolds  Co.,  1878  Washington 
St.,  Canton,  Mass. 
*RoBiNSON,  Ashley  Q.  June  10,  1914 

With    Engr.    Dept,   City   Hall,    West   Newton.     Ad- 
dress, Y.  M.  C.  A.,  Newton,  Mass. 
Roy,  Joseph   E.  Mar.     5,  1915 

With  J.   G.   Rov  &   Sons  Co.,   Building  Contractors, 
907  Armory  St.,  Springfield,  Mass. 
*S.wiLLE,  Thorxdike  .       Feb.  21,  1912 

Asst.    in    Geology   and    Government,    Harvard   Univ. 
Address,  5  Sumner  Rd.,  Cambridge,  Mass. 
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Sheils,  Henry  C.  Mar.  21,  1917 

Waterproofing    Engr.,    1079   Columbus   Ave.,    Boston, 
Mass. 
Shorrock,  John  W.  ^  Dec.  15,  1915 

Draftsman,  33  Edward  St.,  Springfield,  Mass. 
Silverman,  ]\Iax  June  16,  1915 

Address,  26  Lawrence  Park,  Dorchester,   Mass. 
*Smith,  Wm.  H.  Feb.  16,  1916 

Structural    Draftsman   with    S-M-I    Engrg.    Co.,    136 
Federal   St.,   Boston.     Residence,   315   Mt.   Vernon 
St.,  Dedham,  Mass. 
Snow,  Benjamin  H.  Sept.  20,  1916 

Structural  Designer  with  Industrial  Service  &  Equip- 
ment   Co.,     Boston.       Address,     86    Wyllis    Ave., 
Everett,  Mass. 
Stenberg,    Thornton   R.  Nov.  17,  1915 

Student,    Worcester    Polytechnic    Inst.      z\ddress    99 
Salisbury   St.,  Worcester,    Mass. 
Strout.  Henry  E.,  Jr.  Dec.  20,  1916 

Student  at  Mass.  Inst,  of  Technology.     Address,    11 
Westerly  St.,  Roxbury,  Mass. 
Terhune,  Howard  H.  May  19,  1915 

Asst.  Structural  Engr.,  Fred  T.  Ley  Co.,  Springfield, 
Mass. 
Thomas,   Howard   C.  Jan.  27,  1915 

Asst.    Instructor,    Mass.    Inst,    of    Technology.      Ad- 
dress, 200  Washington  St.,  Wellesley  Hills,  Mass. 
TisDALE,  Ellis  S.  Dec.  15,  1915 

Asst.  Engr.,  Div.  of  Sanitary  Engrg.,  State  Dept.  of 
Health,  Charleston,  W.  Va. 
Turner,  John  M.  Mar.  15,  1916 

Draftsman,    Stone    &    Webster    Engrg.    Corp'n,    147 
Milk  St.,  Boston.     Residence,  384  Washington  St., 
Brookline,  Mass. 
voN  LoESECKE,  SiDNEY  S.  Apr.  19,  1911 

Engr.,  Automobile  Legal  Ass'n,  Dept.  of  Highways, 
6  Beacon  St.,  Boston,  Mass. 
Wolfe,  Christian  F.  Jan.  27,  1915 

Shield    and    Iron    Inspector,    East    River    Tunnels, 
New  York  Public  Service  Comm. 
Wood,   Carl  W.  Dec.  16,  1914 

Engr.,  Met.  Water  Works,  1  Ashburton  PI.,  Boston, 
Mass.     Address,  39  Greenleaf  St.,  Maiden,  Mass. 
Woodbury,  Stanley  W.  Apr.  15,  1914 

Asst.   Engr.,   Essex   Co.    Engrg.    Dept.     Address,    15 
Sixth  Ave.,    Haverhill,    Mass.  * 
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Ambrose,  George  C.  Oct.  21,  1914 

Foreman,  Boston  Con.  Gas  Co.,  17  Hilton  St.,  Rox- 
bury,  Mass. 
Clark,  Charles  S.  May  18,  1904 

Room  919,  Oliver  Bldg.,  141  Alilk  St.,  Boston,  Mass. 
Clark,  Frank  W.  Jan.  24,  1912 

Manager,  Portland  Stone  Ware  Co.,  49  Federal   St., 
Boston,   Mass. 
Clukas,  George  M.  Oct.  10,  1910 

N.  E.  Representative,  Pennsylvania  Cement  Co.,  161 
Devonshire    St.,    Boston.      Residence,   45    Converse 
Ave.,  Maiden,  Mass. 
CoNANT,  Wallace  B.  Feb.  17,  1915 

Correspondent,  technical  and   trade  magazines,  Con- 
cord, Mass. 
*Craib,  Charles  G.  Mar.  16,  1898 

2183  Hutchison  St.,  Montreal,  Canada. 
Farrell,  Francis  B.  ^lar.  15,  1916 

Engr.  on  reinforced  concrete  construction,  3Z  Maple 
St.,  Greenfield,  Mass. 
Eraser,  Charles  E.  K.  Dec.  20,  1916 

Landscape   Construction   Engr.,   Box   538,   Peterboro, 
N.  H. 
Graham,  John  B.  June  19,  1907 

Contractor,  8  Beacon  St.,  Boston,  Mass. 
Howard,  David  R.  ^lar.  15,  1916 

Treas..   Eastern   Constr.  Co.,  Woonsocket.     Address, 
241   Winter  St.,  Woonsocket,  R.   I. 
Kearns,  William  F.  June  15,  1904 

Treasurer,  W.  E.  Kearns  Co.,  240  Albany  St.,  Cam- 
bridge,   Mass, 
Keenan,  Thos.  H.  June  21,  1911 

Inspector,  Boston  Transit   Comm.,  25   Henshaw    St., 
Brighton,  Mass. 
Kendall,  Theodore  R.  Nov.  17,  1915 

Engrg.  Editor,  The  American  City,   154  Nassau  St., 
New  York,  N.  Y. 
Keyes,  John  M.  June  21,  1911 

Chairman  Bd.  of  Health  and  Road  Comm.,  Concord, 
Mass.  * 

Lawler,  Burton  M.  June  15,  1910 

Contractor  for  Public  Works,  16  City  Sq.,  Charles- 
town,  Mass. 
Lincoln,  James  G.  May  19,  1909 

With  Waldo  Brothers,  45-49  Batterymarch  St.,  Bos- 
ton, Mass. 
Locke,  Wilbur  S.  J"ne  24,  1903 

Manager  of   Sales,  Carnegie  Steel  Co.,  120  Frankhn 
St.,  Boston,  Mass. 
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Makepeace,  Bertrand  L.  Oct.  19,  1915 

Dealer  in   engrg.  supplies,  387  Washington   St.,   Bos- 
ton.    Residence,  76  Harvard  Ave.,  Brookline,  Mass. 
Miller,  William  L.  May  17,  1899 

Contractor  for  Public  Works,  171  Alford  St.,  Boston, 
Mass. 
Mullen,  Luke  D.  Oct.  19,  1910 

Charlestown  Trust  Co.,  City  Sq.,  Charlestown,  Mass. 
Negus,  Arthur  I.  Apr.  21,  1909 

Supt.    of    Construction,     Stone    &    Webster    Engrg. 
Corp.,  147  Milk  St.,  Boston.    Address,  Box  M,  East 
Bridgewater,  Mass. 
NoRCROss,  Orlando  W.  Apr.  19,  1911 

General  Contractor,  Worcester,  Mass. 
O'Neill,  Thomas    P.  May  19,  1915 

Supt.   of   Sewers,   Cambridge.     Address,   10  Fairfield 
St.,  Cambridge,  Mass. 
Probst,  Arthur  F.  June  13,  1917 

Pres.  and  Treas.,  Ledder  &  Probst.  Inc.,  56  Franklin 
St.,   Boston,  Mass. 
Rogers,  Charles  H.  Sept.  21,  1910 

Treas.,  Rockport  Granite  Co.,  Rockport,  Mass. 
Stuart,   George   E.  Jan.  27,  1915 

Street    Commr.,    City    of    Newton.       Address,     122 
Cabot   Pk.,   Newton,   Mass. 
Tomasello,  Joseph  A.  Jan.  24,  1917 

Contractor,  73  Gibson  St.,  Dorchester,  Mass. 
Towle,  George  H.  Sept.  21,  1910 

Supt.   Rockport   Granite    Co.,    1063   Washington   St., 
Gloucester,  Mass. 
Whitney,   H.-^rry  L.  May  19,  1915 

Supt.  for  Boston  Transit  Comm.     Address,  38  Wal- 
lace St.,  West  Somerville,  Mass. 


MEMBERS   OF   SANITARY    SECTION    ONLY 

Date  of 
Membership. 

Berry,  Forrest  G.  Mar.    2,  1904 

With  General  Electric   Co.     Address,    15    Salem   St., 
Lynn,  Mass. 
Gould,  Gardner  S.  Oct.    7,  1908 

Supt.,  Harbor  and  Wharf  Const'n,  Roy  H.  Beattie, 
Inc.    Address,  688  Webster.  St.,  Needham,  Mass. 
Harkness,  Arthur  F.  Mar.  3,  1909 

Asst.    Chemist,    Mass.    State    Dept.    of    Health,    502 
State  House,  Boston,  Mass. 
Huntington,  Frederick  W.  June  3,  1908 

F.  W.  Huntington  &  Co.,  Civil  Engrs.,  14  Appleton 
St.,  Lowell,   Mass. 
Morse,  William  F.  Oct.  12,  1904 

Sanitary  Engr.,  90  West  St.,  New  York,  X.  Y. 
Sanborn,  George  A.  June  24.  1905 

Supt.,  Essex  Company,  6  Essex  St.,  Lawrence,  Mass. 
Smith,  George  A.  Mar.    2,  1904 

Town  Engr.,  Norwood,  Mass. 


Honorary  Members   4 

Members   832 

Juniors    67 

Associates     29 

Members  of  Sanitary  Section  Only   7 

Total    939 


Classification  with  Reference  to  Business  Locations 


ARIZONA. 

TUCSON.— H.  A.  Storrs. 

CALIFORNIA. 

ALTADEKA.— H.  Bissell. 
BERKELEY.— E.   D.   Hayward. 
LOS  ANGELES.— W.  T.  Knowlton. 
OAKLAND.— W.  A.  Clapp. 
RIVERSIDE.— R.  R.  Newman. 
SACRAAIENTO.— A.  B.  Fletcher. 

CONNECTICUT. 

HARTFORD.— J.  J.  Harty,  Jr.,  H.  W.  Home.  C.  M.  SaviUe. 
NAUGATUCK.— L.  E.  Flett. 
NORWICH.— C.   E.   Chandler. 
WATERBURY.— E.   M.  Young. 

DISTRICT   OF   COLUMBIA. 

WASHINGTON.— Lawrence  H.  Allen,  K.  P.  Armstrong,  N.  C.  Grover, 
G.  F.  Hobson.  E.  C.  Sherman,  F.  B.  Skillin,  G.  M.  Warren,  W.  C. 
Whitney. 

FLORIDA. 

JACKSONVILLE.— G.  W.  Simons. 

GEORGIA. 

COLUMBUS.— F.  A.  Peirce. 

ILLINOIS. 

CHICAGO. — W.  T.   Barnes,  F.  J.  Jerome,  J.   W.  Link.  Langdon  Pearse, 

F.   C.  Tucker. 
SPRINGFIELD.— M.  W.  Cowles. 

KANSAS. 
TOPEKA.— H.  W.  Oxnard. 

KENTUCKY. 

PADUCAH.— S.  A.  Miller. 

MAINE. 

BELFAST.— H.  P.  Farrow. 
EAST  BROWNFIELD.— G.  A.  Carter. 
HOULTON.— Moses  Burpee. 
KITTERY.— J.  E.  Borden. 

LEWISTON.— W.  A.  Cobb,  E.  G.  Lee,  W.  H.   Sawyer. 
OLD  TOWN.— T.  W.  Clark. 
ORONO.— H.  S.  Boardman. 

PORTLAND.— R.  F.  Bennett,  Richard  Brunei,  C.  R.  Chevalier,  Royal 
Luther,  W.  H.  Norris,  B.  T.  Wheeler. 
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ROCKLAND.— O.   H.    Tripp. 
RUMFORD— C.   A.    Mixer. 
UNION.— L.  O.   Norwood. 

MARYLAND. 

BALTLMORE.— J.  F.  Hakes,   H.   R.   Hall. 


MASSACHUSETTS. 

ARLINGTON.— J.  H.  Coghlan,  R.  W.  Pond. 

BEVERLY.— G.  P.  Connolly,  S.  J.  Connolly,  H.  L.  Whitney. 

BILLERICA.— E.  P.  Sellew. 

BOSTON.— E.  P.  Adams,  H.  S.  Adams,  E.  F.  Allbright,  C.  F.  Allen, 
C.  S.  Allen,  J.  E.  Allen,  Leslie  H.  Allen,  H.  K.  Alden,  D.  H.  An- 
drews, H.  B.  Andrews,  Thomas  Aspinwall,  P.  A.  Babcock,  F.  S. 
Bailey,  W.  :\I.  Bailey,  F.  A.  Barbour,  R.  H.  Barnes.  H.  K.  Barrows, 
G.  H.  Barrus,  C.  H.  Bartlett,  Cornelius  Beard,  R.  B.  Bellamy,  A.  W. 
Benoit,  C.  R.  Berry,  E.  M.  Blake,  E.  P.  Bliss,  Benjamin  Boas,  R.  D. 
Bradbury,  G.  H.  Brazer,  C.  B.  Breed,  A.  A.  Breen,  Frederick  Brooks, 
B.  S.  Brown,  AI.  F.  Brown.  W.  A.  Brown,  W.  K.  Brownell,  C.  D. 
Bryant,  L.  F.  Buff,  J.  R.  Burke,  H.  B.  Burley,  N.  C.  Burrill,  E.  A. 
Buss,  H.  O.  Butler,  M.  M.  Cannon,  H.  H.  Carter,  H.  L.  Carter.  J.  J. 
Casey,  H.  M.  Chadwick.  H.  H.  Chase,  F.  L.  Clapp,  C.  S.  Clark, 
F.  W.  Clark.  W.  W.  Clifford.  G.  AI.  Clukas,  W.  H.  Coburn,  W.  J. 
Cochran,  H.  E.  Cowan.  J.  S.  Craigue,  F.  S.  Curtis.  G.  V\'.  Cutting, 
Jr.,  E.  F.  De  La  Haye,  J.  O.  DeWolf,  F.  H.  Dillaby,  H.  F.  Dolliver. 

F.  P.  Donovan,  W.  J.  Dotten,  T.  F.  Dorsev,  W.  B.  Douglass,  W.  C. 
Durfee,  C.  M.  Durgin,  H.  P.  Eddv.  C.  H.  Eglee.  C.  S.  Ell,  L.  B. 
Ellis,  L.  F.  Ellis,  W.  H.  Ellis,  Jr.,  G.  C.  Emerson,  C.  C.  Enebuske, 
W.  C.  Ewing,  A.  L.  Fales,  F.  H.  Fay.  B.  R.  Felton,  E.  L.  Foley, 
S.  J.  Fowler,  Benjamin  Fox,  J.  R.  Freeman,  H.  S.  French,  H.  W. 
French.  A  D.  Fuller,  F.  L.  Fuller,  A.  L.  Gammage,  C.  H.  Gannett, 
J.  A.  Garrod.  E.  V.  Gartland,  H.  T.  Gerrish.  J.  F.  A.  Giblin.  F.  M. 
Gibson.  N.  W.  Gifford,  G.  S.  Gould.  C.  R.  Gow,  J.  B.  Graham,  H. 
A.  Gray.  S.  J.  Gulesian.  F.  M.  Gunby,  R.  K.  Hale,  W.  B.  Hammond, 

G.  E.  Harkness,  D.  A.  Harrington.  Ephraim  Harrington,  G.  M. 
Harris.  A.  J.  W.  Harty,  E.  C.  Hayden,  A.  C.  Hoh,  R.  W.  Home. 
Channing  Howard.  E.  W.  Howe,  E.  C.  Hultman,  C.  B.  Humphrey. 
J.  S.  Humphrey,  Richard  Hutchison.  D.  C.  Jackson.  Granville  John- 
son. W.  S.  Johnson.  F.  F.  Jonsberg.  H.  S.  Kimball,  C.  D.  Kirk- 
patrick.  E.  H.  Kitfield.  N.  S.  Klink,  C.  F.  Knowlton.  .\.  L.  Lampie, 
J.  S.  Lamson,  E.  P.  Lane,  B.  M.  Lawler.  Beardsley  Lawrence,  C.  A. 
Leary.  G.  W.  Lewis.  J.  H.  Libbey,  E.  H.  Lincoln.  ].  G.  Lincoln. 
Mark  Linenthal.  W.  S.  Locke.  J.  A.  Lockhart,  T.  R.  Lvons,  A.  B. 
MacMillan.  F.  A.  Mclnnes.  E.  W.  McMullen,  T.  F.  McSweeney. 
C.  R.  Main.  C.  T.  Main.  B.  L.  Makepeace.  Henrv  Manley.  F.  A. 
Marston,  I.  W.  McConnell.  R.  L.  Mead.  Leonard  Metcalf,  C.  A. 
Miller,  H.  A.  Miller.  W.  L.  Miller.  S.  L.  Milton,  James  F.  Monaghan. 
J.  W.  Morrison.  J.  C.  ]\Ioses.  L.  D.  Alullen.  Hugh  Nawn.  L.  J.  Nawn, 
A.  I.  Negus.  C.  E.  Nichols,  T.  R.  Nichols,  Conrad  Nolan.  E.  A. 
Norwood.  T.  F.  Osborn,  J.  E.  Palmer.  R.  E.  Parker.  W.  N.  Patten. 
C.  A.  Pearson.  C.  R.  Perry.  E.  E.  Pettee.  H.  A.  Phillips.  C.  H. 
Pierce.  H.  F.  Pierce.  Lemuel  Pope,  W.  J.  Power,  Jr.,  F.  L.  Preble, 
J.  J.  Preble,  A.  F.  Probst.  O.  D.  Rice.  R.  E.  Rice.  B.  A.  Rich.  E.  B. 
Richardson,  H.  C.  Robbins,  E.  F.  Rockwood.  C.  W.  Rolfe,  J.  W. 
Rollins.  L.  J.  St.  Amand.  G.  A.  Sampson.  F.  C.  Sargent,  H.  E. 
Sawtell,    H.    F.    Sawtelle,   J.   T.    Scully,    E.    S.    Shaw,    H.    C.    Sheils, 
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C.  W.  Sherman,  H.  L.  Sherman,  F.  E.  Sherry,  Max  Silverman,  E.  R. 
Simpson,  Gilbert  Small,  Sidney  Smith,  W.  H.  Smith,  B.  H.  Snow, 
F.  A.  Snow,  J.  P.  Snow,  L.  W.  Snow,  C.  M.  Spofford,  J.  A.  Starr, 
F.  P.  Stearns,  G.  M.  Stevens,  C.  A.  Stone,  G.  C.  Stone,  J.  E.  Stone, 
L.  S.  Stone,  S.  E.  Stott,  L.  L.  Street,  Carl  Stuetzel,  Jr.,  H.  A. 
Symonds,  George  Taylor,  P.  W.  Taylor,  B.  C.  Thayer,  J.  F.  Thomas, 
S.  E.  Thompson.  S.  H.  Thorndike,  L.  D.  Thorpe,  J.  A.  Tilden, 
J.  E.  Titus,  J.  A.  Tomasello,  E.  A.  Tucker,  J.  M.  Turner,  W.  F. 
Uhl.  S.  S.  von  Loesecke.  S.  P.  Waldron.  F.  B.  Walker,  L.  C.  Wason, 
E.  S.  Webster,  W.  O.  Wellington,  J.  P.  Went  worth.  L.  J.  Wertheim, 
R.  S.  Weston,  G.  H.  Wetherbee.  Jr.,  William  Wheeler,  H.  C.  Whit- 
more.  J.  F.  Wilber,  D.  M.  Wood,  F.  J.  Wood,  J.  L.  Woodfall,  J.  R. 
Worcester. 

Boston  Assessing  Department. — N.  J.  Holland. 

Boston  &  Albany  Railroad. — Allen  Curtis,  L.  G.  Morphy,  F.  P.  Morrill, 

A.  P.  Porter. 

Boston  &  Maine  Railroad. — W.  G.  Burleigh,  Russell  Burroughs,  S.  P. 
Coffin,  A.  B.  Corthell,  B.  W.  Guppy,  A.  W.  Knowlton,  J.  B.  Mailev, 
R.  H.  Parke,  D.  N.  Peaslee,  T.  P.  Perkins,  J.  J.  Rourke,  F.  B. 
Rowell,   F.   C.   Shepherd. 

Boston  Consolidated  Gas  Co. — G.  C.  Ambrose,  H.   N.   Cheney,   H.  W. 

Dyer,  J.  A.  Gould,  W.  E.  McKay,  D.  S.  Reynolds,  W.  A.  Wood. 
Boston  Elevated  Railway  Co. — F.  C.  Bell,  A.  F.  Brown,  L.  S.  Cowles, 

B.  W.  Ellis,  C.  T.  Fernald,  H.  C.  Hartwell,  E.  R.  Kimball.  E.  R. 
Olin,  A.  L.  Plimpton,  Daniel  Scouler,  Jr.,  A.  T.  Sprague.  Jr. 

Boston   Park  Department. — C.  E.  Houghton,  C.  E.   Putnam. 

Boston    Public    Works    Dep.^rtment. — Joshua    Atwood,    B.    F.    Bates, 

A.  F.  Bildt,  T.  F.  Bowes,  J.  E.   Caftv,   C.   J.  Carven,   M.  T.  Cook, 

R.    N.    Cutter,    C.    H.    Dodd,    E.    S.    Dorr,    G.    W.    Hamilton,    A.    E. 

Haskell,  J.  R.  Hews,  D.  P.  Kelley,  A.  L.  Kidd,  P.  J.  Mailev,  J.  A. 

McMurry,  J.  M.  McNulty,  R.  J.  McNulty,  E.  F.  Murphy,  Theodore 

Parker,  C.  S.  Parsons,  L.  B.  Reilly,  J.  A.  Rourke,  J.  M.  Shea,  F.  P. 

Spalding.    J.    H.    Sullivan,    S.    E.    Tinkham,    F.    I.    Winslow,    M.    G. 

Woodward. 
Boston  Street  Laying-Out  Department. — W.   H.   Bacon,  Arthur  How- 
land,  H.  C.  Mildram.  F.  M.  Miner,  F.  O.  Whitney. 
Boston  Transit  Commission.— M.  C.  Cherry,  E.  S.  Davis,  W.  W.  Davis, 

E.  A.   Desmond,  F.   C.  H.   Eichorn,  G.  D.   Emerson,  R.  B.   Farwell, 

T.   T.    Frame.   T.   H.   Keenan,   P.   C.   Nash,   J.    H.    O'Connor,   G.   H. 

Stearns.  H.  R.  Stearns,  G.  F.  Swain.  P.  B.  Walker.  H.   L.  Whitney, 

J.  M.  Wiseman. 
Edison  Electric  Illuminating  Co. — John  Campbell,  R.  E.  Curtis,  C.  L. 

Edgar,  R.  S.  Hale.  E.  L.  Johnson,  O.  F.  ]\Iann,  I.  E.  Moultrop,  C.  H. 

Parker. 
Massachusetts    Department    of    Health. — Alexander    Bresth,    H.    W. 

Clarke,   F.    B.    Forbes.   X.   H.   Goodnough,    N.   L.    Hammond,    A.   F. 

Harkness,    H.    E.    Holmes,    A.    D.   Weston.    R.    M.    Whittet,    Edward 

Wright.  Jr. 
]SIass.\chusetts  Commission  on  Waterw.\ys  and  Public  Lands. — L.  H. 

Bateman,  C.  H.  Breen.  C.  S.  Brver,  J.  N.  Ferguson,  W.   J.  Fielding. 

J.  A.  Guinev.  W.  C.  Hawlev,  F."  W.  Hodgdon,  H.  D.  Hurley.  A.  R. 

Mellor,  C.  F.   Powers,  F.  N.  Wales,   D.  C.  Webb,  W.  F.  Williams, 

H.  B.  Wood. 
Massachusetts  Highway   Commission. — A.  B.  Appleton,  C.  L.   Brown, 

R.  W.  Coburn,  G.  C.  Coffin,  A.  W.  Dean,  A.  L.  Ford.  L.  B.  Hovt, 

A.   M.   Lovis,   F.  H.    Morris,   H.   W\   Putnam.   C.   H.   Restall.   A.   P. 
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Rice,   G.    P.    Soutar,   A.    E.    Tarbell,    C.    S.   Tinkham,   R.    A.   Vesper, 
W.  N.  Wade. 

Massachusetts  Metropolitan  Park  Commission.— D.  A.  Ambrose,  J.  R. 
Rablin. 

Massachusetts  Metropolitan  Water  and  Sewerage  Board. — E.  R.  B. 
Allardice,  E.  W.  Colby,  A.  O.  Doane,  C.  F.  Fitz,  Jr.,  Clifford  Foss, 
W.  E.  Foss,  C.  E.  Haberstroh,  F.  S.  Hart,  J.  L.  Howard.  W.  W. 
Locke,  R.  W.  Loud,  A.  E.  O'Neil,  F.  D.  Smith,  H.  T.  Stiff,  C.  W. 
Wood. 

Massachusetts  Public  Service  Commission. — H.  W.  Hayes,  A.  W. 
Hodges,  L.  E.  Moore. 

New  York,  New  Haven  &  Hartford  Railroad. — H.  N.  Ackerson,  L.  B. 
Bidwell,  L.  G.  Brackett.  L.  E.  D.  Gaudreau,  Malcolm  Rich,  H.  L. 
Ripley,  G.  T.  Sampson,  A.  S.  Tuttle. 

United  States  Engineer  Office. — T.  T.  H.  Harwood,  E.  T.  Murphy, 
H.  E.  Warren. 

BRAINTREE.— G.  H.  Wetherbee.  Jr.,   H.  L.   White. 

BRIDGEWATER.— L.  P.  Reed. 

BROCKTON.— B.  R.  Chapman,  H.  S.  Crocker.  C.  R.  Felton,  James 
Hayes,  Jr. 

BROOKLINE.— W.  L.  Blossom,  N.  S.  Brock.  H.  F.  Bryant,  W.  A. 
Brvant,  H.  C.  DeLong,  J.  M.  Driscoll,  Joseph  Driscoll,  Desmond 
FitzGerald,  F.  F.  Forbes,  B.  F.  Goodnough,  F.  A.  Leavitt,  W.  R. 
Mattson,  S.  A.  Nash,  J.  C.  Olmsted,  M.  G.  Stocker,  David  Sutton, 
H.  A.  Varney,  G.  R.  Wadsworth,  C.  J.  Wallace. 

BUZZARDS  BAY.— C.  G.  Barry,  C.  T.  Waring. 

CAMBRIDGE.— C.  C.  Alexander,  W.  L.  Butcher.  Charles  Freed.  L.  M. 
Hastings.  G.  F.  Hooker,  W.  F.  Kearns.  F.  H.  Kendall,  H.  S.  Knowl- 
ton,  C.  A.  Mason,  E.  M.  Moses,  J.  C.  Moses,  T.  P.  O'Neil,  J.  F. 
Peterson,  J.  C.  Scorgie.  F.  S.  Wells,  A.  K.  Williams,  A.  O.  Wilson. 
Harvard  University. — H.  J.  Hughes,  L.  J.  Johnson,  Thorndike  Saville, 
G.  F.   Swain,  G.  C.  Whipple. 

Massachusetts  Institute  of  Technology. — J.  B.  Babcock,  H.  K.  Bar- 
rows, C.  B.  Breed,  H.  W.  Brown,  A.  E.  Burton,  E.  H.  Clarkson, 
C.  L.  Crosier,  H.  L.  Foster.  H.  W.  Hayward.  G.  L.  Hosmer,  J.  W. 
Howard.  H.  J.  Hughes,  D.  C.  Jackson,  L.  J.  Johnson.  W.  H. 
Lawrence.  H.  B.  Luther,  E.  F.  Miller.  Dean  Peabody,  Jr.,  Dwiiiht 
Porter,  A.  G.  Robbins.  G.  E.  Russell,  Peter  Schwamb.  C.  M. 
Spofford,  G.  F.  Swain,  H.  C.  Thomas.  R.  S.  Weston. 

Massachusetts  Institute  of  Technology  (Students). — J.  H.  Babbitt, 
R.  E.  DeMerritt,  J.  R.  Duggan.  H.  P.  Eddv,  Jr.,  S.  M.  Ellsworth, 
T.  E.  Hannah,  F.  B.  Hastie,  F.  H.  Horton,  H.  L.  Katz,  F.  E.  Pea- 
cock. H.  E.   Strout. 

CANTON.— C.  V.  Reynolds. 

CHELSEA.— J.  L.  Carr,  F.  S.  Hanf,  W.  E.  McClintock,  J.  A.  O'Brien 

CHICOPEE  FALLS.— F.  P.  Cobb. 

CLIFTONDALE.— F.  H.  Carter. 

CLINTON.— E.  R.  B.   Allardice.  F.  W.  Bateman. 

CONCORD.— W.  B.  Conant,  J.  M.  Keyes,  L.  C.  Robinson,  R.  J.  H. 
Worcester. 

DEDHAM.— Erastus  Worthington. 

DUXBURY.— R.  O.  Delano. 

EAST   DENNIS.— C.   C.    Sears. 

EASTHAMPTON.— W.  C.  Tannatt.  Jr. 
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EAST  WALPOLE.— Edmund  Grover. 

EVERETT.— A.   E.   Kleinert,  Jr. 

FALL    RIVER.— A.  B.   Barnes,   H.   B.   Barney,   P.  D.  Borden,  J.   F.   A. 

Leonard,  E.  L  Marvell,  W.  E.  Noble,  G.  S.  Sawyer. 
FITCHBURG.— G.  H.  Chase,  D.  A.  Hartwell,  E.  E.  Lothrop. 
FRAMINGHAM.— C.  E.  Haberstroh,  F.   S.  Hart,  E.  S.   Earned,  W.  W. 

Locke,  J.  J.  Van  Valkenburgh. 
GLOUCESTER.— J.  H.  Griffin. 

GREENFIELD.— F.  B.  Farrell,  J.  M.  Sokoll,  C.  S.  Tinkham. 
GREENWOOD.— Robert  Rand. 
HAVERHILL.— C.    W.    Eaton,    R.    D.    Hood,    L.    C.    Lawton,     S.    W. 

Woodbury. 
HINGHAM.— W.   B.  Foster,   F.   ^I.   Hersey. 
HOLYOKE.— J.  L.  Tighe. 
HUDSON.— W.   H.    Balch. 
HYANNIS.— F.  A.  Bayley. 
IPSWICH.— J.   F.   Ross. 
LAWRENCE.— J.  R.  Baldwin,  J.  H.  Fitch,  R.  A.  Hale,  R.  I.  McCorkin- 

dale,  A.  D.  Marble,  W.  E.  Parker,  C.  H.  Rooks,  G.  A.  Sanborn. 
LEICESTER.— B.  A.  Gibson. 
LEXINGTON.— J.  H.  Duffy. 
LOWELL.— Arthur  Bartlett,  George  Bowers,  F.  W.   Huntington,  H.  F. 

Mills,  R.  E.  Runels,  A.  T.  Safford,  M.  B.  Smith. 
LYNN.— F.  G.  Berry,  W.  J.  Buckley,  C.  W.  Gay,  W.  D.  Morrill,  R.  J. 

Newsom,  J.  W.  Raymond,  Jr.,  R.  H.  Sutherland,  W.  L.  Vennard. 
MALDEN.— H.  A.  Carson,  H.  W.  Estey,  C.  A.  Perkins,  A.  F.  Sargent, 

E.  D.  Treadwell. 
MANCHESTER.— R.   C.  Allen,   C.   A.   Fritz. 
MARBLEHEAD.— G.   S.  Curtis. 

MEDFORD.— F.  R.  Charnock,  J.  J.  Eisnor,  O.  J.  Whitney. 
MELROSE.— E.  E.  Albee,  G.  O.  W.   Servis. 
METHUEN.— W.   D.    Hartshorne. 
MILLBURY.— E.  B.  Waite. 
MILTON.— C.   F.  Joy,  Jr. 
MONTAGUE   CITY.— C.   W.    Hazelton. 
NEW  BEDFORD.— R.  C.  P.  Coggeshall,  A.  B.  Drake,  G.  H.  Nye,  C.  L. 

Wade. 
NEWTON  —P.  M.  Blake,  I.  W.  Hastings,  W.  P.  Morse,  A.  Q.  Robinson, 

E.  H.  Rogers,  E.  S.  Smilie,  G.  E.  Stuart,  J.  C.  S.  Taber,  J.  E.  Titus, 

J.  C.  Whitney,  H.  D.  Woods. 
NORTH  ADAMS.— F.  W.  Proctor. 
NORTH  ATTLEBORO.— F.   T.    Westcott. 
NORTH  WILMINGTON.— H.  E.  Lake. 

NORWOOD.— L.  W.  Bigelow,  S.  E.  Coburn,  A.  L.  Maddox,  G.  A.  Smith. 
ORANGE.— C.    C.    Harris. 
ORLEANS.— E.  A.  W.  Hammatt. 
PALMER.— C.  F.   Dingman. 
PEABODY.— M.  E.   Kelley. 
PITTSFIELD.— K.   T.   Corey,    R.   W.    Emerson,    A.    A.    Forbes,    R.    W. 

Mawney. 
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PLYMOUTH.— A.  E.  Blackmer,  C.  C.  Doten. 

QUINCY.— E.  W.  Branch,  Perry  Lawton,  W.  S.  AIcKenzie,  E.  C.  Sargent, 

F.  E.  Tupper. 
READING.— L.  M.  Bancroft,  C.  E.  Carter,  H.  F.  Davis. 
REVERE.— G.  R.  Burnes,  C.  G.  Richmond. 
ROCKLAND.— C.  W.  Rowland. 
ROCKPORT.— T.  T.  H.   Harwood,  C.   H.  Rogers,  G.   H.  Towle,  H.  P. 

Wires. 
SALEM.— T.  A.  Appleton,  L.   F.   Cutter,  T.  C.  Davis,   R.   R.   Evans. 
SHREWSBURY.— W.   M.    Foster. 

SOMERVILLE.— E.  W.  Bailey,  C.  A.  Moore,  F.  E.  Tibbetts. 
SOUTHBRIDGE.— A.  C.  Moore. 
SOUTH    HANSON.— D.  M.  Pratt. 
SPRINGFIELD.- J.    K.    Barker,   R.    E.    Barrett,   T.    M.    Beach.    W.   W. 

Bigelow,   F.   H.   Clark.   H.   B.   Drowne,   A.   C.   King.   A.   H.   Lavalle, 

E.  E.   Lochridge,  G.  N.  Merrill,   J.  E.   Roy,  J.  W.   Shorrock,  H.  H. 
Terhune. 

STATE    FARM.— A.   J.    Maynard. 

STERLING.— A.  O.  Bullard. 

TAUNTON.— A.   K.   Crowell,  Luther  Dean,   G.   A.   King. 

TUFTS    COLLEGE.— S.    L.    Conner,    E.    H.    Rockwell,    F.    B.    Sanborn, 

R.  C.  Smith. 
TURNERS   FALLS.— F.  T.   Alden,  T.  W.  Bean,  W.  B.   Durant,   C.   I. 

Hosmer,  H.  A.  Moody,  W.  F.   Pike. 
WALTHAM.— R.  C.  Aiken,  Bertram  Brewer,  James  F.  Monaghan,  John 

F.  Monaghan,  H.  B.  Pratt. 

WATERTOWN.— J.  M.  Cashman,  J.  P.  Gallagher,  W.  F.  Learned,  F.  J. 

Maynard.  A.  E.  O'Neil. 
WELLESLEY.— C.   N.  Taylor. 
WESTFIELD.— O.  E.  Parks. 
WEYMOUTH.— R.  H.  Whiting. 
WINCHESTER.— D.  W.  Pratt. 
WOBURN.— L.    F.    Baldwin,    W.    W.    Cummings,    J.    B.    Flaws,    C.    P. 

Hubbard,  H.  V.  Macksey,  G.  F.  Temple. 
WOLLASTON.— C.  C.  Turner,  W.  O.  Wellington. 
WORCESTER.— C.  M.  Allen,  Frederic  Bonnet,  Jr.,  W.  E.   Buck,  T.   S. 

Burr,  R.  U.    Cross,  A.  C.   Eaton,  A.  W.   French.   F.   E.   Hall.   I.   N. 

Hollis,  H.  C.  Ives,  A.  J.  Knight.  R.   S.  Lanphear,  O.  W.   Norcross, 

S.  H.  Pitcher,  H.  L.  Robinson,  T.  R.  Stenberg,  J.  A.   Tosi,  Edward 

Van  der  Pyl. 

MICHIGAN. 
DETROIT— H.  H.  Ambler. 
SAULTE  STE.  MARIE.— L.  H.  Davis. 

MINNESOTA. 

MINNEAPOLIS.— E.    O.   Hathaway,   Horace   Ropes. 

MONTANA. 
BUTTE.— H.  A.  Herrick. 
HOTTER.— M.  T.  Whiting. 
MALTA.— G.  E.  Stratton. 
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NEW    HAMPSHIRE. 

CONCORD.— Russell   Burroughs,    F.    E.    Everett,    W.    B.    Howe,    F.   W. 

Lang,  W.  H.  G.  Mann,  E.  D.  Storrs,  J.  W.  Storrs. 
DERRY  VILLz\GE.— J.   C.   Chase. 
FRANKLIN.— Gilbert   Hodges. 
KEENE.— C.  M.  Brooks,  R.  E.  Whitney. 
LACONLA..— C.  A.  French,  A.  E.  Hoxie,  L.  K.  Perley. 
MANCHESTER.— C.  H.  Bartlett,  C.  B.  Pratt,  G.  G.  Shedd,  C.  W.  Smith. 
NASHUA.— J.  P.  Cyr,  W.  F.  Sullivan. 
PETERBOROUGH.— C.  E.  K.  Fraser,  G.  F.  Webb. 
RANDOLPH.— R.  S.  Barnes. 

NEW    JERSEY. 

EAST  ORANGE.— T.   M.  Brown. 
NEWARK.— W.    M.   Brown. 
MILVILLE.— G.   H.   Thorpe. 
MONTCLAIR.— J.  M.  Goodell. 
PLAINFIELD.— A.  J.  Gavett. 
SUMMIT.— F.  C.  Kimball. 

NEW   YORK. 

ALBANY.— M.  F.   Sanborn. 

BINGHAMPTON.— William   Nelson. 

BROOKLYN.— G.   S.   Rice. 

FORT  H.  G.  WRIGHT.— W.  W.  Drummond. 

FORT   NIAGARA.— G.   H.   Fernald. 

EAST  AURORA.— S.  P.  Hurd. 

GOOD   GROUND.— C.   F.   Morse. 

KINGSTON.— L.  B.  Vaughan. 

LONG   ISLAND  CITY.— Henry  Manley,  Jr. 

MT.  VERNON.— J.  M.  Betton. 

NEW  YORK.— T.  C.  Atwood,  W.  E.  Baker,  T.  H.  Barnes,  E.  J.  Beugler, 
A.  H.  Blanchard,  G.  W.  Burpee,  H.  L.  Coburn,  A.  S.  Crane,  G.  S. 
Deming,  H.  W.  Durham,  Gordon  Fehr,  G.  W.  Fuller,  T.  H.  Gregory, 
H.  P.  Hamlin,  Allen  Hazen,  Rudolph  Hering,  Clemens  Herschel, 
Edward  Hutchins,  G.  A.  Johnson,  H.  C.  Keith,  T.  R.  Kendall,  W.  F. 
Morse,  James  Rice,  G.  S.  Rice,  L.  K.  Rourke,  F.  F.  Skinner,  Edward 
Smulski.  H.  C.  Stevens,  Charles  Temperley,  J.  W.  Tower.  L.  W. 
Tucker,  D.  L.  Turner,  J.  H.  Wallace.  G.  C.  Whipple,  C.  F.  Wolfe. 

New  York  Board  of  Water  Supply. — S.  K.  Clapp,   A.   D.  Flinn,  J.  R. 
Freeman,  W.  B.  Hunter,  F.  H.  Robbins,  J.  W.  Smith,  W.  E.  Spear, 
C.  E.  Wells,  T.  H.  Wiggin,  L.   P.  Wood. 
PLATTSBURG  BARRACKS.— A.  L.   Shaw. 

PORT  JERVIS.—  C.  H.  Umstead. 

ROCHESTER.— R.  B.  Jeffers. 

NORTH    DAKOTA. 

HATTON.— Charles  Mills. 
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OHIO. 

CINCINNATI.— C.  R.  Elkins,  F.  W.  Morrill,  R.  E.  Tarbett. 
CLEVELAND.— G.  W.  Bowers,  R.  W.  Pratt. 
COLUMBUS.— E.  G.   Bradbury,  A.   E.   Kimberley. 
DAYTON.— J.   H.  Kimball,   H.   S.  R.   McCurdy. 
PORTSMOUTH.— G.   P.    Shute. 

OREGON. 

PORTLAND.— A.   P.   Milne. 

PENNSYLVANIA. 

HARRISBURG.— H.  P.  Drake,  J.  H.  O'Brien,  F.  H.  Snow. 
PHILADELPHIA.— T.  T.  Allard,  E.  G.  Gushee,  Gaetano  Lanza,  L.   B. 

Manley. 
PITTSBURGH.— F.  C.   Foote,   Morris  Knowles,   M.   W.  Rew. 
STATE    COLLEGE.— E.    D.    Walker. 
STEELTON.— G.  S.  Vickery. 

RHODE    ISLAND. 

BRISTOL.— A.  J.  Holmes. 

HOPE.— J.  D.  Savage. 

KINGSTON.— F.   A.   Caldwell. 

NARRAGANSETT    PIER.— T.    G.    Hazard,   Jr.,   Willard    Kent. 

NEWPORT.— A.  J.  Ober,   R.  F.  Rhodes. 

NORTH    SCITUATE.— W.  R.  Holway. 

PAWTUCKET.— .B.    C.    Bussey,   G.    A.    Carpenter,    J.    B.    Hanna,    E.    S. 

Patton,    F.   A.    Sweet. 
PROVIDENCE.— H.  T.  Almy,  L.  E.  Baker,  H.  R.  Bliss,  F.  B.   Bourne, 

W.  A.  Brown,  W.   D.  Bullock,   T.   F.   Campbell,   F.   O.  Clapp,  J.  R. 

Freeman,   S.    DeM.    Gage,  W.  J.   Grady,   A.   E.   Hatch,  C.   F.  Janes, 

Robert  Jerrett,  J.  A.  McKenna,   H.  J.   Reynolds,   E.  W.   Ross,  O.  P. 

Sarle,  E.  W.   Shedd,   R.   H.   Stearns,   F.   L.  Toof,  F.    E.   Waterman, 

F.  E.  Winsor,  I.  S.  Wood. 
WOONSOCKET.— D.    R.    Howard,    Willard    Kent,    F.    H.    Mills,    C.    F. 

Parker,   Arnold   Seagrave. 

VERMONT. 

BELLOWS   FALLS.— B.   A.    Robinson. 
RUTLAND.— W.  C.  Eberhard,  A.  C.  Grover. 

VIRGINIA. 

NORFOLK.— M.  R.  Sumner. 

WASHINGTON. 

SEATTLE.— H.   F.    Tucker. 

WEST    VIRGINIA. 

BECKLEY.— H.   J.   Morrison. 
CHARLESTON.— E.    S.  Tisdale. 

WISCONSIN. 

MILWAUKEE.— W.  J.  Sando. 
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BRAZIL. 

SAO   PAULO.— M.   H.    Sylvia. 

CANADA. 

MONTREAL.— F.  R.  Coburn,  C.  G.  Craib,  H.  G.  Hunter,  F.  W.  John- 
son, L.  E.  Schlemm. 
PIERREVILLE,   P.  Q.— W.  B.  Fuller. 

CANAL    ZONE. 

COROZAL.— H.  W.  Green. 

CHINA. 

SHANGHAL— C.  L.  Hall. 

ENGLAND. 

LIXXOLN.— F.  C.  Dashper. 
LONDON.— F.   S.  Badger. 

PHILIPPINE    ISLANDS. 

MANILA.— E.  R.  Hyde,  L.  F.  Patstone. 

WEST  INDIES. 
SAN  DOMINGO.— Ralph  Whitman. 


DECEASED    MEMBERS 


DATE    OF   ELECTION 

ALLEN,  CHARLES  Mar.  2L  1888 

ALLEN,  WILLIAM  ALBERT Apr.  IS,  1885 

ATWOOD,  HERMAN  D Dec.  2,  1874 

BALDWIN,  JAMES   FOWLE   July  3,  1848 

BALL,   PHINEAS   Oct.  19,  1887 

BARBOUR,  WILLIAM  SULLIVAN  ....  Oct.  19,  1881 

BARNARD,   THEODORE    OTIS May  18,  1904 

BARNES,   FREDERICK  HARTWELL. .  Apr.  18, 

BARRETT,  FRANK  H Nov.  17, 

BENNETT.  JOSEPH  July  3, 

BLAKE,  FRANCIS  June  18, 

BLAKE,  JOHN  H July  3, 

BOLTON,  EDWARD  DAVIS    Oct.  21, 

BORDEN,  SIMEON   Oct.  2, 

BOYD,  JAMES  THOMAS   May  20, 

BRACKETT,    DEXTER    June  8 

BRADFORD,  LAURENCE   June  8 

BRECK.  CHARLES  EDW.  CUSHING. .  Dec.  21 

BURNHAM,  WILLIAM  W.  (San.  Sec).  Mar.  2 

CABOT,  LINCOLN  June  8 

CARR,  JOSEPH  R June  8, 

CHARLES,  WALTER  NATHAN   May  15 

CHEEVER,  ALBERT  SAFFORD Jan.  23 

CHENEY,  JOHN  EUGENE  Apr.  28, 

CHESBROUGH,  ELLIS   SYLVESTER.  .July  3 

CHILDE,  JOHN   July  3 

CLAPP,   OTIS  FRANCIS    Jan.  18 

CLARK,  EDWARD  K June  8 

COCHRANE,    CLIFFORD   N June  16 

COFFIN,  FREEMAN  CLARK  Apr.  21 

CONANT,  MARSHALL  Oct.  2, 

CORTHELL,    ELMER   LAWRENCE. ...  Tan.  20, 

COULSON,  JOSEPH   Feb.  15 

CUNTZ,  WILLIAM  COOPER  Apr.  15 

CUTTER,  CHARLES  R Nov.  18 

DARRACOTT,  FRANKLIN    July  3 

DAVIS,  JOSEPH  PHINEAS  Tune  8 

DAVIS,  THOMAS  WOOD   Apr.  16, 

DEARBORN,  WILLIAM  LEE  Mar.  6 

DEXTER,  GEORGE  MINOT   July  3 

DOANE,  THOMAS  June  8 

DRAKE,  CHARLES  WILLIAM   Mar.  21 


1875 
1848 
1890 
1848 
1896 
1848 
1891 
1874 
1874 
1887 
1904 
1874 
1874 
1912 
1895 
1875 
1848 
1848 
1888 
1874 
1909 
1886 
1848 
1886 


1896 
1891 
1848 
1874 
1879 
1849 
1848 
1874 
1888 


DATE 

Dec. 
^lar. 
Jan. 
IMay 
Dec. 
Feb. 
Oct. 
Oct. 
May 
Apr. 
Jan. 
July 
Mar. 
Oct. 
Nov. 
Aug. 
Dec. 
Jan. 
Aug. 
Dec. 
Jan. 
Jan. 
Feb. 
Sept. 
Aug. 
Feb. 
Mar. 
Sept. 
Aug. 
Nov. 
Feb. 
May 
Jan. 
Nov. 
July 
Jan. 
Mar. 
Apr. 
Mar. 
Nov. 
Oct. 
Nov. 


OK  HEATH 

9,  1912 


21, 

20, 
20, 
19, 
24, 
20, 
16, 
29, 
28, 
19, 

5,- 
10, 
28, 

3, 
26, 

6, 
29, 
11, 
14, 
27, 
20, 
17, 
25, 
18, 

2, 

3, 
10, 

8, 
11, 
10, 
16, 
22, 

2. 
30, 
24, 
31. 
22, 
IS, 
26, 
22, 
22. 


1896 

1876 

1862 

1894 

1889 

1912 

1893 

1879 

1875 

1913 

1899 

1916 

1856 

1904 

1915 

1909 

1899 

1906 

1889 

1911 

1917 

1913 

1906' 

1886 

1858 

1917 

1878 

1914 

1906 

1873 

1916 

1893 

1916 

1912 

1895 

1917 

1893 

1875 

1872 

1897 

1891 
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DRISKO,  BURTOxN  IRVING  Dec 

DUNN,  GEORGE  CORBETT .Mar. 

EATON,  HORACE  LAFAYETTE  Mar. 

ELLIOT,  CHARLES  DARWIN   Dec. 

ELLIS,  EDWIN  WILLIAM   Jan. 

ELLIS,  GEORGE  A May 

ELLIS,  JOHN  WALDO   May 

ELLIS,  SAMUEL  CLARENCE  Apr. 

ELLSWORTH,  EMORY  ALEXANDER. Mav 

EMIGH,  JOHN  HALL  Sept. 

FALES,  FRANK  LEWIS  Dec. 

FARNHAM,  IRVING  TUPPER  Mar. 

FELTON,  SAMUEL  MORSE  Oct. 

FOBES,  RICHARD  June 

FOGG,    BENJAMIN    GREELY April 

FOLSOM,  CHARLES  WILLIAM  May 

FOSTER,  HARRY  CHOATE  June 

FRANCIS,  GEORGE  BLINN   June 

FRANCIS,  JAMES    Sept. 

FRANCIS,  JAMES  BICHENO   July 

FRENCH,  ALEXIS  HENRY June 

FTELEY,  ALPHONSE  June 

FULLER,  FRANK  E Dec. 

GERRISH,  JOHN  HERBERT    (Assoc). May 

GERRY,  LYMAN  LUNVILLE   Oct. 

GLOVER,   ALBERT   SEWARD    June 

GOWING,  EARLE  H ARLEY  Nov. 

GRANT,   McGEE   Mar. 

GUINEY,   TIMOTHY    Apr. 

HAAGENSEN.  SOPHUS  Dec. 

HADCOCK,  EDWARD  WEBSTER Apr. 

HALL,  WILLIAM  CHARLES   Apr. 

HALL,  WILLIS  HENRY   Mar. 

HARDY,  GEORGE  RICHARDSON    ....June 

HARRIS,  ISAAC  KINGMAN    Jan. 

HASKELL,  EDWARD  A Feb. 

HASKELL,  JOHN  COTTON  Apr. 

HASWELL,  CHARLES  HAYNES    June 

HAWES,  LOUIS  EDWIN  June 

HAWKES,  LEVI  GOWEN Dec. 

HAYWOOD,  LINCOLN  CRAWFORD  .  .May 

HODGES,  OSGOOD  June 

HOLLINGSWORTH.  SUMNER  Apr. 

HOWARD,  JOHN  JOSEPH   (Assoc.) ..  .Oct. 

HOWLAND,   ALBERT   HENRY June 

HUNKING,  ARTHUR  WARD   Mav 

HUNT,  JOSIAH    Mar. 

JACKSON,   WILLIAM    June 


DATE   OF   KIF.CTION 

19,  1906 


16, 
19 
17, 
24 
19, 
19 
17 
20 
20, 
16 
17 

2 
20 
17 
16 
16 
16 
16 

3 


16 
18, 
19 
17 
19 
24, 
15 

m 

17 
18, 
17 

8 
18 
17 
18 

3 

20, 
19, 
16. 

8, 
18, 
18, 

8 
20 

4, 


1898 
1879 
1902 
1906 
1886 
1886 
1878 
1896 
1899 
1891 
1897 
1848 


1912 
1877 
1915 
1897 
1885 
1848 
1874 
1874 
1896 
1898 
1877 
1885 
1884 
1875 
1908 
1885 
1907 
1888 
1886 
1874 
1888 
1909 
1877 
1850 
1904 


1894 
1874 
1894 
1905 
1874 
1885 
1850 
1874 


DATK 

Jan. 
May 
Nov. 
Dec. 
Aug. 
Dec. 
Oct. 
Jan. 
Dec. 
Jan. 
Oct. 
Sept. 
Jan. 
Feb. 
Mar. 
May 
Mar. 
June 
Dec. 
Sept. 
May 
June 
Aug. 
Feb. 
July 
Apr. 
Nov. 
May 
Feb. 
Dec. 
Oct. 
Dec. 
Aug. 
Apr. 
May 
Aug. 
June 
May 
Jan. 
Nov. 
Jan. 
Nov. 
June 
May 
Apr. 
Nov. 
Oct. 
June 


OK    DEATH 

8,  1911 

23,  1911 

23,  1895 

10,  1908 
3,  1909 

27,  1903 

30,  1916 

22,  1912 

8,  1915 

6,  1910 
5,  1905 

19,  1908 

24,  1889 
5,  1891 

14,  1915 
19,  1904 

5,  1917 

9,  1913 
1,  1898 

18,  1892 

3,  1915 

11,  1903 

1,  1902 

7,  1916 

15,  1911 

23,  1917 

24,  1909 
10,  1892 

4,  1909 
17,  1891 
10,  1911 

6,  1897 
26,  1895 

2,  1903 
21,  1906 
24,  1913 

12,  1900 
12,  1907 

29,  1911 

8,  1914 
12,  1895 

2,  1880 
26,  1899 
18  190<=; 

5,  1914 
12,  1908 

3,  1874 

30,  1910 
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OATk  OF  ELECTION     DATE  OK  DEATH 

JAQUES,   SAMUEL  FOSTER May  20,1903    Jan.  8,191b 

JAQUES,  WILLIAM    HENRY    May  16,  1904    Nov.  23,  1916 

JENNEY,  WALTER  Nov.  19,  1890    May  3,  1915 

JOHNSON,  FRANK  PRESCOTT   June  18.  1890    Nov.  1,  1903 

JOHNSON,  SAMUEL  FRANCIS  Nov.  5,  1849    Jan.  15,  1883 

JONES,  J.  EDWIN   Nov.  19,  1879    June  3,  1912 

KIMBALL,  GEORGE  ALBERT   Apr.  28,  1875    Dec.  3,  1912 

KINNICUTT,   LEONARD    PARKER  ..  .Mar.  21,1900    Feb.  6,1911 

KEPPLER,  THEO.  LUDWIG   (Assoc).  Feb.  16,  1910    May  24,  1915 

LAURIE,  JAMES    July  3,1848    Mar.  16,1875 

LEAVITT,  ERASAIUS  DARWIN    Jan.  21.1880    Mar.  11.1916 

LELAND,   GEORGE  IRVING Oct.  16,  1889    May  16,  1912 

LIBBEY,  FORREST  LLEWELLYN   ....Nov.  18.  1885    July  21,  1894 

LOCKE,  AUGUSTUS  WOODBURY  ....Oct.  18,1882    May  14,1893 

LOCKE,  FRANKLIN  BUCHANAN Feb.  15,  1893    May  11,  1917 

LUNT,  CLARENCE  WILLIAM   Oct.  20,1875    Feb.  22,1884 

MAY,  FRANK  A Apr.  28.  1875    Jan.  18,  1884 

McKEAN,  HENRY  SWASEY   July  3,  1848    May  17,  1857 

MITCHELL,  HENRY    June  8,  1874    Dec.  1.  1902 

MOSES,  WILLIAM  VAUGHAN   Dec.  20,  1905    Apr.  14,  1908 

MOULTON,  LORENZO  G Apr.  16,1913    June  9,1915 

NELSON,  GEORGE  ALFRED  Apr.  21,  1886    June  3,1913 

NEVONS,  HIRAM   June  19,  1889    May  27,  1894 

NICHOLS,  ALFRED  EVERETT   Feb.  19,  1890    July  31,  1907 

NICHOLS,  WILLIAM  RIPLEY   May  IS,  1878   July  14,  1886 

NOTT,  SAMUEL  July  3,  1848    Oct.  1,  1899 

NOYES,  ALBERT  FRANKLIN   June  18,  1879    Oct.  12,  1896 

OGDEN,  WILLIAM  CONDIT  Mar.  20.  1901    Oct.  12,  1903 

OLIVER.  MOSES  W June  8,1874    Sept.  8.  190() 

PARKER,  ALFRED  WRIGHT   Sept.  16.  1908    Feb.  24,  1917 

PARKER,  GEORGE  ALANSON    Mar.  22,  1852    Apr.  20,  1887 

PARKER,   HAROLD    Mar.  21,  1894     Nov.  29,  1916 

PARKER,   WILLIAM    Mar.  21,  1888    Sept.  30,  1909 

PARROTT,  WILLIAM  P July        3,  1848    Mar.  .4,  1868 

PHILBRICK,  EDWARD  SOUTHWICK.June  8,  1874    Feb.  13,  1889 

PIERCE,  WILLIAM  THOMAS    Nov.  18,  1888    Feb.  26,  1906 

POPE,  MACY  STANTON  Dec.  10,  1894    Dec.  10,  1904 

READ,  ROBERT  LELAND   Feb.  20,  1907    June  9,  1912 

RICE,  LEWIS  FREDERICK    June       8.  1874    Apr.  12,  1909 

RICH,  ISAAC    Apr.  16,  1890    Mar.  11,  1915 

RICHARDSON,  THOS.  FRANKLIN   ...Mar.  21,1894    Dec.  26,1915 

ROSS,  CHARLES  WILSON  (San.  Sec). Oct.  12,1904    Apr.  11,1916 

SAWYER,   EDWARD    .June       8,  1874    Dec  27,  1911 

SEMPLE,  WILLIAM  J.  C Apr.  15,  1896     Nov.  19,  1916 

SEYMOUR,  CHAS.  WINFIELD  SCOTT.Oct.  17,  1888    Oct.  15,  1893 

SHAW,    WILLIAM    THOMAS Nov.  17,1909    Feb.  26.1916 

SHEDD,   FRANK  EDSON Apr.  19,  1905     Sept.  22,  1916 

SHEDD,  JOEL  HERBERT   Jan.  26,1898    Nov.  27,1915 
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DATE 

SHIRREFFS,  REUBEN   Dec. 

SICKLES,  THEOPHILUS  E July 

SLEEPER,  GEORGE  EDWARD  Dec. 

SPOFFORD,   NELSON    June 

SPRAGUE,  ADELBERT  LEROY    Nov. 

STANWOOD,  JAMES  HUGH  Sept. 

STONE,  WATERMAN   Jan. 

SWAN,  CHARLES  HERBERT  May 

SWEET,  KILBURN  SMITH   Apr. 

TAYLOR,   LUCIAN  ARNOLD Sept. 

TIDD,  MARSHALL  MARTAIN Oct. 

TURNER,    EDMUND   KIMBALL June 

UPHAM,  FRANK  WALTON   .^pr. 

VOSE,  GEORGE  LEONARD  Nov. 

WALLING,  HENRY  FRANCIS   Oct. 

WARREN,  DEAN  CLYDE  Mar. 

WEBSTER,  JOHN  HASKELL   Feb. 

WESTON,    EDMUND    BROWNELL. .  . .  May 

WHITTEN,    ERNEST    PRITHAM Mar. 

WHITWELL,  WILLIAM  SCOLLAY   ...July 

WIGHT,    WILLARD   WENDELL Apr. 

WIGHTMAN,  HENRY  MORSE  June 

WILKES.  CHARLES  MASON   Mar. 

WILLIAMS,  THOMAS  S July 

WINSLOW,  EPHRAIM  NAPOLEON  ..Feb. 
YOUNG,  EDDY  ELBERT  Apr. 


OF  ELKCTION 

DATE 

OF  DEATH 

18, 

1878 

Aug. 

31, 

1904 

3, 

1848 

Feb. 

4. 

1885 

16. 

1885 

Oct. 

25. 

1908 

15, 

1887 

Oct. 

3, 

1906 

15, 

1893 

Apr. 

12, 

1895 

17, 

1890 

May 

24, 

1896 

18, 

1888 

Mar. 

30, 

1896 

17, 

1882 

Apr. 

17. 

1899 

21, 

1897 

July 

15, 

1904 

21, 

1887 

Nov. 

19, 

1914 

15, 

1884 

Aug. 

20, 

1895 

8, 

1874 

May 

6, 

1915 

17, 

1901 

May 

3, 

1907 

16, 

1881 

Mar. 

30, 

1910 

20, 

1875 

Apr. 

8, 

1888 

18, 

1903 

July 

6, 

1905 

15, 

1888 

Apr. 

2, 

1895 

16, 

1888 

Dec. 

9, 

1916 

15, 

1893 

June 

17, 

1915 

3, 

1848 

Oct. 

31, 

1899 

15, 

1885 

Mar. 

10. 

1917 

8, 

1874 

Apr. 

3, 

1885 

19. 

1884 

Jan. 

7, 

1905 

3, 

1848 

Dec. 

29, 

1874 

24, 

1875 

Dec. 

5, 

1880 

18, 

1888 

June 

1, 

1906 

RULES    GOVERNING    THE  AWARD  OF    THE    DESMOND 
FITZGERALD   MEDAL. 

There  is  at  present  one  endowed  prize  for  papers  published  by  the 
Boston  Society  of  Civil  Engineers.  This  prize  is  to  be  awarded 
annually  unless  the  Board  of  Government  shall  decide  that  none  of 
the  papers  presented  during  the  year  are  of  such  a  character  as  to 
merit  the  award. 

With  the  assent  and  approval  of  the  donor,  the  Society  assumes 
the  responsibility  for  the  payment  in  perpetuity  of  the  Desmond 
FitzGerald  Medal. 

Committee  on  Award. 

1.  The  Board  of  Government  shall  appoint  annually,  not  later 
than  its  regular  meeting  in  June  of  each  year,  three  Members  of 
the  Society,  not  members  of  the  Board  of  Government,  who  shall 
form  a  Committee  to  recommend  the  award  of  the  prize. 

2.  The  papers  considered  shall  include  all  papers  published  by 
the  Society  during  the  year  ending  with  the  month  of  September. 

3.  The  Committee  on  Award  shall  report  its  recommendation 
to  the  Board  of  Government  on  or  before  March  1st,  and  the 
awards  shall  be  made  by  the  Board  of  Government. 

4.  The  announcement  of  the  awards  shall  be  made  at  the 
Annual  Meeting. 

5.  The  Secretary  of  the  Society  shall  act  as  Secretary  to  the  Com- 
mittee on  Award,  but  shall  have  no  vote  or  voice  in  its  deliberations. 

Code  or  Rules. 

The  Desmond  FitzGerald  Medal. — This  medal  was  instituted  and 
endowed  in  1910  by  Desmond  FitzGerald,  Member  and  Past  Presi- 
dent of  the  Boston  Society  of  Civil  Engineers. 

I.  Competition  for  the  medal  of  the  Boston  Society  of  Civil 
Engineers  shall  be  restricted  to  members  of  the  Society  of  all  grades. 

II.  There  shall  be  one  bronze  medal  awarded  as  hereinafter  pro- 
vided. The  dies  therefor  shall  be  deposited  with  the  Superin- 
tendent of  the  United  States  Mint  at  Philadelphia,  in  trust 
exclusively  for  the  above  purpose. 
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III.  All  original  papers  presented  to  the  Society  by  members  of 
any  class,  and  published  by  the  Society  during  the  year  for  which  the 
medal  is  awarded,  shall  be  open  to  the  award,  provided  that  such 
papers  shall  not  have  been  previously  contributed  in  whole  or  in  part 
to  any  other  association,  nor  have  appeared  in  print  prior  to  their 
publication  by  the   Society. 

IV.     The  medal  shall  be  awarded  for  a  paper  which  shall  be 
judged  worthy  of  special  commendation  for  its  merit. 


AWARDS   OF   THE  DESMOND   FITZGERALD   MEDAL. 

For  1911.  Charles  R.  Gow,  for  paper  "Methods  and  Cost  of 
Construction  of  Slow  Sand  Purification  Works 
for  the  New  Springfield  Mass.,  Water  Supply. 

For  1912.  Charles  T.  Main,  for  paper  "The  Work,  Aim  and 
Conduct  of  the  Engineer." 

For  1913.  David  A.  Hartwell,  for  paper  "The  Fitchburg,  Mass., 
Intercepting  Sewer." 

For  1914.  Joseph  R.  Worcester,  for  paper  "Boston  Founda- 
tions." 

For  1915.  William  S.  Johnson,  for  paper  "Ground  Water 
Supplies." 

For  1916.  Dana  M.  Wood,  for  paper,  "Power  Estimates  from 
Stream  Flow  and  Rainfall  Data." 
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Meetings. — Regular  meetings  of  the  Society  are  held  in  Chipman 
Hall,  Tremont  Temple,  Boston,  on  the  fourth  Wednesday  in 
January  and  on  the  third  Wednesday  of  other  months,  excepting 
July  and  August. 

Informal  meetings  are  held  in  the  Society's  library  during  the  winter 
months  on  the  Wednesday  evenings  not  assigned  for  other 
meetings. 

Regular  meetings  of  the  Sanitary  Section  are  held  on  the  first  Wed- 
nesday of  the  months  of  March,  June,  October  and  December. 

Library  and  Reading  Rooms  of  the  Society  are  open  daily,  except 
Sundays,  from  9  a.  m.  to  5  p.  m.  Members  may  obtain  keys  from  the 
Secretary  at  a  cost  of  twenty-five  cents,  which  will  admit  them  when- 
ever the  building  is  open. 

A  telephone  pay  station  (FORT  HILL,  55462)  is  located  in  the 
Society  rooms  for  the  convenience  of  members  and  others  having 
occasion  to  visit  the  rooms. 

Journal  of  the  Boston  Society  of  Civil  Engineers. — This 
publication,  the  official  organ  of  the  Society,  is  issued  about  the 
tenth  of  each  month,  except  July  and  August,  (10  numbers  per 
annum)  and  is  furnished  without  extra  charge  to  the  entire 
membership.  Each  number  is  divided  into  two  principal  parts. 
Under  the  heading  "Proceedings"  are  inserted  the  notices  of  the 
regular,  special  and  informal  meetings  of  the  Society  and  of  the 
meetings  of  the  Sanitary  Section ;  announcements  of  excursions  ; 
minutes  of  meetings ;  list  of  new  books  received  in  the  library ; 
and  other  matters  of  current  interest  to  members.  This  part  of 
the  Journal  also  contains  brief  notes  of  new  engineering  work 
in  progress  in  New  England,  as  far  as  such  information  is  readily 
obtainable. 

Under  the  heading  'Tapers  and  Discussions"  all  papers  pre- 
sented to  the  Society  are  published,  either  in  advance  of  their 
reading  at  a  meeting  or  as  soon  as  possible  after  they  have  been 
read,  together  with  all  discussions  which  may  be  offered. 

To  those  not  connected  with  the  Society  the  annual  subscrip- 
tion to  the  Journal  is  $4.00.     Single  copies,  fifty  cents  each. 
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Membership  Cards. — Arrangements  have  been  made  for  an  ex- 
change of  reading  room  and  library  privileges  with  the  following  en- 
gineering societies: 

American  Institute  of  Electrical  Engineers,  33  West  39th  St.,  New  York. 
American  Institute  of  Mining  Engineers,  29  West  39th  St.,  New  York. 
American  Society  of  Civil  Engineers,  220  West  57th  St.,  New  York. 
American  Society  of  Mechanical  Engineers,  29  West  39th  St.,  New  York. 
Brooklyn  Engineers'  Club,  117  Remsen  St.,  Brooklyn,  N.  Y. 
Canadian  Society  of  Civil  Engineers,  176  Mansfield  St.,  Montreal,  Can. 
Cleveland  Engineering  Society.  413  Chamber  of   Commerce  Bldg.,  Cleve- 
land, Ohio. 
Detroit  Engineering  Society,  46  Grand  River  Ave.  West,  Detroit,  Mich. 
Engineers'  Club  of  Baltimore,  4-6  W.  Eager  St.,  Baltimore,  Md. 
Engineers'  Club  of  Dayton,  cor.  Second  &  Madison  Streets,  Dayton.  O. 
Engineers'  Club  of  Kansas  City,  920  Walnut  St.,  Kansas  City,  Mo. 
Engineers'  Club  of  Philadelphia,  1317  Spruce  St.,  Philadelphia,  Pa. 
Engineers'  Club  of  St.  Louis,  3817  Olive  St.,  St.  Louis,  Mo. 
Engineers'  Club  of  Toronto,  96  King  St.,  West,  Toronto,  Can. 
Engineers'    Society   of   Pennsylvania,   31    So.   Front   St.,   Harrisburg,    Pa. 

Engineers'   Society   of   Western    Pennsylvania,   568   Union   Arcade   Bldg., 
Pittsburgh,  Pa. 

Louisiana   Engineering   Society,    State   Museum   Bldg.,    Chartres   and    St. 

Ann  Streets,  New  Orleans,  La. 
Montana  Society  of  Engineers,  225  North  Main  St.,  Butte.  I\lonr. 
Pacific  Northwest  Society  of  Engineers,  312  Central  Bldg.,  Seattle,  Wash. 
Rochester  Engineering  Society,  Rochester,  N.  Y. 

Technical  Society  of  the  Pacific  Coast,  Pacific  Bldg.,  San  Francisco,  Cal. 
Technology  Club  of  Syracuse,  Vinney  Bldg.,  Syracuse,  N.  Y. 
Vermont  Society  of  Engineers,  Montpelier,   Vt. 
Western    Society  of   Engineers,   1735  Alonadnock  Block,  Chicago,  111. 

Cards  are  issued  to  members  of  this  Society  which  will  introduce 
them  and  secure  the  privileges  of  attending  the  meeiings  of  these 
societies  and  of  using  their  reading  rooms  and  libraries. 

Boston  Public  Library. — Through  the  courtesy  of  the  Board  of 
Trustees  of  the  Boston  Public  Library,  all  members  of  the  Society  who 
are  not  residents  in  Boston  are  permitted  the  home  use  of  books  in 
that  library  under  the  same  conditions  as  citizens  of  Boston.  The 
Secretary  will  furnish  a  certificate  which  will  secure  a  card  from  the 
Registration  Clerk  of  the  library. 
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Badges. — The  illustration  shows  the  form  and  size  of  the  badge 
adopted  by  the  Society.  It  is  made  of  14-carat  gold 
and  mounted  as  an  ordinary  pin  or  watch  charm. 
The  margin  and  letters  are  in  gold  and  the  ground  of 
maroon  enamel.  The  price  is  $3.00,  which  includes 
the  cost  of  engraving  the  member's  name  and  mem- 
bership number  on  the  back.  Badges  can  be  secured  only  upon  appli- 
cation to  the  Secretary. 
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